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ABSTRACT 

This quarterly publication announces the availability 
of instructional materials acquired and processed by the Educational 
Resources Information Center (ERIC) Clearinghouse on Vocational and 
Technical Education^. It should be of pai^ticular interest to teachers, 
curriculum specialists, supervisors, and administrators involved in 
curriculum development or the use of instructional materials in the 
tea'ching-iearning setting. Each abstract, a condensation of the 
report in about 200 words, usually includes the means used to develop 
— the material, the setting for use of the material, and source of 
available copies. Author, subject, and document number indexes 
provide entry to the abstracts. Most /of the documents which have not 
been announced in "Research in Educa^tion" are available as a separate 
microfiche ' set from the ERIC Document Reproduction Service (VT 017 
801, announced in RIE, March 1973 as ED 016 919) • Others are 
available from the' source identified \in the abstract, (CD) 
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MISSION OF THE CEHTEH 

The Center for Vocational and Tedmical Education is 
an independent unit on The Ohio Sta^e University campus. 
It serves a catalytic role in establishing consortia to 
focus on relevant problems in vocational and technical 
education. The Center is cccrpr^ensive in its commitment 
and responsibility, multidisciplinAry in its approach and 
int^rinstitutional in its program. 

The Center's mission is to strengthen the capacity of, 
state educational systems to provide effective occupational 
education programs consistent ^fith the individual needs and 
manpower requirements by: 

• Conducting research and development to fill voids 
in existing Imowledge^ and to develop methods for 
applying knovrledge.' 

• Programmatic focus on state leadership development, 
j_ vocational teacher education, curriculum, vocational 

choice and adjustment. 

• Stimulating and strengthening the capacity of other 
agencies and institutions to create durable solutions 
to significant problems. 

• Providing a national information storage, retrieval 
and dissemination system for vocational and technical 
education through the affiliated ERIC Clearinghouse. 
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pwid^^ionai and te,chnical maXtoAi. Polyit6 o^ view ofi oplnlon6 do 
not, tlioAcioA^, nccu^anJXy Kcpruucnt oiiltlpJi National Institute 
oi Educa;tlon position o-t policy. 



U S 0€PAI)TMEMT Of HEAlTH 
eOUCATlO^ & WCLFABE 
OFFICE OF EDUCATION 

1"^ i DOCUMENT r^AS SEEN P£p«90 
DUCeo £XACTi> AS »EC£(VED f^OV 

iNATtNG n POtN'S OF vi£'A OR C^A 
<ONS STATED DO NOT NECESSAflf;.^ 
REPRESfNT OFPICIAL OFFICE OF fOU 



ABSTRACTS of 
INSTRUCTIONAL MATERIALS 

IN 

Vocational and Technical Education 

c 



VOLUME 5 NUMBER 1 
1973 



The Center for Vocational and Technical Education 
The Ohio State University 
i960 Kenny Road, Columbus, Ohio U321O 



Finding and using relevant information frequently is a inajor 
task for curriculuin specialists, teachers, administrators, and 
students. The Center for Vocational and Technical Education 
is dedicated to making useful and vital information accessible 
so that^ educators nay use it to improve school practice. 

The Center quarterly assembles, under one cover, instructional 
materials relevant to the field of vocational-technical education. 
Abstracts of Instructional Materials in Vocational and Technical 
Education (AIM) is presented in the form of collections of 
abstracts of documents from all areas within this field. 

AIM abstracts are designed especially for teacher or student 
classrocHn usage. The current information provided will also 
benefit educators directly related to classroom instruction and 
all who need access to contemporary ins,tructional materials 
development! 

We are indebted to our colleagues within the profession 
for providing us instructional materials as they become 
available. We also appreciate the-'^ontributions of instructional 
materials laboratories, local school systems and professional- 
associations such a$ the Vocational Instructional Materials (VIM) 
section of the American Vocational Association. Members of the 
profession are continually encouraged to forward instructional 
materials for possible inclusior in future issues of AIM to the 
Acquisitions Specialist at The Center* 

We hope that this publication will prove valuable to you 
in your particular educational endeavors. 

J Robert E. Taylor 

Director 

The Center for Vocational 
and Technical Education 



TABLE OF CONTENTS 



Pace 

HffiFACE 

SAl-IPIE EESUlffi i-v 

mi TO USE AV'l V 

ABSTRACTS 1 

t 

IITOEXES 61 

SUBOECSP II©EX 62 

AUTHOR IWm. 97 

COHVERSIOU OF BOOTIEBT mmR IHDEX 111 

DOCUI.JENT ORDERING «O5TRUCTI0M3 113 

suBSRimoris to am 115 



iii 









•3 




o 






* 










c 




O O 
















f* 






o 






















r: 3 - 




• *c 




























o 










u 








a 




£3 










U2 ^ 










u c 




t ^ 




»-i t= 
















u o 






l-H 


*J r2 w 






"3 to 


o 




o ^ v> m 




3 C- 




5 


C3 










tf5 




^ ^. 




O vj 




u u 




o cc 


tj 






O 




s c: w o 








c o 


O 


t: o :r 


U 


o o 


o 


PC 




3 -r^ rH 














U 


^3 








c ^. 




rH 










3 


O 3 








Hi *^ o 




c 


o 


n 


3 


U -3 


O 










u ^ 




C o 






•♦-» 


O ^3 *~» 


IT. 


u 












O 


a 






^ c: 3 










C 


U X 








c c 


*J 


E cC O 


o 






o 


o 


^ C3 




C5 






tr. 


3 5 


»— * 




•<-» U3 


u 




O O to O 




3 


a 




C 




-C 




U 


c: 


+-> 


:i ^ f2. o 








O 5 
















O O CO »-i 




C 


♦J 






+J O C3 








O 


u 


r-i 3 








c o 


s 






S *j 






3 








O fc- 


o 


B B 








C '3 


O t/5 ^ O £3 


•r-» 


C ^- 


o 




u 


U 3 3 




c: o 








Lh -H 4-» 


H 


—t o 








i3 2: 


^ 







o 








u 








3 
































u 


























o u 






o 








X 


4^ tea 

CO 






1—* 


to -r-l trt 






tU 


Q> 






*-> 


O C VI o£ 






c 


> O 10 






o 


•H -r-t 2C < 








C c^ 






CO 


:3 CO 








u ^ o 








-3:=.-. 


lO 




o 


• -3 W 

> uj CO 


CSI 








in 






^ a > 

c 


o 




t/) 


a 






0 3 0-3 


M 




ours 


Stat 
cult 
cati 
, an 






u 


•H 3 

to t-i — t 




Lb 




-H DOW 3 


fsl 




o 


C < -3 


rsi 






CO 


r-H 


(/) 


(/) 


><4-| O 






Q> 


rH O 


i<o 


u 


C 


X o o 






•H 




O 






C 'H . 




u 




C P.^ > 


VT 


•H 


3 


O O U-l -H 




O 


Q O f=> 




o , 

3 
< 



VM CO 




op: 


/ 






O PU 




u 








)h QOO) 




Pu3^ 




o u 


o« 




o 




u 


fl> +j o 




u u 


o 




a* 




CO 


Cu O S 




CO 3 • 


1 






Pk OU^CJ 


wo :s X 




•d 


















C O 




O K-i 


CO ^ 




o o 






cO ^ OO 


H 




•d s CO 


O 0) 




3 O. 




o 


c c 




Vt 


o 


3 3 


o 




z :z jc 


4-» CO 






CO +J C 




Vt 


U O-H 


CO 


(0 


.H 4-» 


O 0) 


o 


r-l • Q. 


o.^ 






O 3 


o« 


3 CM-i 




CO 


CO O 



CS • 
CO O 

o 

^ DO 



o 




^ c 

r; o r:3 
o ^ 

•H O 

o 

O fc^ ^ 

. 3 H 

♦J S '-3 1— • O 

^ rt o 4-* 

3 r-» 3 /-V 

.*H O rHO 

O o • 

c:: o V7 '3 -H (0 

U U CJ r-fO 

rH 3 3 *J CUCO 

c2 PC c: cc 

•f-J rH O CO CO 

C 3 ^ w O 

E -H W K -r-l U 

CJ O 

c H •d 5 

U O <M «A c o 

O 2^ 'H nJ rH 



fl) U -H 
* 4-> 4-» 

w o 

CO - a> CO 

O ^tJ cO 

CO O <M X 
•H O o 

.rH C O J5 
CO CO -H ■t-i'd 

U N PQ CO O 

•H-H s*d c 

^ C • O -H 
CLCQ bO X U 

CO CO • rH O O 

u i-t o a u u 

bO O v-^O Pu CO 



4-1 CO 

u w 

CO C 

fH O 

+-> '3 

(A c: 

•O o 

< u 



•d^H 

3 O M 

rH a> 4J 

d c u o 

-H CO CO C 

o a> 3 co 

g 4^ 4J . 

* O 

O 

^ a ♦J -4-» c 

3£ o tfl fi X c o 

rH O CJ U O 'H 

•o Q*6 C 6 

. CO fH pu O 0) Cli 

4-> U 3- O 4-> M .H 

'ri D«<-H O 'rH 

O fl> D« 3 U 

a. Puo > s cr to 

O P<J? 0) O 0) o 

CO 4J *d u 



rH 
CO 

'H 

O 
4-» 
CO 

X . 

y< o 

CO rH 
4-»>0 

C CO 

O rH 

0) CO 

aoo 

3'*+H 



iv 



HOW TO USE AIM 



This TQlunfi of AT! ( Alistrects of Instructiotial I^terlal^ 
in Vocational and Technical Mucation ) has trwo riajor sections: 
resraes containing abstracts, and imexes* 

Each abstract presents infomation about a docuTicnt'g 
content to help you to decide if you T.-anfc to read the fall 
text of the document. The abstrstct is part of the resune 
which provides ihfomation about the docuraent, its source 
and availability. Abstracts are arranred in ascending 
VT-nu3fber order. A sa25)le resume , preceding this Introduction, 
is explained in detail. 

The indexes help you to locate the abstracts by page 
nraibers and VT nuzibers. These indexes ere: Sub^ject Index, 
Author Index and Conversion of Bocunent Ifimber Index. Index 
terms used in the subject index are SRIC descriptors. Each 
dQcuiaent has been assigned several of these descriptors; 
therefore, each docuiaent titl3 apx>ears in tif^VBubject index 
several times. ^ \ 

The full texts of documents are available from the 
original sources or from the ERIC Document Reproduction 
Service (EDRS) as microfiche or Xerox reproductions. Ordering 
information 'for AIl-I and KDRS reproductions is nrovided in a 
following section. 



NEW CAREER EDUCATION EMPHASIS 




Recent emphasis on career education as a major focu^ in reforming 
and redirecting the American educational structure has produced a 
flurry of activity in conceptualizing and developing effective programs. 
This activity is evidenced by the four models sponsored by the U.S. 
Office of Education and numerous state and local career education efforts. 
This issue continues expanded announcement of career education materials 
in AIM. Intensified acquisition efforts in this^ area have identified 
career education instructional materials which should be of great t 
value to educators developing and upgrading their programs • Many of 
these documents are listed under "career education'' in the subjeiub 
index. 



ERIC 



Due to a coDJputer error, the 
,page numbers given in the Author Index of 
AIM Volume 5, Number h are incorrect. 
Documents may be Located by VT-number in 
the resume section, which is arranged in 
ascending VT-number order* 
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VT 013 908 

CLOTHING Se^^VICtS TRttMNG ?;JCD = * TEMATIV? 

YORK STATt EDUCATION D£ PT • , ALBANY. 
euPFAU Of SeCCNDAPY CUJ^nlClitU^ DEVELOPMENT. 
«f AVAILABLE IN VT-E5^IC SET. 
THc »UftlICATin\S OIST^ISUTlJ-a U^wl '^t STATE 
fcDUCATlClW Oe^A^TKEf'iT, iLBANY, Ntw YORK 12224 
CLiMlTED DISTPI6UTIC\ - f.OT A^AILAbLE GUTSITE 
f*€W rCRK STATE I 
PJd OATf - 71 a^p. 

OeSCRIPTORS - ♦OCCJ^ATnNAL HUME ECONOMICS; 
*PftOO^.AM GUIDES; *SEf<VlCE OCCUPATIONS; 

*clothikg -iap-te!^ance specialists; out of 
schcji youth; seconoaoy education; aoult 
education; Clothing r%ST«acTicw; textiles 

instruction; *CUnRICULU*4 GUIDES; JOB 
Ti^AIMNG; . /^OGSA"^ OEVELCPMENr; PJ^OGJ^A*" 
PLANr^INO 

ABST'^.ACT - DEVELOPED 9Y A CO^HITTtE OF 
TEACHERSt THIS TENTATIVE PROGRAM GUIDE IS FOR 
TEACHE3J USE IN ESTABLISHING A 2-YEAP PRQGPAM 
TO PREPARE HIGH SCHOOL STUDENTS, OUT OF 
SCHOOL YOUTH,- OA ADULTS FOR EMPLOY^^ENT IN 
SELECTED SUPERVISED CLOTHING SERVICES 
OCCUPATIONS. SECTIONS OF THE GUIDE CONTAIN: 
<U SUOutSTIONS FOR tSTASLlSHlNG THE PROGRAM, 
WHICH INCLUDES APPOINTING THE ADVISORY 
COMMITTEE » IDENTIFYING THE OCCUPATIONS FOV 
TRAINING* SELECTING TRAINEES AND 
INSTRUCTIONAL STAFF, AND PROVIDING THE 
ESSENTIAL TRAINING COMPONENTS ANK) FACILITIES, 
(21 SUGGESTIONS FOR DEVELOPING A COURSE OF 
STUDY, WHICH OFFERS GUIDES FOR USING THE 
STATE COURSE CF STUDY AND BRIEFLY DESCRIBES 
THE COURSE OF STUDY, AND «3) A 2-PART COURSE 
OF STUDY, WHICH OUTLINES SUBJECT MATTER AND 
OFFERS SUGGESTIONS FOR APPROPRIATE LEARNING 
EXPERIENCES. THE COURSE OF STUDY EMPHASIZES 
ORIENTATION TO WORK AND DEVELOPING 
COMPETENCIES IN SIX OCCUPATIONAL CLUSTERS. 
including: <l> GARMENT CONSTRUCTION, il% 
GARMENT ALTERATION* «3I COLLECTION AND 
SORTING GARMENTS AND HOUSEHOLD ARTICLES* ^4) 
LAUNDERING AND PRESSING GARMENTS AND 
HOUSEHOLD ARTICLES* (51 HANAGEMENT OF 
CLOTHING, AND {b\ SELLING CLOTHING AND. 
RELATED MERCHANDISE. A SELECTED RESOURCE LIST 
AND SOURCES OF BULLETINS AND AUDIOVISUAL 
MATERIALS ARE INCLUDED. COMPANION 
PUBLICATIONS* AVAILABLE IN AIM VOL. 5* NO. 3* 
ARE VT 010 551 AND VT 010 573. <SB) 

VT 015 039 

TRADE AND INDUSTRIAL RESOURCE SUPPLEMENT TO 
THE CONSUMER EDUCATION CURRICULUM GUIDE FOR 
OHIO, \' 

OHIO STATE DEPT. OF EDUCATION* COLUMBUS, DIV. 

OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-EPIC SET, 

INI^RUCTIONAL MATERIALS LABORATORY* TRADE AND 
INDUSTRIAL EDUCATION* THE OHIO STATE 
UNIVERSITY, 1865 NEIL AVENUE* COLUMBUS* OHIO ; 

43210 i$2.40 Plus postagei 

PUB DATE - 71 74P, 

DESCRIPTORS - ♦RESOURCE GUIDES; CURRICULUM 
guides; ♦TEACHING GUIDES; ♦TRADE AND 
INDUSTRIAL EDUCATION; ^CONSUMER EDUCATION; 

Y^SUMER ECONOMICS; TEACHING PROCEDURES; 

JLONOARY GRAOES; EVALUATION TECHNIQUES; 



3IfctIC0*Z?eItS; LEAnNlNG ACTIVITIES 
AaST;iACT " Ct'^tLOPED bY T^^AD^ AND iNDJSTJiUL 

?Duc^.T^c^ TtAcH£RS WITH The aid of state 

DcFt^T^EKT ^fj UNIVc^sSITY T£AChI?^ PE^^SGN^tL, 
THIS SbPPLtKEKT TO ^T 012 556 (AIM SUMMER 
l»7l> IS iNTEfCEO T:j ASSIST 3^10 TEACHERS IN 
I*^Pf<tVlNL- hICH SChCGL TJ^AOE ^U0 INDuSTnUt 
EDUC ATICN CLPf ICULUMS BY l^iC O^iPORATlNG 
APF^^CPKIATE SEGMENTS f-F CONSUMER tOuCATlON, 
I^STHJCTIC^AL UNITS ARE OEvELOPEJ AROUNO SIK 
CONCEPTS Ct vexing: UI THE ECOW^MIC SYSTE^, 
(21 INCO^'E F^LCURcMENT, (3) CONSUMER 
ALTtPNAT IVES, (4J CONSUMER 9cHAVlQH 
DETrK^'I^A^TS, (5) RQLESt RIGHTS, AND 
CESPCNS lElL iTItr., AND (61 COMMUNITY 
RESCtl-LES* Thk UNITS CONTAIN CdJ£CT!VES, 
PREPAfcATIC'f SUGGESTIONS, SUGGESTED STUDtNT 
ACTIVITIES EVALUATlUNf AND SUGGESTED 

»E:>UUKCES, ScVEkAL OF THE UNITS ALSO iNCLUCt 
ILLuST^-ATIlNS which MAY BE USEO AS 
TkANSF^RtnCY VaSTE^S FOR OVEKHeAO PROJcCTlCjN- 
A GLCSSAFY CF TERMS ANU A SELECTED 
BieLlOCP APhY CF BOUKS, PAMPHLETS, 
P€#<ICCICALS, f'ESCURCE PERSONS, FILMSTRIPS, 
AND FILMS AFE PkOVlOED. ANOTHER SUPPLEMENT IS 
AVAUAfLE AS VT 014 067 (AIM VOL. S, NO. 21 
AND FELATCL COCUMENTS AS VT 015 040-VT 015 
047 IN This ISSUE. (SbJ 

VT 015 040 

MANPCKtK TI-AIMNG RESOURCE SUPPLEM^Nt TO THE 
CONSUMER EDUCATION CURRICULUM GUIDE FOR OHIO. 

OHIC STATE CtFT, OF ECUCATION, COLUMBUS, DIV, 

OF VCCATICNAL EDUCATION, 

MF AVAILABLE IN VT-ERIC SET. 

iNSTf OCT lONAL MATERIALS LABQRATURY, TRADE AND 
INCUSTf^IAL EDUCATION* THE OHIO STAT^ 
UNIVERSITY, lfe85 NEIL AVENuE* COLUMBUS* OHIO 
4321C (*2.4C PLUS POSTAGEI 
.PUB CATE - 71 72P. 

OESCRIFTORS - »MANPQWER DEVELOPMENT; 
♦ CONSUKEfc tOUCATIOU; *TEACHlNG GUIDES; 
♦RESCURCE GUIDES; CURRICULUM GUIDES; CONSUMER 
ECONOMICS; I EARNING ACTIVITIES; EVALUATiCN 
TECHMCUeS; EIBLIOGRAPHIES; SKILL CENTERS 
IDENTIFIERS - »MANPOwER DEVELOPMENT AND 
TRAIMNG AC-T; MDTA 

ABSTRACT - PREPARED BY A GROUP OF TEACHER 
EDUCATORS AND MANPOWER TRAINING TEACHERS* 
THIS SUPPLEFENT TO VT 012 356 <AIM SUMMER 
1971) IS INTENDED TO PROVIDE TEACHERS IN 
MANPOWER DEVELOPMENT AND TRAINING ACT SKILL 
CENTERS mTH ACTIVI TIES AND REFERENCES FOR 
INCCRPCRATING CONSUMER EDUCATION INTO THE 
CURRICULUM^ INSTRUCTIONAL UNITS ARE DEVELOPED 
AROUND SIX CONCEPTS COVERING: 111 THE 
ECONOMIC SYSTEM* (2) INCOME PROCUREMENT* (31 
CONSUMER ALTERNATIVES* (41 CONSUMER BEHAVIOR 
DETERMINANTS* (51 ROLES* RIGHTS* AND 
RESPONSIBILITIES* AND 161 COMSUNITY 
RESOURCES. THE UNITS CONTAIN OBJECTIVES* 
GENERALIZATIONS* AND SUGGESTED LEARNING 
ACTIVITIES* EVALUATION TECHNlQUeSf AND 
R€SOURCES WHICH ARE KEYED TD CONCEPTS TO BE 
LEARNED, SEVERAL OP THE UNITS ALSO INCLUDE 
ILLUSTRATIONS WHICH MAY BE USEO' AS 
TRANSPARENCY MASTEf^S, A GLOSSARY OF TERMS AND 
BIBLIOGRAPHY CF CATALOGS* CHARTSf 
\ PERIOCICALS* PAMPHLETS* TRAINEE MANUALS AND 
Wd^KBOOKSf PROGRAMMED MATERIALSt AND TEACHER 
*REFFRENCES ARE PROVIDED, AN EARLIER 
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S'J^-LE**HNT IS iVAlLAeiE AS -fT GI4 067 lil** 

j3?-yT JI5 IN T^lS ISSJc, (S3> 

VT 015 041 

CONbU**eR El^JCATICN Ca^eiCULU« GUIDE fUft ChIC. 

::hIC state C:E?T, Zf cIUCAIIu^f CJtU*^r5US« Cliir. 

Cf VQCATI3NtL FOUCATION, 

MF AVAILA6LE Iht VT-E^IC SET. 

IMST5UCTI3N&L HATERIALS lA^O^trO^r, ThAOE AND 
ITmPUSTSIAL education, the Ohio STATE 
UMVE^SITV, i39S NEIL AVENUE, COLU^aUS, OhIC 
43210 (42.^3 PLUS POSTAGE) 
Pa3 DATE - 71 107P. 

OESC=iPTr;^s - cj^nicuLUM guides: *ftESOuRCt 

GUIutS; »TEACHrNG G'JlDES; ^-INDUSTRIAL AQTS; 
♦CONSU^^t?^ ECUCar CCNSU*^£^ :C3N0MICS; 

SeCUNOA»y GKA[>ES; bIBLlDGRAPHIES; LEAPNING 
ACTIVITIES; EViLJATION TFCMMOUES 

A9ST34CT - 0£VE(.aPED Ar IN^UST^IAL ARTS 
TEACHEf^S WITH ThP AID OF STATE INDUSTRIAL 
ARTS AKO UMIVEPSITY PERSGMNEtf THIS 
SUPPLEMENT TO VT 012 356 (AM SUMMER 19711 IS 
INTENDED TO ASSIST OHIO TEACHEHS IN IMPROVING 
HIGH SCWOL INDUSTRIAL ARTS CURRICULUM 9Y 
INCORPCftATING APPROPRIATE SEGMENTS OF 
CONSUMER EDUCATION, INSTRXTIONAL UNITS ARE 
DEVELOPED ATOUNO SIX CONCEPTS COVERING: (U 
THE ECONCHIC SYSTEM, C2> INCOME PROCUREMENT, 
(31 CONSUMER ALTERNATIVES, U> CONSUMER 
BEHAVIOR OETEPMINANTS, (51 ROLES, RIGHTS, AND 
RESPONSIBILITIES, AND (6) COMMUNITY 
RESOURCES, THE UNITS CONTAIN OBJECTIVES, 
RATIONALES, CONCEPTS, GENERALIZATIONS, AND 
SUGGESTED LEARNING ACTIVITIES. SEVERAL OF THE 
UNITS ALSO INCLUDE ILLUSTRATIONS MHICH MAY BE 
USED AS TRANSPARENCY MASTERS FOR OVERHEAD 
PROJECTION, AND A SELECTED BIBLIOGRAPHY Qt 
BOOKS, PERIODICALS, PAMPHLETS, AUDIO-VISUAL 
AIDS, AND AGENCIES AND ORGAN I ;AT I ONS IS 
PROVIDED. ANOTHER SUPPLEMENi IS AVAILABLE AS 
VT 014 067 (AIM VOL. 5, NO. 2) AND RELATED 
DOCUMENTS AS VT CIS 039-VT 015 047 IN THIS 
ISSUE. (SBl 

VT 015 042 

DISTRIBUTIVE EDUCATION RESOURCE SUPPLEMENT TO 
THE CONSUMER EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

OHIO STATE DEPT. OF EDUCATION, COLUMBUS. OIV. 

OF VOCATIONAL EDUCATION. 

MF AVAILABLE ir<-Vl-ERIC SET. 

INSTRUCTIONAL MATERIALS LABOR ATORY, TRADE AND 
INDUSTRIAL EDUCATION, THE OHIO STATE 
UNIVERSITY, 1B85 NEIL AVENUE, COLUMBUS, OHIO 
43210 ($2.40 PLUS POSTAGE) 
Py6 DATE • n 57P. 

DESCRIPTORS - CURRICULUM GUIDES; ♦RESOURCE 
GUIDES; ♦TEACHING GUIDES; *0 1 STRI BUT I VE 
EDUCATION; ♦CONSUMER EDUCATION; CONSUMER 
ECONOMICS; SECONDARY GRADES; BIBLIOGRAPHIES; 
LEARNING ACTIVITIES; EVALUATION TECHNIQUES 

ABSTRACT - OEVELOPEi: 0Y DISTRIBUTIVE 
EDUCATION TEACHERS, THIS SUPPLEMENT TO VT 012 
356 (AIM SUMMER 1971) IS INTENDED TO ASSIST 
OHIO TEACHERS IN IMPROVING ^:1GH SCHOOL 
O R I BUT I VE EDUCATION CUR>^ICULUMS BY • 
r)TpRPORATING>PPRfii)PRIATE SEGMENTS OF 



CCf.Su^'E? EttCATICN* INSThjCTIONAL UNITS AnE 
CEVcLCPtC ArCUNC PIVE CONCEPTS COVERING^ III 
••ULTIPLE rCLES CF ThE INDIVIDUAL, (2> INCC«£ 
J^RCCU^tMtNT, (3) CONSUMER SEhAVIQR 
OETtt^ilNiMS, (4) CONSUMER ALTERNATIVES AND 
<55 Cl^'MLMTY »^ES0URCES. ThE UNITS CONTAIN 
DdJECTlVfS^ GENERALIZATIONS, ANO SUGGESTED 
- LtA?MKG ACTIVITIES. EVALUATION TECHNIQUES, 
^iM ^-tSOU^CfcS liHlCH At?t KEYED TO CONCEPTS TO 
BE LEArf^tC* SEVERAL GF THE UNITS ALSO INCLUDE 
ILLUSTP ATICNS iiHlCH MAY BE USED AS 
TRANSPARENCY f^ASTERS FOR OVERHEAD PROJcCTICN. 
SCU*.CES Lf fl^LE A\0 INEXPENSIVE MATERIALS ANC 
A eitLlCC^vAPHy Cr SOOkS, rONSUMER EDUCATION 
KITS, PEflCCICALS, fiLMSTRIPS, AND FIL^^S ARE 
PSCVlDtb. A^OTHER SUPPLEMENT IS AVAILABLE AS 
VT Cl^ Qtl (AIM VOL.5, NO. 21 ANO RELATED 
CjLL^ENTS as VT 015 J39-VT J15 ^47 IN THIS 
ISSUJ^. (St>) 

VT 015 043 

BUSINESS AND C^FICE ECUCATION RESOURCE 
SUFPLE^'EM TL THE CONSUMER EDUCATION 
CU^RICLLL^ GUIDE fCR OHIO. 

OhIC STATE CEFT. OF EOUCATJO.-^, COLUMBUS. OIV. 

OF VCCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SETw 

INSTFUCT lUNAL MATERIALS LABORATORY, TRADE AND 
INDUSTRIAL ECUCATION, THE OHIO STATE 
UNIVERSITY, 1685 NEIL AVENUE, COLUMBUS, OHIO 
^3210 ($2.40 PLUS POSTAGE) 
\ Pue CATE - 71 64P. 

^ DESCRIPTLRS - CURRICULUM GUIDES; ♦RESOURCE 
\GUIOES; ♦TEACHING GUIDES; ♦BUSINESS 
education; ♦OFFICE OCCUPATIONS EDUCATION; 
*vCUNSUMER ECUCATION: secondary GRADES; 
. CQNSUWfcfi ECONCMICS; BIBLIOGRAPHIES; LEARNING 
ACTIVITIES; EVALUATION TECHNIQUES 

ABSTRACT - LEvELQPED BY BUSINESS EDUCATION 
TEACWekS with the aid OF STATE BUSINESS 
EOUCaYicN STAFF, THIS SUPPLEMENT TO VT 012 
356 (Aim SUMMER 1971) IS INTENDED TO ASSIST 
OHIO TEACHERS IN IMPROVING HIGH SCHOOL 
6US1KE^5 ECUCATION CURRICULUMS 6Y 
iNCORPQl^ATING APPROPRIATE SEGMENTS OF 
CONSUMER: ECUCATION. INSTRUCTIONAL UNITS ARE 
DEVELGPEt ARCU^D SIX CONCEPTS COVERING: (I) 
THE ECCNCMIC SYSTEM, (2) INCOME 1>aOCURE M£NT , 
(3) CONSl^EK ALTERNATIVES, (4) CONSUMER ^ 
PEHAVICR oIeTERMINANTS, (5) ROLES, RIGHTS, ANO 
RESPONSIBILITIES, AND (6) COMMUNITY 
RESOURCES. THE UNITS CONTAIN OBJECTIVES AND 
SUGGESTED LEARNING ACTIVITIES, EVALUATION 
TECHNIQUES, AND RESOURCES WHICH ARE KEYED TO 
CONCEPTS AND BUSINESS SUBJECT AREA. SEVERAL 
OF THE UNITS ALSO INCLUDE ILLUSTi^AT IX)NS WHICH 
MAY 3E USED AS TRANSPARENCY MASTERS FOR 
OVERHEAD PFCJfcCTlON, AND A SELECTED 
BIBLIOGRAPHY OF TEACHER REFER€NCES, BOOKS, 
PAMPHLETS, PRACTICE SETS, fiLMS, PILMSTRIPS, 
AND BULLETIN BOARD MATERIALS IS PROVIDEDe 
ANOTHER SUPPLEMENT IS AVAILABLE AS VT 014 .067 
(AIM VOL. 5, NO. 2) AND RELATED DOCUMENTS AS 
VT 015 039-VT 015 047 IN THIS ISSUE. iSB} 

VT 015 044 

GRADES K-6 RESOURCE SUPPLEMENT TO THE 
CONSUMER EOUCAftON CURRICULUM GUIDE F0« OHIO. 

OHld^ STATE DE BT^^ OF EDUCATION, COLUMBUS. DIV. 

OF VCCATIONAi/ EDUCATION. 

MF AVAILABLE IN VT-ERIC SET* 
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INSTPUCTIONAL. MATE<?IALS LAaORATORY, TRADE AND 
INOUSTRIAL EDUCATION* THE OHIO STATE 
UNIVERSITYt 1685> NEIL ^VENUE, COLUNBUS* OHIO' 
43210 ($2.40 PLUS POSTJ/Gf:=) 
PUB OATf - 71 14$P. 

DESCRIPTORS - *T6ACHU>fG CiUIOES; *RESOURCE 
guides; CURRICULUM GUIDES; ^ELEMENTARY 
GRADES; CONSUMER ECONHMICS; B I t3L I 00=^ ' ' 
BEHAVIORAL OBJECTIVES^; LEARNjNlS v 
TRANSPARENCIES; GLOSSARIES; ^Cr 
EDUCATION • 



ABSTRACT - PREPARED BY A GKOUP . ARY 

TEAtHERSf " EACHER-EOUCATORS, AND C0U::SELQRS, 
THIS SUPPLffME^iT TO VT OJiZ 356 (AIM SUMMER 
19'71) IS If^TENDEO TO ASSIT CH 10 J EACH ER'S IN 
INCORPORATING CONSJMER ' EDUCAT ION EXPERIENCES 
.INTO THE ELEMENTARY CURRICULUM.; GROUPED BY . 
COLOR-CODED GRACE LEVELS (K-l, 3*4, 5-6), 
INSTRUCTIONAL UNITS ARE DEVELOfPb AROUND 
' TH&SE SIX CONCEPTS: (1) YOU"T^ROLES, ftlGHTS, 
; AND responsibilities; (2) OUR ECONOMIC 

SY^STEM, Cii HOW WE EARN a'N INCOME » (4) HOW WE 
B)iY: CONSUMER CHOICES, (S), WHY WE BUY, ANO 
(6) HELP WE FIND IN COMMUNITI,ES^.^ THE UNITS 
CONTAIN AN INTRODUCTION, GENERAL AND 
BEHAVIORAL OBJECTIVES, AND SUGGESTED LEARNING 
EXPERIENCES AND RESOURCES wHICH ARE. KEYED TO 
CONCEPTS TO BE LEARNED. SEVERAL OF THE UNITS 
INCLUDE ILLUSTRATIONS WHICH MAY BF USED AS 
TRANSPARENCY MASTERS FQR OVERN€AO PROJECTION* 
A GLOSSARY GF CONSUMER EDUCATION TERMS AND A 
BIBLIOGRAPHY OF TEACHER AND STUDE NT ■ 
REFERENCES ARE PROVIDED, AND SUGGESTIONS FOR 
AODITiONAL ILLUSTRAT I VE MAT£R I ALS ARE 
APPENDED. ANOTHER SUPPL.' .^ENT IS AVAILABLE AS 
VT 014 067 (AIM. VOL. 5, NO. 2), AND RELATED. . 
.'DOCUMENTS AS Vt 015 039-VT 015 047 IN THIS ^ " 

■i-s-suE. ( SB) " ' ' 

VT 015 045 A ' ' 

HOME ECONOMICS FOP FAMILIES WITH LIMITED \ 
, INCOME RESOURCE SUPPLEMENT TO THE CONSUMER ^ 
EDUCATION CURRICULUM GUIDE FOR OHID.. 

* / . . . ■ ■ 

OfilO '^STATE DEPT. OF EDUCATION, COLUMBUS. OIV. 

OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET.. 

.INSTRUCTIONAL MATERIALS LABO?^ATORY, TRADE AND 
INDUSTRIAL EDUCATION, THE OHIO STATE 
UNIVERSITY, 1885„NEIL AVENUE, COLUMBUS* OHIO 
43210 (S2V40 PLUS POSTAGE) \ • • 

PUB DATE - . 71 44^P. ^ • 

DESCRIPTORS - CURRICULUM GUIDES; *RESOURCE ^ 
GUIDES; *TEACHIN1^ GUIDES; HOME ECONOXlCS 
EDUCATION; ^FAMILY LIFE EDUCATION; *CGNSUMER 
EDUCAtlON; DISADVANTAGED GROUPS'; -CONSUil 
ECONOMICS; BIBLIOGRAPHIES;- *LOW INCOME ' 
GROUPS;. LEARN':?<G ACTIVITIES; EVALUAtlON 
' TECHNIQUES ^ „ 

ABSTRACT. - PREPARED BY A GROUP OF FAMILY Ll^^E 
EDUCATION TEACHERS, THIS SUPPLEMENT TO VT' 01^ 

- 356 (AIM SUMMER 1971) IS INTENDED_TO PROVIDE 
OHIO TEACHERS .WITH APPROACHES FOR .WORTKING • 
WITHv:!i3!£RS0NS OF LIMITED INCOME. INSTRUCTIONAL 

'UNITS AREI^EyELOPED ARDUND SIX CONCEPTS 

• COVERINGS *("l) THE ECONOMIC SYSTEM^ (2) INCOME 
PrScuREMENT, (3) CONSUMER BEHAVIOR. 
DETERMINANTS, 1.4) CONSUMER AL T ERN AT I VES t (5) 
ROLES, RIGHTSt .i^JO RESPONSIBILITIES, AND (6) 

O NITY RESOURCES. THE UNITS CONTAIN 
£[^(];"tIVES, GENERALIZATIONS, AND SUGGESTED 




LEARNING ACTIVITIES, EVALUATION TECHNIOUESt 
ANL PtSCtKCES WHICH ARE KEYED TO CONCEPTS TG 
BE LEAfiNED. StVERAL OF THE UNITS ALSO INCLUDE 
ILLUSTf ATICKS WHICH M.*.Y BE USED AS 
TRANSPAF ENCV MASTERS FOR OVERHEAD PROJECTION, 
AND A 'SELLCTEC BIBLIOGRAPHY OF REFERENCE 
BOCKS, PAMPHLETS, PERIODICALS, FILMS, ♦ 
FILMSTRIPS, /-KD SLIDES IS PftOVlDED. ANOTHER 
SUPPLEMENT IS- AVAILABLE AS VT 014 067 (AIM 
VOL. t3, NO. 1] AND RELATEt DOCUMENTS AS VT 
015 03^-VT ult> 047 IN THIS ISSUE. (S6» 

VT OlS 046 

HCMt bCDNOMCS J-Qb TRAlNi ,^ RESOURCE 
SUPPLtMENT TL THE CONSUMER cDUCAHOfi 
CUf^MfULUM ,GUI DE FOR OHIO. 

OHIO STATE CEPT. OF EDUCATION,' COLUMBOS. DIV." 

OF VLC^TIONAL ECUCAtlUN. 

MF AVAILAbLE IN VT-^ERIC SET. 

INSTRUCTIONAL MATERIALS LABDRATORY, TRADE AND 
INLUSTKIAL tDOCATION, THE OHIO St^TE 
UNIVERSITY, M885 NEIL AVENUE, COLUMBUS, OHIO 
43^10 ('S2. 40 PLUS POSTAGE) 
PUB LATt - 71 '50P. " 

DESCFIFTGkS - *CONSUMER EDUCATION; 
♦OCCUPATIONAL HOME ECONOMICS; SERVICE 
OCCUfATICNS; CONSUMER ECONOMICS; CURRICULUM' 
.GUILES; ♦P.ESUORCE GUIDES; BIBLIOGRAPHIES; 
*TEACHIN^' GUIDES; LEARNING ACTIVITIES; ) , 
EVALUATICN TfCHNIQUES / | 

ABSTMCT^- PRtPARED 3Y A GROUP OF HIGH SCHCiOL 
HOME ICONGMIC^b JEACHERS, THIS SUPPLEMENT TO 
VT C12 35fc (Alf^ SUMMER 197l)MS INTENDED TO 
BE USEE BY CHIO TEAChERS IN INCORPORATING 
CONSUK.tR. EDUCATION EX PER I ENCE S I NTO THE JOfe 
TRAINING AR\EAS OF CHILD CARE, FABRIC, POGD, 
AND COf^MUNITY ANO HOME SERVICES. 
INSTRUCTIONAL UNITS ARE DEVELOPED AROUND SIX 
CONCEPTS COVfRING: (1) THE ECONOMIC SYSTEM, 
(2) INCOt'E PROCUREMENT, (3) CONSUMER BEHAVIOR 
DETERMINANTSii (4) CONSUMER ' ALT ERNAT I VE%^ 15). 
ROLES," R IGHTSW AND RESPONSIBILITIES, AND (6) 
COMMUNITY fESLiuRCES. THE UNITS CONTAIN 
OBJECTIVES, GENERALIZATIONS,. AND SUGGESTED 
LEARNING AC T I\), I Tl E S, .£ VALU.AT I ON TECHNIQUES, 
ANr RESOURCES 'WHICH ARE KEYED TO CONCEPTS TO 
BE LEARNED. SEVERAL OF THE UNITS ALSO INCLUDE 
ILLUSTRATIONS WHICH MAY Bt USED AS 
TRANSPARENC'^ MASTERS FOR OVERHEAD PROJECTION, 
AND A fclBLICGRAPKV.OF BOOKS, PAMPHLETS, 
•PERIODICALS, FILMS, AND FILMSTRIPS IS 
PROVIDED. ANOTHER SUPPLEMENT IS AVAILABLE AS 
VT 014 067 (AIM VOL. 5, NO* 2) AND RELATED 
DOCUMENTS AS VT 015 039-VT 015 047 IN THIS 
ISSUE. (SB) 

'■/ .\ ■" ■ 
:VT 015 047 

J-O'dCUPAlTIONAL WORK ADJUSTMENT RESOURCE 
;j^PPLE|MEKT TO THE CONSUMER EDUCATION 
%aRRlCULLM': GUIDE FOR OHIO. 

OHIO ST^A^DEPT. OF EDUCATION, COLUMBUS. DIV% 

OF VCCATICNT^t-^UCATION. 

MF. AVAILABLE IN VT-Ejm SET.. 

;^'STRL|cTlt)NAL MATER IAlV-LAB^D^RATORY , TRADE AND 
INDUSTRIAL EDUCATION, THE OHtO-SIATE 
UNIVERSITY, 1885 NEIL AVENUE, COLU 
43210 (52. AO PLUS POSTAGE) 
PUB DATE - ^ 71 51P. 

DESCRIPTORS - CURRICULUM GUIDES; ♦RESOURCE 
GUIDES; ^TEACHING GUIDES; ♦VOCATIONAL • 
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education; *VOCAtIONAL ADJUSTMENT; ^CONSUMER 
education; consumer" -ECONOMICS; JOB 
APPLICATION; wages; BIstrOSMPHlES; LEARNING 
ACTIVITIES; EVALUATION TECHNIQUES 

ABSTRACT - PREPARED BY A GROUP Of JUNIOR HIGM 
SCHOOL TEACHERSf THIS SUPPLEMENT TO\VT 012 
356 (AIM SUMMER 1971) IS INTENDED TO PROVIDE 
COORDINATORS OF OCCUPATIONAL WORK ADJUSTMENT 
PROGRAMS WITH IDEAS AND METHODS FOR 
INCOR;PPRATING CONSUMER EDUCATION INTO THE 
CURRICULUM. INSTRUCTIONAL UNITS ARE DEVELOPED 
AROUND FIVE CONCEPTS COVERING; (1) THE 
ECONOMIC SYSTEM, (2) INCOME PROCUREMENT, <3) 
ROLES, RIGHTS, AND RES PONS I B I )L IT I ES i (^) 
CONSUMER BEHAVIOR ■ DET ER Ml NA NT S i AND (5) 
CONSUMER ALTERNATIVES. THE UN ITS jGONTAIN 
BACKGROUND INFORMATION, OBJECTIVES, AND 
SUGGESTED LEARNING' AND EVALUATION EXPERIENCES 
KEYED. t6 CONCEPTS TO BE LEAi^l^ED. SEVERAL OF 
THE UNIT5 ALSO INCLUDE ILtOSTRATIdNS WHICH 
M^AY BE USED AS T9 ANSf AR^^iCY MASTERS FOR 
OVERHEAD PROJECTION, AND A BIBLIOGRAPHY OF 
TEXTBOOK.Si REFERENCEST, AND CONSUMER EDUCATION 
KITS IS PRO^VIDED. A/j'OTHER SUPPLEMENT IS 
AVAILABLE^S VT. 0L4 067 CAIM VOL. 5, NO. 2) 
AND RELATED DOCU^^ENTS AS VT 015 039-VT 015 / 
046 IN THIS ISSUE. (SB) 

VT 015 063 
TROTTER, E.E* 

THE USE OF THE CASH REGISTER. * " 

ILLINOIS UNIV., URBANA. VOCATIONAL 

AGRICULTURE SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

VAS-6005 ' : . 

VOCATIONAL AGRICULTURE SERVICE!, 43<* MUMFORD 

HALL, UNIVERSITY OF ILLINOIS, URBANA, 

ILLINOIS -61801 ($ .10) 

PUB DATE - 72 9P. 

DESCRIPTORS - AGRIBUSINESS; *UNITS OF STUDY 
(SUBJECT FIELDS); *SU?PLEMENTARY TEXTBOOKS; 
♦BUSINESS SKILLS; VOCATIONAL AGRICULTURE; 
GRADE 11; GRADE 12; GRADE 13; GRADE 14; STUDY 
GUIDES;. EQUIPMENT UTILIZATION; A*GRI CULTURAL ' 
education; BUSINESS EDUCATION; SECONDARY 
EDUCATION;.. POST ^ECONDARY^E DUCAT I ON ; 
INSTRUCTIONAL AIDS; GtJIO&S; *CAREER 
EDUCATION; ADULT education; BUSINESS 
IOENTI.FIERS - EMPLOYMENT SKILLS; BEGINNING 
COMPETENCE / 



ABSTRACT -DESIGNED BY SUBJECT-MATTER 
SPECIALISTS, TEACHER EDUCATORS, AND AN 
ADVISORY COMMITTEE OF TEACHERS, THIS GUIDE / 
PROVIDES: A SUPPLEMENTARY TEXT FOR A UNIT OF 
STUDY IN A HIGH SCHOOL. OR ADULT COURSE OF'/ 
PRODUCTION AliRTCULTURE. THE CORRECT METHODS 
OF^SING ^A^ASH REGISTER SHdULO GIVE THE 
STUDENT COMPLETE, AC CURAT E ,\ AND DETAILED ' 
INFORMATION TO HELP THE EMPLOYER CONTROL HIS 
.BUSINESS AI^DiREDUCE THE WORK OF KEEPING 
'^ECOrfDS^RRtfyTlDI^G TAX INFORMATION ANITMAKING 
OTHER REPORTS. ONE OR TWO HOURS ARE NEEDED 
€0R A GENERAL AGRICULTURE TEACHER' TO PRESENT 
THE SEPARATE PROCEDURES OF THE U^NIT, WHICH 
COVER SETTING UP IHE CASH REGIST^ER FOR DAILY 
USE, PROCEDURES FOR. HANDLING MONEY, AND 
OPERATING THE CASH REG I ST ER . PHOTOGRAPHS AND 
LINE DRAWINGS ILLUSTRATE THC TEXT. (AG) 

O 5 077 ; 

'"►ATIONAL CLUSTERS. EXEMPLARY PROGRAM IN 
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CAREfci; EDUC/TION. 

COUNCIL liLUFFS COMMUNITY SCHOOL DISTRICT, 
IOWA. 

MF AVAILABLE IN VT-ERIC SET. / 
PUB DATE - 01FE672 • 5eP. - \^ 

DESCRIPTORS - » I NSTRUCT I ONAL MATERIALS; 
♦OCCUPATIONAL CLUSTERS; ♦CLUSTER GROUPINGS; 
♦CAREER EDUCATION; ♦DEVELOPMENTAL PROGRAMS 
IDENTIFIERS - CAREER AWARENESS^ ECONOMIC 
AWARENESS 

ABSTRACT - THIS COLLECTION OF 15 OCCUPATIONAL 
CLUSTERS WAS DEVELOPED THROUGH THE / 
COOPERATIVE EFFORTS OF THE POTTAWATTAMIE / 
COUNTY'S EXEMPLARY PROGRAM IN CAREER / 
EDUCATION AND THE COUNCIL BLUFFS COMMUNITY 
SCHOOL DISTRICT". A SCHEMATIC OUTLINE OF^ THE 
EXEMPLARY PROJECT IS FOLLOWED BY A BREAKDOWN 
OF EACH CF THE 15 CLUSTERS INTO SPECIFIC 
FUNCTIONS CP; OCCUPATIONS. CLUSTERS INCLUDE:- 
(1) TRANSPORTATION,^ (2) FINE ARTS AND 
HUMANITIES, i3) COMMUNICATION AND MEDIA, l<r) 
PERSONAL SERVICES OCCUPATIONS, (5) 
CONSTRUCTION, (6) HOSPITALITY AND RECREATION, 
(7) >*tALTH OCCUPATIONS, (8) MARINE SCIENCE 
OCCUPATICNS, (9). CONSUMER AND HOMEMAKING, 
(10) AGRIBUSINESS AND NATURAL RESOURCES. (11) 
ENVIRONMENT, (12) PUBLIC SERVICE, (13) 
BUSINESS AND OFFICE, (U) MANUFACTURING, AND 
(15) MARKETING AND DISTRIBUTION* (AW) 

VT 015 088 

ELECTRONICS 2. LEARNER'S MANUAL. 

OHIO STATE DEPT; OF EDUCAtlON, COLUMBUS. 
TRADE ANC INDUSTRIAL EDUCATION SERVICE. 
MF AVAILABLE IN VT-ERIC SET. 

OHIO TRADE AND INDUSTRIAL EDUCATION SERVICE, 
INSTRUCTIONAL MATERIALS LABORATORY, THE OHIO 
ST^TE UNIVERSITY, 1885 NflC AVENUE, COLUMBUS, 
OHip 43210 

PU^\DATE - 72 253P. 

DESr.RIPTCRS - ♦CAREER EDUCATION; SECONDARY 
GRADES; ♦TRADE AND INDUSTRIAL EDUCATION; 
MANUALS; ♦ELECTRONICS; REFERENCE MATERIALS; 
INSTRUCTIONAL AIDS; CURRICULUM ENRICHMENT; 
♦STUDY GUIDES; LEARNING ACTIVITIES; LEARNING 
EXPERIENCE;, ♦WORKSHEETS; JOB SKILLS; 
BEHAVIORAL OBJECTIVES; MANUFACTURING; 
COMMUNICATIONS; APPLIANCE SERVICE TeI 
ELECTRONICS- INDUSTRY 
IDENTIFIERS - BEGINNING' COMPETENCE 

ABSTRACT - DEVELOPED BY AN INSTRUCTIONAL 
MATERIALS LABORATORY, THIS LEARNER'S M'ANUAL 
PROVIDES A STUDY GUIDE FOR SECONDARY STUDENTS 
IN A 1-YEAR BEGINNING ELECTRONICS COURSE. THE 
AIM OF THE GUIDE IS TO AID THE ELECTRONICS 
STUDENT STUDY .OUTSIDE THE CLASSROOM BY 
BREAKING THE TEXTBOOK DOWN INTO SMALL STUOY 
UNITS, INFORMING THE STUDENT OF THE 
FUNDAMENTAL POINTS OF EACH UNIT, AND ALLOWING 
HIM TO SEE HOW WELL HE HAS LEARNED EACH-UNIT* 
AN UNDERSTANDING OF THE PRACTICAL 
APPLICATIONS OF E LECTRON IC S I S GAINED BY USE 
OF WORKSHEETS, EACH OF WHICH LISTS RELEVANT 
PAGES IN REFERENCE TEXTS, AND PROVIDES 
^-QUESTIONS AND SPACE FOR ANSWERING. THE MANUAL 
.CONTAINS GENERAL INSTRUCTIONS FOR STUOYI^^G 
THE TEXT ANL SPECIFIC DIRECTIONS FOR 
PREPARING EACH ASSIGNMENT. IN ADDITION, THE 
122 STUDY UNITS PROVIDE SPACE FOR LISTING 
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ADDITIONAL REFFRtNCES AND FOR THE 
INSTRUCTOR'S. ADDITIONS. INDIVIDUAL WORKSHEETS 
ARE PERFORATED FOR EASY REMOVAL, AND THREE- 
HOLE^PUNCHED FOR INSERTION IN A RING BINDER. 
THIS LEARNER'S MANUAL IS USED IN CONJUNCTION 
wi>H THE INSTRUCTOR'S MANUAL (VT 015 089) AND 
THE EXPERIMENTAL MANUAL { VT '015 090> 
AVAILABLE IN A I J?! VOL. 5, Hp. A. (AG) 

VT 015 116 

CONTEMPORARY AMERICAN PROBLEMS AND 
GOVERNMENT... .GRADE Al2. AN INSTRUCTIONAL 
GUIDE. - 



LOS ANGELES CITY SCHOOL*^ 
INSTRUCTIONAL PLANNING 
MF AVAILABLE IN VT-^ 
PUd-rX-70 

PUB DATE - 67 ^ 



CALIF. 017. OF 
SERVICES. 



COLLECTION 



descriptors - *teaching guides; *sqcipl0gy; 
♦economics; grade 12; instructional 
materials; «conc ept t e ach ing ; learning 
activities; *government role; decision 
■ making; social problems • ! 
identif lers - decisions ; .economic awarenc'^ss 

abstract - this instructional guide is 
.designed to assist teachers in presenting the 
■.basic concepts necessary th einable 12th graoe 
/students to evaluate social and economic 
problems in the amer i ca n' soc i ety . topics in 
the disctphnes of soc idlogy. and economics 
are included, with. major emphasis on the 
analysis of selected problems wh i cm . i mp i nge ^ 
on the role of government in our society, 
unit i of the guide^ to be covered in 3 to 4 
weekst is concerned with the principles of 
sociology and economics as bases for making 
political, social, and economic decisions, 
while unit hf with a suggested time 
, allotment gf 13 to 1^ weeks, covers 9 socio- 
economic problem areas confronting 
individuals, groups, and government. contents 
are stated as conce p t s . to s e mastered, and 
numerous learning°activities are suggested, 
to. allow for the use of different teaching 
methods in order to prq.yide variety and to 
suit the ability levels of the students. (aw) 

VT 015 130i 

INDUSTRIAL! MATHEMATICS 1. AN INSTRUCTIONAL 
GUIDE FOR SENIOR HIGH SCHOOL. 

LOS ANGELES CITY SCHOOLS, CALIF. OIV. OF 
INSTRUCTIONAL PLANNING AND SERVICES. 
MF AVAILABLE/IN VT-ERiC SET. 
CVTE-N-129;PUB-SC-573 

PUB DATE - 59 92PaPAES COLLECTION 

descriptors - ♦teaching guides; *technical 
mathematics; mathematics; *1ndustrial 
education; senior high schools; *mathematical 
- voqabulary; vocabulary de ve lopment; l esson 
plans; learning activities; teacher developed 

materials; mathematical concepts? PERCENTAGE; 
algebra; GEOMETRY; MODERN MATHEMATICS; 
MATHEMATICAL APPLICATIONS; MEASUREMENT; 
♦VOCATIONAL EDUCATION; INSTRUCTIONAL 
Mii^friALS 

IdItTtIFIERS - CAREER AWARENESS;. BEGINNING 
COMPETENCE; EMPLOYMENT SKILLS 

^Y'^RACT - THIS GUIDE IS DESIGNED TO AID 
^ rOR HIGH SCHOOL MATHEMATICS TEACHERS IN 
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PRLStNHNG A LOUKSE PLANNcU FOR STUDENTS 
WHGSt VUCATRNAL GOALS REQUIRE THAT THEY 
CEMtrbTK^Tt UNDERSTANDINGS ANd'SkILLS IN 
iNuUSTHAL APPLICATIONS OF BASIC PRINCIPLES 
OF MATHtMATICS. THE FIRST SEMESTER COURSE IN 
A StCULNCE CESIGNED FOR STUDENTS REQUIRING 
THIS SPECIALREC PREPARATION, THE GUIDE 
REFLECTS NEW TRENDS IN THAT IT EMPHASUES A 
NPW VUCABULAKY CF PRECISION MEASUREMENT AND 
MEASURING INSTRUMENTS, ES T I MA T I ON, ■ MENT AL 
CALCOLA" ICNS, AND MODERN VOCATIONAL 
APPLIC4TIUNS CF ALGEBRA AND GEOMETRY. 
FOLLCWING bKlEF INTRODUCTORY MATERIAL, COURSE 
OBJECTIVES, AND SUGGESTED TEACHING SEQUENCE, 
UNITS CF INSTFUCTIGN COVER ARITHMETIC IN 
TRALE ANL INDUSTRY, DENOMINATE NUMBERS AT 
WOf«K, PERCENTAGE CN THE JOB, PRACTICAL 
GEOMETRY, AND CCMPUTATION WITH MEASURES. 
SECTIONS (JN SUGGESTED APPROACH, ACTIVITIES, 
AND MATERIALS, PREPARED BY EXPERIENCED 
4^ TEACHERS WhC HAVE FOUND T HE S UGGEST IONS 
USEFUL IN ACTUAL CLASSROOM SITUATIONS, ARE 
INCLUDEC FOF EACH INSTRUCTIONAL UNIT, AS WELL 
. AS TOPICAL OUTLINES OF CONTENT, Af^O SUGGESTED 
REFERENCES. THROUGHOUT T HE GU I DE , PROV I S TON 
IS MACE FCjR individual DIFFERENCES AND FOR 
THE INCLUSION OF ENR I CHMENT TOP I C S . (AW) 

VT 015 198 ^ 
ROBINSON, LCUGLAS D. ; PAYNE, JANIEB. 
PEOPLE WE SEE, KNOW, LIKE. CAREER-" 
DEVELCPMENT, KINDERGARTEN. 

PONTIAC'tlTY SCHOOL DISTRICT, MICH. 

MF AVAILABLE IN VT-ERIC SET. 
CVTE-A-31 

PUB LATE 72 12P.PAES COLLECTION ' 

' OESCFIf-TCRS - ^TEACHING GUIDES; *CAREER 
EDUCATION; KINDERGARTEN; ♦SELF CONCEPT; 
LEARNING ACTIVITIES; BEHAVIORAL OBJECTIVES; 
♦ROLE PERCEPTION; ♦OCCUPATIONAL INFORMATION; 
EMPLOYMENT; JOB'S; INSTRUCTIONAL MATERIALS 
IDENTIFIERS - SELF AWARENESS; ATTITUDES 
APPRECIATICKS; CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THIS KINDERGARTEN-LEVEL 
INSTRUCTIONAL UNIT IS DESIGNED TO^ID 
TEACHERS IN ACQUAINTING CHILDREN WITH BASIC 
INFORMATION ON THE ROLES OF DIFFERENT PEOPLE, 
BOTH WITHIN AND OUTSIDE THE FAMILY; THE 
CHILDREN'S OWN ROLES WITHIN THE FAMILY AND 
SCHOOL; VARIOUS OCCUR AT I ONS ' I N THE SCHOOL AND 
COMMUNITY; A VARIETY OF JOBS IN THE HOME, 
SCHOCL AND COMMUNITY; AND THE CONCEPTS OF 
WORK AND SPECIFIC JOBS. CONTENTS INCLUDE 
TEACHING SUGGESTIONS, SUGGESTED LEARNING 
, ACTIVlTIESf BULLETIN BOARD TECHNIQUESt AND A 
LISTING CF BOOKSt FILfr/STRIPS, POSTERS* AND A 
LEARNING ACTIVITY KIT.^A SET OF PICTURES 
DEPICTING VARIOUS OCCUPATIONS, TO BE 
IDENTIFIED BY PUP ILS .feY COLOR-CODING, IS 
PROVIDED FOR PUPIL EVALUATION AT THE END OF 
THE UNIT. (AW) 

VT 015 219 

MCLOTT, LOUISE, AND OTHERS 

COMMUNICATIONS AS A MEANS FOR TRANSMITTING 
CULTURE. A RESOURCE UNIT fOR INTERMEDIATE 
GRADES. 

GEORGIA STATE DEPT. OF EDUCATION, ATLANTA. 
DIV. OF VOCATIONAL AND LEADERSHIP EDUCATION 
MF AVAILABLE IN VT-ERIC SET. 
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CVTE-B-51 

PUR DATE - 20AUG71 6P.PAES COLLECTION; 
Or-VEl/OPED AT CAREER ORIENTATION v^ORKShOP 
(ATHENSf GEOPGIAf AUGUST l6-?0t 1971). 

DESCRIPTORS - *I NTERME D lATE GRADES; *CAREER 
EOUCAtinN; *LANGUAGE ARTS; COMMUNICATION 
(THDUGHT TRANSFER); BFHAVIORAL OBJECTIVES; 
CURRICULUM ENRICHMENT; CULTURAL AWARENESS; 
BIBLIOGRAPHIES; *RESOURCE UNITS; *LEARNING 
ACTIVITIES; CLASS ACTIVITIES; AUDIOVISUAL 
AIDS 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS BRIEF RESOURCE i/n I T FOR 
.INTERMEDIATE GRADES IS AN OUTLINE FOR TEACHER 
USE IN DEVELOPING ' ANGUAGE ARTS ABILITIES, AS 
A MEANS '-^r nooMr CULTURAL UNDERSTANDING. 

IH T; A BRIEF COURSE 

RATIO. i2) A .«u-SENT6NCe RATIONALE FOR 

LEARNING ACTIVITIES, (3) 13 BEHAVIORAL 
OBJECTIVES, (^.) A LIST OF RESOURCE PERSONNEL 
FROM THE FIELDS UF LAW, EDUCATION, 
PUBLISHING, LIBRARIES AND MUSEUMSt^AND 
"EWERTAINMENT, (5) COCURRICULAR ACTIVITIES 
LIST, AND (6) FIVE PROGRAM OBJECTIVES FOR THE 
TEACHER, ALL OF WHICH WERE D.HVELOPED BY A 
COMMITTEE OF COUNTY REPRESENTATIVES IN A 
CAREER ORIENTATION WORKSHOP AT THE UNIVERSITY 
OF GEORGIA. ALSO PROVIDED ARE LISTS OF 
PREPARATORY AND REINFORCING CLASS ACTIVITIES, 
EIGHT "PEAL-LIFE" CLASS PROJECTS, A LIST OF 
EQUIPMENT AND MATERIALS, AND A BIBLIOGRAPHY 
OF 12 BOOKS. (AG I 

VT 015 223 

BARNES, 02IE, AND OTHERS 

CAREERS IN TECHNOLOGY. A RESOURCE UNIT FOR 
GRADES THREE AND FOUR. 

GEORGIA STATE DEPT. OF EDUCATION, ATLANTA. 
DtV. OF VOCATIONAL AND LEAOC^RShIP EDUCATION. 
MF AVAILABLE IN VT-ERTC SET. . 
PUB DATE - 20AUG71 BP. DEVELOPED AT CAREER 
ORIENTATION WORK SHO P ( ATM EN S , GEORGIA, AUGUST 
16-20, 1971); PAES COLLECTION 

DESCRIPTORS - *CAREER EDUCATION; 
♦INSTRUCTIONAL MATERIALS; ^RESOURCE UNITS; 
GRADE 3; GRADE ^; *TECHN0L0GY; *0CCUP ATI ONAL 
information; STUDENT EVALUATION; TECHNICAL 
OCCUPATIONS; LEARNING ACT IV IT I ES; TEACHING 
PROCEDURES \ 
IDENTIFIERS - CAREER AWARENESS 

f ■ : . ^ • 

ABSTRACT - DEVELOPED AT A CAREER ORl&NTATION 
WORKSHOP, THIS RESOURCE UNIT IS INTENDED TO 
PROVIDE THIRD AND FOURTH GRADE PUPILS WITH 
SOME KNOWLEDGE OF THE VARIOUS SKILLED AND 
SEMI-SKILLED TFGHNICIAN CAREERS AVAILABLE. 
SPECIFIC OBJECTIVES INCLUDE: (1) TO HELP THE 
CHILD LEARN TO DO INDEPENDENT RESEARCH ABOUT 
WORKERS WITH TECHNOLOGICAL CAREERS, (2) TO 

AID The child in communication skills with 

ABILITIES TO RELATE TO TECHNOLOGICAL 
OCCUPATIONS, AND (3) TO PROVlOE MEANINGFUL 
ACTIVITIES IN WHICH THE XHI LO WILL DEVELOP 
HIS ABILITIES. TO UNDERSTAND AND COMPREHEND 
SYMBOLIC STRUCTURES IN RELATION TO SPECIFIC 
DESIGNS. AN OCCUPATIONAL CLASSIFICATION OF 24 
TECHNOLOGY CAREERS IS GIVEN, AS WELL AS 
CONTENT SUGGESTIONS FOR THE UNIT, A LIST OF 
LEARNING EXPERIENCES, RESOURCES TO USE, AND 
O rRUCTIONAL_ STRATEGIES. SUGGESTED 
J/^".UATIVE MEASURES ARE LISTED ALONG WITH 



SAMPll fcSSAY, SHORT ANSWER, TRUE-FALSE, 
MATCHING, PULTIPLE-CHOICE, AND COMPLETION 
CUtSTICNS CR STATEMENTS. LINKING 
POSSlblLITl tS WITH OTHER SUBJECT AREAS ARE 
PRESENTfcC AND A BIBLIOGRAPHY, IS INCLUOGO. 
(GEB) 

VT 015 237 

KEMP, LOUIt t., CCMP. 

TALKING SHOP TO WISE. CONSUMERS. 

MISSISSIPPI RESEARCH COORDINATING UNIT FOR 
VOCAT ICNAL-TECHNICAL EDUCATION, STATE 
COLLLGE . ;MISSISSIPPI STATE DEPT. OF 
EDUCATION, JACKSON. OIV. OF VOCATIONAL AND 
TECHNICAL eOUCATlON. 
• MF AVAILABLE IN VT-ERIC SET. 
HOM-ECCN-PUB-6000 

MISSISSIPPI STATE UNIVERSITY, CURRICULUM 
CCORCINATINO UNIT, P.O. DRAWER DX, STATE 
COLLtGE, MISSISSIPPI 39762 ($2.00) 
PUB DATE - 71 122P. 

' DESCFIPTORS - RESOURCE GUIDES; BEHAVIORAL 
OBJtCTIVES; *CAREER EDUCATION; ♦CONSUMER 
EOUCATlON; *INSTRUCTIONAL MATERIALS; 
INSTRUCTIONAL AIDS; ^TEACHING GUIDES; 

/T^CURCE MATEf^IALS; SELF CONCEPT; SELF 
ACTUALUATION; course organization; FAMILY 
LIFE EDUCATICN; *RES0URCE UNITS; EVALUATION 
METHCaS;' SELF EVALUATION; GLOSSARIES; MONEY 
MANAGEMENT; GRADE II; GRADE 12 
IDtNTIFIEFiS ~ ECONOMIC AWARENESS 

ABi>TPACT - THIS RESOURCE UNIT CN CONSUMER 
EDUCATION, DEVELOPED AND, AUtHENT ICAT ED BY A 
COMMITTEE CF EDUCATORS AND BU-SI NE SSME.N AND 
FIELL TESTED FOR TWO TEAR^ iN TWO MISSISSIPPI 
HIGH SCHOOLS, IS DESIGNED FOR A l-YEAR COURSE 
IN A HCME- ECONOMICS CLASS AT THE IITh OR 12TH 
GRADE LEVEL. PROVIDING A BROAD INSTRUCTIONAL 
BASIS FOP STUOENT-TEACHER-COMMUNITY 
INTERACTION DERIVED FROM SELF-KNOWLEDGE AND 
APPLIED TO EVALUATIONS OP THE MARKET PLACE, 
THIS TtACHING GU I DE FOCUiS E S UPON ASPECTS OF 
AVAILABLE CONSUMER RESOURCES. FLEXIBILITY OF 
APPROACH AND BROADNESS OF SCOPE ARE STRESSED 
FOR MEANINGFUL, REALISTIC PREPARATION OF 
STUDENTS FCK A FUTURE Pl|fcE IN THE COMMON ITY. 
THE OUTLINE GF INSTRUCTIONAL CONTENT IS 
PRESENTED IN 3-COLUMN FORMAT TYING SPECIFIC 
CONCEPTS AND. BEHAVIORAL OBJECTIVES TO 
LEARNING EXPERIENCES AND EVALUATIONS AND 
EXPRESSING THE RATIONAlE IN THE FORM OF 
GENERALIZATIONS. AN EXTENSIVE APPENDIX, KEYED 
TO THE GUIDE, LIST'S. ^NY RfesOURCE MATERIALS 
INCLUDING A WIDE VARIETY OF AUDIOVISUAL AIDS. 
GENERAL COURSE OBJECTIVES, SUGGESTED TEACHING 
METHODS AND MEDIA, A/GLOSSARY, AND A FINAL 
REFERENCE LIST COMPL/iETE THE UNIT. (AG> / 

VT 015 238 / / 

KEMP, LOUIE E. / 

TALKING SHOP TO TEENAGE CONSUMERS. YOU ARE'-^ 
CONSUMER. ^ ' 



MISSISSIPPI RESEARCH COORDINATING UNIT FOP 

VOCATIONAL-TECHNICAL EOUCATlON, STATE 

COLLEGE. ;MISSISSIPPI STATE DEPT. OF 

EDUCATION, JACKSON* DIV.- OF VOCATIONAL AND 

TECHNICAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

MISSISSIPPI STATE UNIVERSITY, CURRICULUM 

COOKCINATING UNIT, P.O. DRAWER DX, STATE 

COLLEGE, MISSISSIPPI 39762 Ml. 00) 



p 



&IM/VOL 6 NO I 



PUB r - 71 

DESCrvl T - GRADE 11; GRADE 12; THREE 

oi^p^N'S AL AIDS; *caKSuMEi^ education; 

*INST\.. MUNAL MATEft lA LS ; I NS TRUC TI ONAL AIDS; 
*STUJY GJlOfcS; VISUAL AIDS; *CAkEER 
education; units of study (SUBJECT FIELDS); 
ACTIVJ^V UNITS; tiEHAVIU^AL OBJECT IVCS; 
ACTiV: 'Y LEARNING; *CONSUMEO ECONOMICS; 
CUCUPMC^'LAR ACTIVITIES; yiJESTION ANSWER 
INTE- M «S; jUESTIONNAIf^tS; OBJECTIVE TESTS; 
STUC*: .5 TESTING 

IDENTIC lERS - SELP AWAR^^NESS; *EC0N0MIC 
AWAf^efjESS 

ABSTRACT - DEVELOPED RY THE CURRICULUM 
COORDINATING UNIT OF MISSISSIPPI STATE 
UNIVERSITY, THIS 18-PAGF LOOSE LEAF SET OF 
STUDENT WOkKSHEETS FTh a-SEMESTER 
VOCATIONAL HOME iuMlCS COURSE FO^ GPADE 11 

OR GRADE \2f AIMF AT TEENAGE CONSUMER 
'EDUCATION, STATES ITS LEARNING OBJECTIVES IN 
THE IMTPQDUCTION AS AN UNDE ft $ T AND ING OF 
PRIVATE ENTERPRISE AND THE POLE OF THE 
CONSUMER IN THE ECONOMY. FOUR INTRODUCTORY 
EXERCISES, FOU^ LESSONS, A PRETEST WITH A 
TEACHER KEY, A SELF TEST WITH A STUDENT KE^Y, 
AND A LIST Cr- FOU» SUGGESTED COCURR ICUL AR ' 
ACTIVITIES COMPLETE THE STUDY UNIT. THE 
PRETEST\CONTAINS 15 TRUE-FALSE QUESTIONS, 
FIVE COMVL-eM OK 'QUESTIONS , AND 10 TERMS TO 
DEFINE. EACH CtS SON STATES THE CENTRAL FOCUS, 
THE LESSON OBJECTIVES, INSTRUCTIONS, AND 
RELATED LEARNING ACTIVITIES. THE SECOND 
LESSON INCLUDES AN 1 e-QUEST UN FORM FOR 
INTERVIEWING A BUSINESS MANAGER, WHICH IS THE 
LEARNING ACTIVITY USED IN THE LESSON. LINE 
DIAGRAMS USED AS PATTERNS FOR A 3 -D IM ENS I UNAL 
MODEL Op A BUSINESS ILLUSTRATE ONE OF LESSON 
3»S TWO LEARNING ACTIVITIES. (AG) 

VT 015 239 

STONE, LLOYD A.; PEER, GARY G. 
IMPLEMENTING A FUNCTIONAL ELEMENTARY SCHOOL 
GUIDANCE PROGRAM. A HANOBDOK ON ELEMENTARY 
SCHOOL GU DANCE. 

KANSAS STATE DEPT. OF EDUCATION, 

TOPEKA. ;KANSAS STATE T E ACHE R S * COL L. , EMPORIA. 

OIV. OF TEACHER EDUCATION. 

OFI=ICE OF EDUCATION I OHEW ) , W ASHI NGTON, D.C. 

MF AVAILABLE IN VT-EPIC SET. 

STATE DEPT. OF E DUCATION , GU I DANC E & PUPIL 

PERSONNEL SERVICES SECTION, 123 EAST TENTH* 

TOPEKA, KANSAS 66612 I LIMITED SUPPLY) 

PUB DATE - ,70 59P. 

DESCRIPTORS - *CAREER EDUCATION; ^PROGRAM 
GUIDES; ♦DEVELOPMENTAL PROGRAMS; 
ADMINISTRATOR GUIDES; ELEMENTARY GRADES; 
COUNSELORS; COUNSELOR SELECTION; COUNSELOR 
training; GurDANCE;/*GUIOANCE PROGRAMS; 
GUIDANCE SERVICES; GUIDANCE COUNSELING; 
GUIDANCE FUNCTIONS; *DEMONSTRAT ION PROJECTS 
IDENTIFIERS - DECISIONS; EDUCATIONAL \ 
.AWARENESS; SELF AWARENESS; ATTITUDES \ 
'"APPRECIATION; NATIONAL DEFENSE EOUCATIOW ACT 
TITLE 5; NDEA TITLE V \ 

ABSTRACT • THIS HANDBOOK, DESIGNED TO AlV 
SCHOOL PERSONNEL IN UNDERST ANOJNG FACTOR'SNc 
THAT MAY SIGNIFICANTLY INFLUENCE THE 
DEVELOPMENT OF AN ELEMENTARY SCHOOL GUIDANCE 
'OGRAM WAS PUBLISHED THROUGH THE COOPERATIVE 
"FORTS OF THE GUIDANCE SERVICES SECTION OF 



Tht KAKisAS STMlfc UrlPAKTMENT JF PUBLIC 
INSThulT K.N AM. THE DUISIuN OF TEACHtR 
EOOLATILK, KiiNSAS STATE TEACHERS COLLEGE. THE. 
MATERIAL INCLUDED kEPkESENTS THE CONCLUSIONS - 
ANC ( oSt t<V/|T ICNS CF THE COUNSELORS IN A 3- TO 
5-Yt-Ak Dtrdr STKATIUN PROJECT IN tLEMENTARY 
SCHOOL blld/NCE CONDUCTED IN AN ELEMENTARY* 
LAtLhATin SCHOOL ON THE KANSAS STATE 
T'^ACHLf^S K'LLEGE campus AND FUNDED THROUGH 
Tht J^TItlvA'L LcFENSE EDUCATION ACT, TITLE V. 
IN/fhFtt StjCTIONS DtALiNG WITH THE ELEMENTARY 
SClHCCL GUI LANCE PROGRAM AS IT RELATES TO THE 
SCkl L AIMKISTRATION, TO THE TEACHER, AND TO 
THE\CbUNi>K(if' f THE HANDBOOK PROVIDES 
GUmfLlNES f-kl- DEVELOPMENT JF A PROGRAM AlMfcC 
AT HtLUKC PUPILS IN ASSESSING AND 
UNLtf- STAM INb THEIR ABILITIES, APTITUDES, 
INTLrLSTS AND EDUCATIONAL NEEDS IN ORDER TO 
HELP Thb*' MAK\t ANU MAINTAIN NORMAL PfcRSCNAL- 
SUCIAL ACJUStVeNTS. rules AND 

PtSPC NSIEILItUs of ADMINISTRATORS, TEACHERS, 
ANl> CCLNSeLGKS; SUGGESTIONS FOR TEACHER AND 
COUNbtLCP SElt-CTICN; TEACHING AND COUNSELING 
HINTS; AM. SUGGESTIONS FOR IMPLEMENTING THE 
PRCGFA^^ Akt PROVIDED. SAMPLE FORMS, COUNSELOK 
MATERIALS* ANL A SAMPLE TEACHER RESPONSE 
gUCST iCNKt IPE are appended. I AW) 

VT 015 240 

CAPPER OCCUPATIONAL UNITS. * 

POTTAWATUMt COUNTY SCHOOL SYSTEM, COUNCIL 
BLUl-fS, U:W/^/ MA.VERSQN CENTER FOR EDUCATION. 
HFeiCt OF ILUCATT.ON (UhEW), WASHINGTON, D.C. 
MF AvAlLAbLE IN VTrERIC.SET. 
PUB LATE - 72 AA2P. 



A8STFACT - CEVELOPED WlTHIN THE POTTAWATTAMIE 
COUNTY IOWA SCHOOL SYSTEM'S EXEMPLARY 
PROJECT, THIS TEACHING GUIDE GIVES THE 
ELEMENTARY TEACHER AN ORGANUEO PLAN FOR 
PRESENTI NG CCCUPATIONAL INFORMATION TO PUPILS 
ON ANY tLEMENTARY GRADE LEVEL. EACH UNIT OF 
STUDY DEALS WITH A PARTICULAR OCCUPATION AND 
INCLUDES SUGGESTED CONTENT FOR THE SIX 
SESSIONS MAKING U P THE UN I T , THE OBJ ECT I VE S 
SOUGHT, A PPe- AND POSTTEST, INFORMATION ON 
THE HISTCRY .A^0 NATURE OF THE WORKf THE 
EDUCATIONAL REQUIREMENTS, THE EARNINGS, AND 
THE ADVANTAGES AND DISADVANTAGES OF THE 
/dC:CUPATION. A' 1-PAGE SUMMARY SHEET ANU A LIST 
OF.RESCUPCES ARE. INCLUDED IN EACH UNIT. OVER 
<fO-OCCUPATlONAL UNITS MAKE UP THE LOOSE-LEAF 
DOCUMENT, BOUND IN A RING NOTEBOOK. THE 
PURPOSE CF THE UNITS IS TO ACQUAINT GRADE 
SCHOCL CHILDREN WITH A PARTICULAR OCCUPATION, 
AND TO MAKE THEM USEFUL FOR ANY GRADE LEVEL, 
THE UNITSMAY BE EXPANDED OR MODIFIED BY THE 
CLASSROOM TEACHER TO MEET THE . PART ICULAR 
NEELS OF THE CL4SS. (MUl 

267 

TEACHING TAXES PROGRAM. TEACHER'S GUIDE. 



CESCP.IPTCkS - *CEVELOPMENTAL PROGRAMS; 
*CAkEEh EC.UCA7I0N; *PCCUP AT I GNAL INFORMATION; 
*UMTS CF STUI Y < SUBJECT FIELDSK; *TEACHING 
GUIDES; INSTf^UCT lONAL AIDS; STUDENT 
EVALUATICN; COGNITIVE OBJECTIVES; 
OCCUPAIICNS; RESOURCE MATERIALS; ELEMENTARY 
GRALES; EDUCATIONAL NEfcUS; RELEVANCE 
lEDUCATlCN); COUNTY PRCGRAMS; REFERENCE 
MATERIALS 

lOENTlFIEPS - CAREER AWARENESS; CAREER 
ORIENTATION; EDUCATIONAL AWARENESS 
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DEPARTMENT CF THt= TREASURY, /WASHINGTON, D.C. 

INTERNAL REVENUE SERVICE. 
MF AVAILABLE IN VT-ERIC SET* 

IRS-PUB-19 

PUB DATE - 72 36P. 

DESCRIPTORS - ^TEACHING GUIDESj 
TRANSPARENCIES; ♦VISUAL AIDS; *TAXES; ' 
EDUCATIONAL OBJECTIVES; ♦INSTRUCTIONAL AIDS; 
PUZZLES; GOVERNMENT ROLE; *FEDeRAL 
GOVERNMENT; LESSON PLANS; ANSWER KEYS 
IDENTIFIERS - ^FEDERAL AGENCIES; ECONOMIC 
AWARENESS; BEGINNING COMPETENCE 

ABSTRACT - THIS 1972 EDITION OF A. TEACHING 
GUIDE FCI^ A PROGRAM ON TEACHING TAXES, 
WRITTEN BY THE INTERNAL REVENUE SERVICE, 
FORMS >ART OF A UNIT CONTAINING ALL 
INSTRUCT! OtiAL MATERIALS FOR. THE COOl^SE. FREE 
TAnK GUIDES WILL BE' SENT TO THE SCHOOLS 
ORDERING THE CORRESPONDING TEXT 
"UNDERSTANpIMG .TAXES'." TEACHER FEEDBACK IS 
ENC0URA6eD AND SUGGESTIONS TO THE TEACHER ARE 
"GIVEN. THE PROGRAM OBJECTIVES INCLUDE 
PREPARATION OF ACCURATE TAX RETURNSf AN 
UNDERSTANDING OF THE INTERNAL REVENUE 
SERV^ICE^f ANO,^A RECOGNITION OF THE IMPORTANCE 
AND'R^LE OF TAXES IN OUR SOCIETY. LESSON 
OBJECTIVES FOR THE FIRST FOUR CHAPTERS ARE 
GIVENt WELL AS TWO SAMPLE LESSON PLANS. 
FORM I0<t0 ANO SCHEDULES A AND B ARE PRINTED 
FOR USE AS TRANSPARENCIES* A CROSSWORK PU21LE 
ON TAX TERMS WITH A SOLUTION IS INCLUDED, 
WHICH CAN 8E USED AS A QUIZ. SOLUTIONS TO 
PROBLEMS IN THE STUDENT TEXTS, WHICH INCLUDE 
A GENERAL AND A FARM EDITION, ARE LISTED. A 
LIST OF'THE 50 MOST COMMON QUESTIONS ABOUT 
FILING INCOME TAX RETURNS COMPLETES THE 
GUIDE. (AG) 

VT 015 269 

CONSUMER EDUCATION UNITS FOR CONSUMER ANO 
HOMEMAKING PROGRAMS. FINAL REPORT.' 

PHILADELPHIA SCHOOL DISTRICT, PA. DIV. OF 
VOCATIONAL EDUCATION. 

PENNSYLVANIA STATE DEPT. OF EDUCATION, 

HARRISBUR6. BUREAU OF VOCATIONAL, TECHNICAL, 

AND CONTINUING EDUCATION 

MF AVAILABLE IN VT-ERIC SET. 

SCHOOL DIST. DF PHILADELPHIA, PUBLICATIONS 

OFFICE, 219 N. BROAD ST. 8TH FLOOR, PHILA. 

PENNSYLVANIA 19107 ($2.00) 

PUB DATE - 71 74P. 

DESCRIPTORS - *CONSUMER EDUCATION; HOMEMAKING 
EDUCATION; .^TEACHING GUIDES; BIBHOGRAPH lES ;< 
AUDIOVISUAL AIDS; SECONDARY GRADES; 
SCrJIAVIORAL OBJECTIVES; EDUCATIONAL RESOURCES; 
LEARNING ACTIVITIES; STUDENT PARTICIPATION; 
ACHIEVEMENT TESTS; *CAREER EDUCATION 

ABSTRACT - DEVELOPED BY HOME ECONOMICS 
TEACHERS WITH THE AID OF CONSULTANTS FROM 
INDUSTRIAL. ARTS AND BUSINESS EDUCATION, THIS 
TEACHING , RESOURCE IS DESIGNED TO PROVIDE THE 
CLASSROOM TEACHER WITH INFORMATION NEEDED FOR 
EFFECTIVE CONSUMER EDUCATION. THE 10 UNITS 
'CAN BE INCORPORATED INTO A NUMBER OF 
OHGANUATIONAL P ATTERNS • W ITHI N THE ^SCHOOL, 
SUCH AS PART OF ALL AREAS OF HOME ECONOMICS, 
A SEPARATE COURS E. T AUGHT BY . ONE TEACHER, OR A 
COURSE TAUGHT BY A TEAM OF TEACHERS FROM 
..DIFFERENT DISCIPLINES. THE UNITS, WHICH COVER 




SUCH TOPICS AS DECISION MAKING, MONEY 
MANAGbf'ENT, hfcALTH INSURANCE, LEISURE TIME, 
ANO CCNStMEk LEGISLATION, CONTAIN THESE 
COMPQNtNTSi U) \ GENERALIZATION, <2) 
B5HAVICRAL OBJECTIVES WHICH ARE KEYED TO 
ACTIVITIES, (3) A BI BH06RAPHY OF BOOKS 
READILY AVAILABLE TO THE TEACHER, (4) 
CONCEPTS WITH RELATED CONTENT, 
LEARMKG ACTIVITIES WHICh 
CONCEPTS thO 0IBLIOGRAPH> 
ACTIVITIES INCLUDE DISCUSS! 
UTILIZATION OF TRANSPARENCIES^ 
AUUICVISUAL AIOS, AND OTHER ACTIVITIES 
REOUIPING STUDENT INVOLVEMENT, A PRE-AND- 
POST-TEST EVALUATION INSTRUMENT IS INCLUDED. 
(SO J 

VT 015 2B0 
. DRYWALL CCNSTfvUCTICN WORKBOOK, PART 2. 

CALIFORNIA STATE DEPT. OF EDUCATION, 
SACRAMENTO. s BUREAU OF INDUSTRIAL EDUCATION. 
MF AVAILABLE I N VT-ER I C SE T. 
P^i DATE - 71 328P. 

OESGRIPTCRS - ♦TRACE AND INDUSTRIAL 
EDUCATION; *CAREER EDUCATION* *RUILDING 
TRACES; *WORKBOaKS; INSTRUCTIONAL MATERIALS; 
BUILDING MATERIALS; APPRENTICESHIPS; 
SECONDARY GRADES ; CURR ICULUM GUIDES; STUDY 
GUIDES; SUPPLEMENTARY TEXTBOOKS; 
♦CONSTRUCTION (PROCESS); /TRAINING OBJECTIVES; 
INSTRUCTIONAL AIDS; VISUAL AIDS; CCliRSE 
CONTENT? ACTIVITY LEARNING; ACTIVITY UNITS; 
LEARNING ACTIVITIES 

lOENTlFIERS - EMPLOYMENT SKILLS; *ORYWAlL 
CONSTRUCTICN; BEG I NN ING C OMPETENCE 

ABSTRACT - THIS HIGHLY SPECIALIZED TRAINING 
GUIDE WAS DESIGNED UNDER THE DIRECTION OF THE 
CALIFORNIA STATE EDUCAT ION AL - ADV ISORY 
COMMITTEE FCK THE ORYWALL TRADE, FOR USE BY 
APPRENTICES IN THE ORYWALL TRADES. FIVE STUDY 
UNITS.COVER THE COURSE CONTENT OF FRAMING THE: 
BUILDING, PLANNING ANO BLUEPRINT READING, 
FINISHING THE INTERIOR, AND WELDING* THE 
CONTENT CF EACH UNIT IS DETAILED IN LESSON- 
SIZED TOPICS FOR THE STUDENT'S USE AND CAN BE 
USED AS SUPPLEMENTARY TEXT, A WORKBOOK,- AND A 
STUDY GUIDE. FOR EXAMPLE, THE FIRST UNIT, 
COVERING FRAMING, IS PRESENTED IN 15 TOPICS' 
EACH CONTAINING TEXT MATERIAL ILLUSTRATED 
WITH LINE DRAWINGS, AND A STUDENT SELF- 
TESTING. WORKSHEET COVERING THE READING. THE 
TEXT OF THE -JMTS ON FRAMING INCLUDES 
INFORMATION CN TYPES OF CONSTRUCTION, 
METHODS, MATERIALS AND 5PECIFICATI ON, 
BUILLIKG CODES, FHA REGULATIONS, AND 
MATERIALS REGULATIONS. A LIST OF RECOMMENDED 
INSTRUCTIONAL MATERIALS IS GIVEN. AT THE 
BEGINNING CF EACH SUBTGPIC IS A LIST OF 
QUESTIONS ANSWERED WITHIN THAT UNIT. THIS 
DOCUMENT IS A REVISION OF VT Oil 252, 
ANNOUNCED IN THE SPRING 197L ISSUE OF AIM. 
(MU) ^ 

VT 015 284 

SMITH, JOEL., ANO OTHERS 

CAREERS IN BIOLOGICAL SCIENCES — PLANTS. 
ELEMENTARY UNIT FOR GRADES 3 AND 4. COBB. 
COUNTY OCCUPATIONAL AND CAREER DEVELOPMENT 
PROGRAM. 

COBB CCUNTY §*GJTn>v OF E DUCAT ION, MARIETTA, GA. 
MF AVAILABLE IN vVeRIC SET. 
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pub oate - no 22?. 

descriptors - *career foucation; tape 
recordings; films; supi>lementary textbdoks; 
♦ teaching guides5 i ns t ^^uct i onal aids; 
resource materials; re^erence materials; 
grade 3; grade 4; c□m^f1*>nity involvement; 

♦BEHAVIORAL oeJECTIVESj fLEARNiNG ACTIVITIES; 
♦PLANT science; ROLE PLAYING; FIELD TRIPS 

identifiers - *career awareness; self 
awareness; attitudes appreciations! career 
development method 

abstract - this ims trl^ct i on al unit is 
designed to aid third \and fourth grade 
teachers in conouqt i n^ cours es on plant 

SCIENCESf BY PROV ID I NG; MOT 1 VAT I ON AL STRATEGY 
FOR THE STUDY OF NATUR^t AND STIMULATING 
^INTEREST IN ECOLOGY AND CONSERVATION OF 
NATURAL RESOURCES. PAR;r OF A COUNTY 
OCCUPATIONAL AND CAREER DEVELOPMENiT PROGRAM 
EMPHASIZING THE RELATION OF SUBJECT MATTER TO 
THE COMMUNITY AND SEEKING TO INTRODUCE:/- 
STUDENTS TO VARIOUS CAREER CLUSTERS FOUND IN 
THE COMMUNITY, THE UNIT PROVIDES CONCEPTS ANO 
OBJECTIVESf SUBJECT MATTER* OCCUPATIONAL 
INFORMATION, MOTIVATION ANO STUDY ACTIVITIES, 
MATERIALS NEEDED, EVALUATION SUGGESTIONS, ANO 
A BIBLIOGRAPHY OF TEACHER AND STUDENT 
REFERENCES, TEACHER AIDS, AND SOURCES OF 
RESOURCE MATERIALS. BASIC ELEMENTS OF THE 
CAREER OEVELDP^'.ENT METHOD INCLUDE THE USE OF 
RESdUf^CE PERSONS, FIELD, TRIPS, ROLE PLAYING, 
STIMULATION OF OCCUPATIONAL AWARENESS, 
SUBJECT MATTER INTERAQTION, AND MANIPULATIVE 
ACTIVITY. (AW) 

VT 015 321 
INDUSTRIAL NANKING. 

JEFFERSON COUNVY SCHOOL DISTRICT R-I, 

LAKEWOOD, COLO. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - . NO 236P.PAES COLLECTION 

DESCRIPTORS - RESOURCE MATERIALS; ♦TEACHING 
GUIDES; INSTRUCTIONAL MATERIALS; TESTS; 
COURSE OBJECTIVES.; *BANKING; ECONOMICS; 
♦FINANCIAL SERVICES; ♦BANKING VOCABULARY; 
♦CREDIT CFINANCE); SECONDARY GRADES; LEARNING 
ACTIVITIES ^ 
IDENTIFIERS - ECONOMIC AWARENESS \ 

ABSTRACT - TMIS INS TRUCTIONAL GUIDE IS \ 
OESIGNfO TO AID TEACHERS IN CONDUCTING \ 
COURSES ON BANKING AND FINANCE' IN THE \ 
SECONDARY GRADES. THE GUIDE PROVIDES ^ \ 

OBJECTIVES, PRE- AND POST-TESTS WITH ANSWERS, 
RESOURCE PERSONS, LEARNING ACTIVITIES, 
PROBLEMS AND ANSWERS, AND ADDITIONAL 
RESOURCES FOR UNITS ON INDUSTRIAL BANKING, 
FINANCE COMPANIES, COMMERCIAL BANKING, 
SAVINGS AND LOAN ASSOCIATIONS CINCLUDING HOME 
.CLOSINGS), AND CREDIT UNIONS. NUMEROUSE 
SAMPLE FORMS, APPLICATIONS, -CHARTS, AND 
EXCERPTS FROM FINANCIAL NEWS PUBLICATIONS 
ILLUSTRATE THE GUIDE% <AW) 

VT 015 366 

COLEY, PAT, AND OTHERS 

SERVICES* A RESOURCE UNIT FDR ELEMENTARY 
GRADES. 



MF AVAlLAbLE IN \#T-ERIC SET. 
CVTE-CC2CC9A 

PUB DATE - 20CCT71 IIP.PAES COLLECTION, 
DEVtlLPMENTS OF CAREER ORIENTATION WORKSHOP 
(ATHENS, G^GRGU, AUGUST 16-20, 1971) 

OESCFIfTCKS - ♦CAREER EDUCATION; ♦UNIT PLAN; 
TEALhlKG GUIDES; BEHAVIORAL OBJECTIVES; 
COURSE OBJECTIVES; ♦SERVICE OCCUPATIONS; 
LEAKMNG ACTIVITIES; ♦OCCUPATIONAL CLUSTERS; 
♦ CCCUPAT lONAL INFORMATION; INSTRUCTIONAL 
MATEPIALS; Gf^AOE !• GOADE 2 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THIS GUIOE IS DESIGNED T^' AIC 
TEACHERS IN PPFSENTING A UM T ON btRVK' 
RELATED CrCUf JT'* - ^v. F IRST ^NO SfcLUNU 

GRADE LEVELS. ooiUENTS INCLUDE A LIST OF 
SERVICE tCCUPATIONvS, GENERAL AND BEHAVIORAL 
OBJECTIVES, SKILLS TO 6E DEVELOPED, SUGGESTED 
ACTIVITIES FOR TYING IN THE SERVICE 
OCCUPATICNS HITH QJHBA SUBJECT AREAS, 
LEARNING EXPERIENCES, INSTRUCTIONAL 
STRATEGIfcSf EVA LUAT I VE *\SUGGE ST IONS FOR BOTH . 
STUDENT ANC TEACHER, TEEING METHODS, 
MATERIALS AND RESOURCE S, NaNO A BIBL I OGRApHY, 
THE SERVICE OCCUPATIONS LIFTED ARE THOSE MOST 
EASILY VISIBLE TO CHILDREN ANO THEREFORE 
EASILY IDENTIFIABLE BY THEM. (AW) 

VT 015 371 / 

TEACHtF*S GUIDE FOR INCREASING THe CAREER 
AWARENfSS OF ELcMENTARV SCHOOL CHILDREN. 
GRADES 4-6. 

pleasant hill school 0 1 str ict 1, oreg. 
oregcn state board of education, salem 
mf available in vt-eric set. 
pub date - loaugtl 178p.paes collection; 
1972 rev ision 

descriptcrs - humanities^ integrated 
curriculum; ♦conceptual schemes; student 
testing; pkcgrah evaluation; resource 
materials; ♦elementary grades; ♦teaching 

GUIDJ^S; ♦CAREFR education; ♦VOCATIONAL : 
DEVELDPMENT; fcEHAVIORAL OBJECTIVES; 
BIBLIOGRAPHIES; LEARNING ACTIVITIES 
IDENTIFIERS - CAREER AWAf^ENESS 

ABSTRACT - THIS COLOR-KEYED TEACHING GUIOE 
FOR AN INTEGRATED CAREER EDUCATION PROGRAM IN 
THE INTERMEDIATE GRADES PRESENTS FOR EACH 
GRADE LEVEL BEHAVIORAL OBJECTIVES AND 
CONCEPTUAL SCHEMES FOR INSTRUCTIONAL UNITS, 
WHICH INCLUDE STUDENT LEARNING ANO EVALUATION 
ACTIVITIES AS WELL AS RESOURCE LISTS, IN A 2- 
COLUMN FORMAT. BACKGROUND INFORMATION I S 
PRESENTED, INCLUDING A RATIONALE FOR CAREER 
EDUCATION ANO A OVERVIEW OF THE GUIDE. 
STUDENT PRE- ANO POST-TESTS WITH ANSWER KEYS 
ARE GIVEN FOR EACH GRADE UEVEL. TEACHER AND 
COMMUNITY SURVEY QUESTIONNAIRES, OTHER 
PROGRAR\EVALUATION FORMS, AND A WIDE VARIETY 
OF RESOURCE MATERIALS ARE PROVIDED. STUDENT 
AND TEACHER BIBLIOGRAPHIES ARE INCLUDED. <AG) 

VT 015 383 

BASIC TRAINING PROGRAM FOR DRIVER LICENSE 
EXAMINER. TRAINEE STUDY GUIDE. 



TECHNICAL EDUCATION RESEARCH CENTER, URBANA- 
f-QRGlA STATE DEPT. OF EDUCATION, ATLANTA. CHAMPAIGN, ILL. 

"V. OF VOCATIONAL ANO LEADERSHIP EDUCATION DEPARTMENT CF TRANSPORTATION, WASHINGTON, 
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O.Ca NATIONAL HIGHWAY SArl^TY SUPEAU 
MF AVAILABLE IN VT-EMC SET. 

SUPERINTENOENT OP OOCUHENTS, U.S. [iOVeRNMENT 

PJ^INiTlNG OPFICf, WASHINGTON, D.C. 2O<»02 
(STOCK NO 5003-0J<*8, $1,001 
PUB OATE - AUG71 69P. 

DCSCRlPTOf^S - *STUOY GUIDES; *ORI VE^ 
EUUCATIQN; ♦EXAMINERS; *TPAOE AND INDUSTRIAL 
EDUCATION; MANUALS; REFERENCE MATERIALS; 
STATe OFFICIALS; »INSTR UCT ION At MATEKrALS; 
CAREER EDUCATION 

IDENTIFIERS - *DRiVER LICENSE EXAMINERS 

ABSTRACT - DEVELOPED A RESEAf^CH CENTER FOR 
T«^E NATIONAL HIGHWAY TRAFFIC SAFETY 
AOHIHTSTH^ATION, THIS STUDY QBiOe IS ONE OF 
• FOUR BASIC MATER I*ALS OESIGMED ro HELP STATES 
IMPLEMEI^T A 2-WEEK WORKSHaP IN DRIVER LICENSE 
^ EXAMH^NtR TRAINING. THIS TWO-PAI?^T GUIDE 
CONTALIrfS INFORMATION DES I GNEO nrfQ HEIP 
f^ROSaPECiriVE DRIVER LICEfaiS£ EXA^NERS tE^RI^ 
. K'NOWCEOC^ES AND SKILLS NrCiESSAiJ^r TO PERFORM 
T^eiR CMUTIES RELATED TO iD-RIVBR TRAINING. PART 
1 DlJSCilSSES TRAINEE STUEH' HABITS, AREAS \U 
WIHICH TRAINEES WILL BE EVALUATEsi), AND A^ 
OUTLINE OF THE LESSONS D^VERING* SUCH TCDPICS 
AS: IIJ PROFESSIONAL STA^BAROSr (2» HUMAN 
R}ELA?IOiiS» C3) ORIGINAL JLl^ENSE EXAMINATION, 
C4I ADMINISTRATIVE ACT I WiHill ES , iXHO i5l 
t^fSI^NlW AND modifying; atO^ J TEST ROUTES. 
P-ART 2 CONTAINS STUDY *^j«£TS FOR EACH tUF THE 
LfcSSONS^ Tl^ESE SHEETS IWCiiMDE Tt*E LESSCJN 
TOPIC, OBJECTIVES, REf^RENDES, AJiND STUDY 
SUGGESTIONS. A COURSE GUIDE IS AVAILABLE AS 
VT OU 625 TAIM VOL. 5 NG. 3>, A^D A TEACHING 
GUIDE IS AVAILABLE AS VT 01:3 38<^ IN THIS 
ISSUE* (SB) 

VT 015 384 

BASIC TRAINING PROGRAM FOR DRIVER LICENSE 
EXAMINER. INSTRUCTOR'S uESS^ON PLANS. 

TECHNICAC EDUCATION RESEARDH CENTER, UR6ANA- 
CHAMPAICN, ILL. 

DEPARTMENT OF TR ANSPORTATItPN, WASHINGTON, 
p.C. I^ATIONAL HIGHWAY SAFETY 8UR€AU 
M^F AVAllABLE IN VT-ERIC SET. 
DpT--HS*0OO-577 

SyPERIJ^TENDENT OF DOCUMENTS, U.S^ GOVERNMEIMT 
iPR\I NT inc OFFICE » WASHINGTON, O.C. 20402 
(STOCK NO 5003-0049, SI.O0# . 
PUB OATE * AUG71 2T0P.. 

JEslf^lPTORS - *Tt:ACHlNiG GUIDES; *?DRIVER 
eCUOATION; nXAMINERS; ♦TRAOt AND INDUSTRIAL 
EDUCATION; *T NST RUCTION Al MATER1A5LS; UNIT 
PLANi CAREER EDUCATION; EDUCATIONAL 
RESOURCES; EDUCATIONAL OBJECTIVES-, RESOURCE 
GUIDES; TEACHING TECHNIQUES; TEACHING 
PROCEDURES; TEACHING METHOD^"*; LEARNING 
ACTIVIT^JES; EDUCATIONAL EQUIPMENT; RESOURCE 
MATERIALS 

ABSTRACT - DEVELOPED BY A RESEARCH CENTER FOR 
THE NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION, THIS 3-Pi^T TEACHINS GUIDE IS 
ONE OF FOUR BASIC MAT€^|ii OES IGINED TO HELP 
STATED I*iPLtEMENT A 2-«£EK WORKSHOP m DRIVER 
LICENSE EXA'MINER TRAININe,| |>ART 1 OUTLINES 
VHE FOLLOWING STEPS THAT ||ST 3E ACC^DMPL ISHEO 
«*RrOR TO IMPLEMENTATION: ft) OEVELOP'I N6 THE 
INCLUDING SUCH AC^^.VITIES AS 
CnipUMING OBJECTIVES, S^ircTING STUDENT 



MATkhULS, COf DUCTING PRACTICE SESSIUNS, AND 
SELECTING TEACHING PERSONNEL, (21 
CONSILEf^/^TDGN UF THE SPECIAL REQUIREMENTS OF 
/iCULT LEARfrEFS, (31 PLANhiING THE PROGRAM, 
][NLLUX)ING.SUCH ACTIVITIES AS SELECTING 
PROGKAK. ANL Kt SOURCE PERSONNEL AND 
DETERMIMNG CLASS SUE, TIME, CLASSROOM 
ARKANGEMENT, AND TRAINEE REQU IRtMENTS, AND 
(4j F^^tSENTlNG THE PROGRAM, KNCcUDING SUCH 
ACTIVITIES AS USING LESSON PLANS, 
INSTRilCT lONAL TECHNIQUES, ANO MAInT^TNTn 
RECORDS. PART 2 PROVTOFS ^ LESSON 
FIGHT l•^TTS, AND EA( iLtSSJN PLAN CllL. UN:. 

.:># KfcFERtNCES, EQUIPMENT, ANO AN 
INSlKucTIUNAL OUTLINE. PART 3 CONSISTS CF 
EIGHT APPENUIXES CONTAINING ADDITIONAL 
TEACHING TECHNIQUES AND INSTRUCTIONAL AIDS. A 
BlbLiaCRAPhY UF TEACHER REFERENCES IS 
INCLUDED. A COURSE 6UIDE IS AVAILABLE AS WT 

014 (AIM VOL. 5 NO. 31 » AND A STUDY GUIDE 

15 AVAILABLE AS VT 015 383 IN THIS ISSUE. 
(SB) 

VT 015 3^4 

BRCADBtNT, SUSAN, AND OTHERS 

CAREER EDUCATION FOR GILBERT MIDDLE SCHOOL " 
STUDENTS. SEVENTH GRADE TEACHER'S GUIDE. 

DAVID DOUGLAS PUBLIC SCHOOLS, PORTLAND, OREG. 
OFFICE OF EDUCATION (DHEWI, WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 
0iEG-0-70-5ie7( 3611 
CVTE-C00468 ^ 

pub date - no 5jp.paes cdllectiqn 

descriptors - ♦career education; *t£ach'ing 
guides; grade 7; three oimensioi^al aids; 
humanities; bibliographies; ♦behavioral 

OSJECTIVtS; ♦learning ACTIVITIES; DIAGNOSTIC 
TESTS; AUDIOVISUAL AIDS; FIELD TlRIP»S; ROLE 
PLAYifNG;^ ♦SELF CONCEPT; SIMULATTON; 
WORKSHEETS; ORAL COMMUNICATION; TEACHING 
TECHNIQUES; DEVELOPMENTAL PROGRAHSr 
INSTRUCTIONAL AIDS; RESOURCE MATERIALS 
IDENTIFIERS - EDUCATIONAl AWARENESS 

ABSTRACT - THIS I NSTRUCTil ONAL GUIDE ffOR A 
GRADE 7 LANGUAGE ARTS AND SOCIAL STWfOlES 
T>R0GK4M IN CAREER EDUCAllION LISTS GENERAL AMD 
SPECIFIC. BEHAVIORAL OBJECTIVES TOGETHER WITtHI 
METhCDS CF IMPLEMENTATION FOR USE IN 1 PERIOD 
A WEEK T,fiRCUGHOUT THE SCHOOL YEAR^ THE 
TEACHING SUGGESTIONS INVOLVE THE USE OF 
AyciCVlSUAL AIDS, GROUP ACT IV I TI ES , SELF- 
EVALOATICr. TESTS, AND IDEAS FOR EVALUATION. 
THE LEARlMNG ACTIVITIES INCLUDE FIELD TRIPS. 
SIMULATICN EXPERIENCES, GROUP OlSCUSSIONSi 
AND ROLE PLAYIf^G. A BRIEF BIBLIOGRAPHY IS 
ALSO PRCVIOED./MOST OF THE TEACHING UNIT 
CONSISTS OF APPENDIXES INCLUDING STUDENT AND 
TEACHER CIPECTED ACTIVITY WORKSHEETS AS V^ELL 
AS EDUCATIONAL TESTS THAT FOCUS ON SELF 
ASSESSMENT. PREPARED BY A 5-MBMBER T^AM CF 
STAFF FRGM GIL BERT M IDDLE SCHOOL AS A PART OF 
PROJECT VIGOR f OREGON'S FEDERAL EXEMPLARY 
^RGGRAM^ IN CAREER EDUCATION, THIS GRflDE 
INCLUDES THE CAVID DOUGLAS D I STRICT GO'ALS IN 
CAREER EDUCATION ADOPTED IN 1971. (MGI 

VT 015 401 ED 062 565 

W.ORLL CF WCRK CAREER MOTIVATION. CU«i^lCULUM 
GUIDE FOR GRADES K-6. OHIO'S CAREER CONTINUM 
P^ROGPAM. 

OHIO STATE DiPT. OF EDUCATION, COLUMIBUS. DIV^ 
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CF VCCATIUNAL FOUCATIDN, 

tOi^S PRICE MF-$0.^5 HC-$9»67. 

INStRUCTlONAL MATtRlALS LAe^Q^ATORY, TRADE AND 
INDUSTRIAL EOUCATinNi, THE OHIO STATE ' 
UNIVERSITY, 1885 NEU AVENUt, COLUMBUS, OHIO 
^3210 I $3.50; r/ISCCJUNT FOR QUARTERLY) 
PUB OATF - 72 285P. 

DESCRIPTORS - *CARE?R tOUCATf ^N; ♦STATE 
CURPICULUH. CUTOES? TF/sCiH^Ji, iDES; RESOURCE 
GUlDESi BlrtLlHGRAPHlFS; cLT"" TARY GRADES; 

♦occupations? behaviural oftj^ctlves; learning 
activities; tcaching procedures; poucational 
resources: student motivation 
id^entifiers - self awareness; attftudes 
appreciations; ecuc^tional awareness; career 
awareness 

. abstract - ppepap^d largely by 
re^ppesentati ves op pilot career motivation 
pr'(qgrams rrom ninf ohio school districts 
ouiring a summer worksho'> ano/ subj ect to 
coikrection, revisions, and additions by 
teachefis, this currlcalof^ guide is intended 

ra ASSIST THE ELEMENTARY TEACHFP IN 
i*tf»LEMENTI^G A CAREER MOTIVATION PROGRAM, 
WWi-lCH IS THE FIRST PHASE OP A 3-PHASE CAREER 
DEVELOPMENT PRCGRAM AND STRESSES THE GOALSOF 
AWsAPENESS, APPRECIATION, AND MOTIVATION. 
DEVIOED INTO THP EE CQLOP-COOEO SECTION? 6Y 
GRADE LEVEL CK-2, 3-4, AND 5-6), TOPICS AND 
aaJECTIVES HAVE REEN DEVELOPED FOR THREE OF 
THE SEVEN RROAC CAREER OtVELOPMEMT AREAS, 
INCLUDING THE IN DIV I DUAL AND HIS 
ENVIRONMENTS, -WORLD OF WORK,. AND SELF. FOUR 
ADDITIONAL AREAS WILL- BF DEVELOPED. EACH 
MAJOR CAREER APEa/iS COMPRISED OF A SERIES OF 
UNITS CONTAINING THE FOLLOWING COMPONENTS:' 
U> DEVELOPMENTAL OBJECTIVES FOR AWARENESS, 
APPPECIATION, ANJ MOTIVATION LEVELS, (2) 
BEHAVIORAL OBjiCTIVES FOR COGNITIVE, 
AFFiECTIVEf AND PSYCHOMOTOR DOMAINS, (3) 
ACrWlTIES WHICH CAN PE CLASSI FIED INTO * 
LEVELS (VICARIOUS, SIMULATED, AND ACTUAL 
EXPERIENCE Vt ' INTEGRATED INTO THE CURRICULUM, 
OK lOENTvlFlEO AS STUDENT UNITS 1 1 NO EP ENDE NT , 
SMALL GROUP, CR CLASS), (4> SAMPLE LESSON 
PLANS, (5) ACODING GRIP WHICH PROVIDES A. 
REFERENCE TO THE SUGGESTED ACTIVITIES 
NUMBERED IN THE UNITS. A BIBLIOGRAPHY 
PROVIDES RESOURCES FOR TEACHER AND CHILD USE. 
(SB) 

VT 015 404 

ZANE,- LAWRENCE F.H. 

OPERATING MANUAL FOR I.E. 497 COOPERATIVE 
VOCATIONAL EXPERIENCE; .. 

HA'WAI I UNIV. , HONOLULU. DEPT. OF CURRICULUM 

AND INSTRUCTION^ 

MF AVAILABLE IN VT-ERIC SET. 

pub' DATE - 13MAR72 36P. - 

DESCRIPTORS - ♦COOPHRAtlVE EDUCATION; 
♦VOCATIONAL EDUCATION; ♦MANUALS; EMPLOYER 
.EMPLOYEE RELATIONSHIP; SCHOOL INDUSTRY 
RELATIONSHIP; RECORDS (FORMS);' *WORK 
EXPERIENCE PROGRAMS; *TEACHER EDUCATION; 
INDUSTRIAL EDUCATION; PROGRAM DESCRIPTIONS 

ABSTRACT - DESCRIBED IN THIS OPERATING MANUAL 
IS A TEACHER-TPAINING PROGRAM WHICH PROVIDES 
THE VOCATIONAL TEACHER WITH AN OPPORTUNITY TO 
.r.Mti INDUSTRIAL; EXPERIENCE AND TO LEARN ABOUT 
^^.EW PRODUCTS, New EQUIPMENT, AND NEW ^ 



PRCttSStS AS M PART OF HIS TRAINING OR 
RETh^IMNG. A^-ONG'JHE PRJGkAM CHARACTERISTICS 
OlSctSSEC AHF THE RESPONSIBILITIES OF THE 
EMFLLYtf-, The STUDENT, AiViD THE INSTRUCTOR. 
THE APPENLlX (ONTAINS SAMPLE FORMS INCLUDING 
WORK AGKEE^ENTS, WEEKLY REPORTS, 
APPL ICAT Itr.S, AND EVALUATIONS. (JS) 

^T 015 <t20 ED 066 555 

AMEhlCAK IMuSTkY INSTRUCTOR'S GUIDE. LEVEL 
I , PART 1 AND 2. 

STCUT STATt UN I V. , ' MENOMON I E , WIS. 

OFFICE OF trUCATION ( DHf W ) , • WASH I NGTQN . C.C. • 

EDRS PKICt KF-iO.oS HC-t32.S0. 

CVTE-CCOetl 

PUb CATL - NO . 9lbP.PAES COLLECTION 

Dt^C^'ll'TCfS - ♦JUNIOR HIGH SCHOOLS; *PKOJECT 
TRAlMf.G ^fcTHUOS; ♦INDUSTRIAL EDUCATION; 
♦ INC'USTK\; LESSCN PLANS; STUDENT TESTING; 
ACTIVITY LU^-MNG; ANSWER KEYS; INSTRUCTIONAL 
MEDUi* 'JTt-AChiNG GUIDES; BEHAVIORAL 

OBJECTIVES; simulation; worksheets; visual 

AICS 

IDENTIFlEf^S - EDUCATIONAL' AWARENESS; ECONOMIC 
AWAHtNtSS , 

Abstract - this comprehensive teaching guide 

for ^N ie-3t WEEK course in AMERICAN INDUSTRY 
FQK THE JUMCJv HIGH GRADES CONTAINS SEVEN 
UNUS VlTK DETAILED LESSON PLANS, WHICH FOCUS 
UN tSTABLlSHlNG APvO RUNNING A STUDENT 
BUSINESS. LEVCLOPED BY EDUCATIONAL 
SPE'CIALISTS, THE UNIT PLANS PROVIDE TEACHING 
SUGGESTIONS, INSTRUCTIONAL M EDI A , . BEHA V I CR AL 
OBJECTIVES, AND CLASS ACTIVITIES^ TEACHER 
FEEDBACK Si-ttTS, UNIT TESTS WITH ANSWER KEYS, 
STUDENT WORKSHEETS, LINE DRAWINGS, AND 
TPANSPARANCIES SUPPLEMENT THE SUBJECT CONTENT 
AND CLASS DISCUSSION GUIOElTNES. THE 
INSTRUCTIONAL ^' ATcR I ALS Wl LL ENABLE THE 
STULtNT TC ACC'UlRc A BROAD UNDERSTANDING OF 
AMERICAN INCUSTRIAL ORGANUATION. (AG) 

VT 015 429 

FDUCATICNX^L-VCCATIONAL GUIDANCE, GRADE 10. 
UNITS I- IV. 

MOMEPEY PENINSULA UNIFIED SCHOOL DISTRICT, 
MONTEREY, CALIF. 
MF AVAILABLE IN VT-ERIC SET. 
'CVTE-0D0G6fc 

PUB DATE - JUL70 69P.PAES COLLECTION 

DESCRIPTORS - ♦VOCATIONAU EDUCATION; 
♦OCCUPATIOKAL GUIDANCE; BEHAVIORAL 
OBJECTIVES; PROBLEM SOLVING; GRADE lO; 
DECISION MAKING SKILLS; ♦SELF EVALUATION;. 
STUDY SKILLS; *TEACHiNG GUIDES; LEARNING 
ACTIVITIES; RESOURCE MATERIALS; ♦CAREER 
PLANNING; HUMANITIES;- GOAL ORIENTATION; 
WORKSHEETS 

IDENTIFIERS - SE LF A WARENE SS ; DECISIONS.; 
CAREER AWARENESS 

ABSTRACT - THIS GRADE 10 TEACHING GUIDE FOR A 
l-OUARTER LONG OCCUPATIONAL GUIDANCE COURSE 
FOCUSES CM ORIENTATION TO HIGH SCHOOLt SELF 
EVALUATION BY MEANS OF DEVELOPING PROBLEM 
SOLVING ANC DECISION MAKING SKILLS, CAREER 
PLANNING, AND STUDY SKILLS. EACH OF THE FOUR- 
UNIT PLANS CONTAINS BEHAVIORAL OBJECTIVESt 
TEACHING PROCEDURESf LEARNING ACTIVITIESf AND 
RESCURCErtlSTS IN A FOUR-COLUMN PAGE FORMAT. 



AIM/VOL 6 NO I 



13 



STUDENT PEADING MATE^^ULS, WDRKSHteTS", AND 
GUIDANCE flAT^PiALS i^Rt PROVlOeO, (AG> 

VT 015 ^ } 

STENO-StCr i ' J i,b«^RlCULUM GUIDE. 

OREGON STaVe, fiOARO Oh EDUCATION, SALEM, OW. 
Of COMMUNII* COLLEGES AND CAREER EDUCATION. 
00CU»1ENT NOT AVAILABLE FROM EOftS. 
CVTE-000213 

OREGON BOARD OF EDUCATION, 942 LANCASTER 
DRIVE N.E., SALEM, OREGON 97310 (i2.50l 
PUB DATE ' MAYTa 134P,PAES COLLeCTIOf^ 

descriptors' - ♦OCCUPATIONAL CLUSTERS; ♦OFFICE 
OCCUPATIONS EDUCATION; ♦CAREER EDUCATION; 
VOCATIONAL DEVELOPMENT ;, CLUSTER ANALYSIS; 
VISUAL aids; ♦RESOUJ^CE materials; FACILITY 
GUIDELINES; BEHAVIORAL OBJECTIVES; COURSE 
DESCRIPTIONS; LftARNING ACTIVITIES; 
♦CURRICULUM GUIDES; SECONDARY GRADES 
IDENTIFIERS - EDUCATIONAL AWARENESS; CAREER 
AWARENESS 

ABSTRACT • THIS CURRICULUM GUIDE FOR A 
SECRETARIAL AND STENOGRAPHIC OCCUPATIONAL 
CLUSTER IN THE SECONDARY GRADES PROVIDES A 
RATIONALE FOR OREGON DEVELOPMENTAL CAREER 
EDUCATION PROGRAMS, A DESCRIPTION OF METHODS 
USfcO TO ANALYZE VOCATIONAL DATA, VISUAL AIDS» 
TERM DEFINITIONS, AND OCCUPATIONAL 
INFORMATION TAKEN FROM THE DICTIONARY OF 
OCCUPATIONAL TITLES. GEARED TO PREPARE 
STUDENTS FOR ENTRY^LEVEL JOBS OR FOR POST- 
SECONDARY EDUCATION^ THE MATERIALS WERE 
DEVELOPED BY AN ADVISORY COMMITTEE OF LEADERS 
. IN BUSINESS AND INDUSTRY, TEACHERS, 

CONSULTANTS, AND ADMlNliSTRATORS. THE COURSE 
DESCRIPTIONS INCLUDE REQUIRED KNOWLEDGE AND 
SKILLS, BEHAVIORAL OBJECTIVES, AND SUGGESTED 
LEARNING ACTIVITIES IN A THREE-COLUMN CHART 
FORMAT, RELATED ELECTIVE COURSES IN GRADES ll 
AND 12 ARE OUTLINED, THE EXTENSIVE APPENDIXES 
PROVIDE FACILITY GUIDELINES, A BIBLIOGRAPHY, 
A RESOURCE LIST, AND SURVEY QUESTIONNAIRES 
USED TO COMPILE OCCUPATIONAL INFORMATION, 
(AG) 

VT 015 467 

BOHLMATJ, HERBERT W. , AND OTHtRS 
INSTRUCTOR'S GUIDE FOR ''HE ACCENT/CONSUMER 
EDUCATION SERIES. 

FOLLETT EDUCAT IONAL CORP. , '-CHIC AGO, ILL. 
EDUCATIONAL OPPORTUNITIES DIV« 
DOCUMENT NOT AVAILABLE FROM EORS. 
CVTE-X00716 

follett publishing company, division of - 
follett c^poration, iqiq w. washington 
blvd., chioi^o, illinois 60607 ($2.00) 
pub date ^ n 70 61p.paes collection 

.descriptors - student projects; ♦teaching 
^ procedures; ♦problem solving; *teaching 
guides; ^consumer education; ♦consumer- 
economics; money management; bibliographies; 
insurance programs; secondary grades; laws; 
Questioning techniques; resource materials; 
marketing 

identifiers - decisions; educational 
\ awareness ' 

\ abstract - this teaching guide for a-st^iles 
i of six consumer 6ducat i on ' booklet s cealing ' 
q ^h. consumer economics, insurance, money 

\ ERIC 



MANAGt^tNT, AND Tht LAW PRESENTS BACKGROUND 
INFC;^HATU:n and teaching SUGGESTIONS 
INVOLVING THt USE OF SUPPLEMENTARY READING 
MATtHALS, SUGGESTED PROJECTS, AND LEARNING 
ACTIVITIES. FOR EACH OF THE SIX TOPICS, 
TEACHING *>^OCtDURe$ INCLUDE CONSUMER 
PRGbLEMS, POSSIBLE CLASS PROJECTS, AND AN 
ANNGTA1EC LIST OF REFERENCE MATERIALS. AN 
ANNOTATED KESCORCE LIST IS PROVIDED FOR THE 
GUIUE, hHICH IS ILLUSTRATED WITH CHARTS. ^ 
PROBLEMS TC BE SOLVED ARE STATED) BY MEANS Op 
UUtSTlCNS FCR CLASS DISCUSSION. (AGI 

VT 015 468 

BOHLHAN, HERBERT W.; 80HLMAN, EDNA MCCAULL 
UNDEPSTANDING CONSUMER . CR ED I T. 
ACCENT/CONSUMER EDUCATION. 

FOLLETT fc[>UCATICNAL CORP*, CHICAGO, ILL. 
EDUCATIONAL OPPORTUNITIES OIV. 
DOCUMENT NOT AVAILABLE FROM EDRS. • 
CVT«^.-XC07U 

FOLCETT PUBLISHING COMPANY, OIVI^l|ON OF 
FOLLtTT CORPORATION, 1010 W. WASHIjNGTON 
BLVD., CHICAGC, ILLINOIS 60607 <$1.16I 
PUB DATE - 68 46P.PAES COLLECTION 

OESCRIPTCKS - MARKETING; ♦CONSUMER EDUCATION; 
♦PAMPHLETS; ♦CONSUMER ECONOMICS; ♦CREDIT 
(FINANCE); ♦MONEY MANAGEMENT; PROOLEM 
SOLVING; QUESTIONING TECHNIQUESi WORKSHEETS; 
SECOKDARY GRADES 

IDENTIFIERS - ECOMOHIC AWARENESS 

ABSTRACT - PART OF A CONSUMER EDUCATION 
SERIES, THIS PAMPHLET ON CONSUMER CREDIT 
CONTAINS TEN CHAPTERS ON VA«^IOUS ASPECTS OF 
BORROWING, A LIST OF TEN CAUTIONS ABOUT 
CREDIT AKU CREDIT BUYING* AND A LIST OF 
QUESTIONS AND PROBLEMS TO CONSIDER. CHARTS 
AND LINE DRAWINGS ILLUSTRATE THE READING 
MATfcRIALS. EACH CHAPTER INCLOdES EXERCISES 
FOR fRCBLEK SOLVING ACCOMPANIED BY 
WORKSHEETS. (AG) 

VT 015 470 

BOHLMAN, HERBERT BOHLMAN, EDNA MCCAULL 

KNOWING HOW TO BUDGET AND BUY. 
ACCENT/CCNSUMER EDUCATION. 

FOLLETT EDUCATIONAL CORP., CHICAGO, ILL. 
EDUCATICNAL OPPORTUNITIES OIV. 
DOCUMENT NOT AVAILABLE FROM EORS. 
CVTE-XC0716 

FOtLETT PUBLISHING CQMRANY, DIVISION OF 
FOLLETT CORPGFATION, IplO W* WASHINGTON 
BLVD., CHICAGO, ILLINOIS 60607 ($I.l6) 
PUB DATE — 6S 4fiP.PAES COLLECTION 

DESCRIPTORS - *PA«PHLETS; ♦MONEY MANAGEMENT; 
♦BUDGETING; ♦CONSUMER EDUCATION; ♦CONSUMER 
ECONCMICS; MARKETING; PROBLEM SOLVING; 
QUESTIONING TECHNIQUES; WORKSHEETS; SECONDARY 
GRADES 

IDENTIFIERS - ECONOMIC AWARENESS 

ABSTRACT - PART. OF A CONSUMER EDUCATION 
SERIES, THIS PAMPHLET ON BUDGETING AND BUYING 
CONTAINS INTf'ODUCTQRY QUESTIONS, NINE 
CHAPTERS CEALING WITH VARIOUS ASPECTS- OF 
MONEY MANAGEMENT, A SUMMARY WITH FINAL 
SUGGESTIONS FCR THE CONSUMERi AND A. LIST OF 
PROBLEMS AND PROJECTS. CHARTS AND LINE 
DRAWINGS ILLUSTRATE THE READING MATERIALS. 
EXLRCIS6S FOR PROBLEM SOLVING, INCLUDING 
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WORKSHEETS, APE PPOVIOEO fjk E-ACH CHAPTER. 
I AC) 

VT 015 471 

BOHLMANf H. MAC; BOHLMAN, HfKBEHT W. 

THE LAW FOP YOU. ACC ENT /CONiSUMEft EDUCATION. 

EOLLETT EDUCATIONAL CORP., CHICAGO, ILL. 
EDUCATIONAL 0PP08TUM I T I E S DIV. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
CVTE-X00n6 

fOUETT PUBLISHING COMPANY, DIVISION OF 
FOLLETT CCRPORATION, 1010 W. WASHINGTON 

BLVD.! Chicago, Illinois 6J607 jsi.i6) 

PUB DATE - 69 63P.PAES COLLECTION 

DESCRIPTORS - *C0NSUMER EDUCATION; ^CONSUMER 
ECONOMICS; PAMPHLETS; GOVERNMENT 
(ADMINISTRATIVE BODY); PROBLEM SOLVING; LAW 
INSTRUCTION; *LEGAL RESPONSIBILITY; *COURT 
role; SECONDARY GPAOES; laws; COURT 
LITIGATION 

IDENTIFIERS - EDUCATIONAL AWARENESS; 
ATTITUDES APPP EC I AT I y^NS 

ABSTRACT - THIS BOOKLET DISCUSSES REASONS FOR 
LAWS AND THE LEGAL PROTECTION OF CONSUMER 
RIGHTS AND RESPONSIBILITIES IN THE COURTS AND 
IN THEIR PE»<SONAL LIVES. COMMON LEGAL TERMS 
ARE EXPLAINED. STUDENT EXERCISES, WO^?KSHEETSt 
PROBLEMS, AND DISCUSSION QUESTION^ ARE 
PRESENTED FOR A WIDE RANGE OF TOPICS 
INVOLVING THE LAW AND CONSUMER ECONOMICS, 
SUCH AS MARRIAGE, OWNING A HOME AND A CAR • 
AND CONTRACTS. A SHORT GLOSSARY IS INCLUDED 
AND GRAPHS, DIAGRAMS, AND LINE DRAWINGS 
ILLUSTRATE THF T EXf (AG) 

VT 015 481 

BIBLIOGRAPHY OF MATERIALS AVAILABLE IN THE 
CAREER DEVELOPMENT CENTER. 

UNIVe'rSITY OF NORTHERN COLORA'DOi ^GREELEY. 
DEPT. OF VOCATIONAL EDUCATION. f; 
MF AVAILABLE IN VT-ERIC SET. 
CVTE-000083 

PUB DATE - JUN71 ISP. PAES* COLL 6CTI0N 

DESCRIPTORS - CAREER EDUCATION; HEALTH 
OCCUPATIONS; *HEALTH OCCUPATIONS EDUCATIONS 
j^BlJLIOGRAPHIES; *BO0KLISTS; PAMPHLETS; 
VOCATION/fT DEVeWPMENt; AUG lOV ISUAL AI DS ; 
♦REFERENCE MATERIALS; S ECONDARY GRA13ES- 
IDENTIFIERS • CAREER AWARENE.SS ; 

ABSTRACT - THIS BIBLIOGRAPHY OF REFERENCE 
MATERIALS CURRENTLY AVAILABLE FOR USE BY 
TEACHtRSf COUNSELORS, ADMINISTRATORS, AND 
SUPERVISORS INCLUDES BOOKSf PAMPHLETSt AND 
AUDIOVISUAL AIDS IN THE AREAS OF HEALTH AND 
HEALTH OCCUPATIONS EDUCAT ION. ; THESE MATERIALS 
IN THE CAREER DEVELOPMENT CENTER WILL BE 
UPDATED ANJSIUALLY OR MORE Fl^EQUENTLY, IF 
NECESSARY. (AGI 

VT 015 402 

GATEWAYS TO CAREER MATURITY. A CONTEMPORARY 
CURRICULUM GUIDE, PRIMARY. 

KNOX CITY SCH^ni 5, KNOXVILLE, T6NN. 
MF AVAILABLE VTrERIC SET. 
CVTE-000090 

PUB DATE - 71 93P*PAES COLLECTION 

o 

DFRirrORS • ♦CURRICULUM GUIDES; *VOCATIDNAL 



Of'VK UPi'ENT ; ♦PKiMARY GRADES; ^CAREER 
COUCATiOt; INC I VIOUALI ;E0 CURRICULUM; 
OEVELCK^ENTAL PROGRAMS; COURSE OaJECTlVES; 
EVALUATICN TECHNIQUES; SELF CONCEPT; 
*TfcACHlM, GUILES; RESOURCE MATERIALS; SimMER 
wnpkSHLPS 

IDENTlfltJ-S - EDUCATIONAL AWARENESS; SELF 
AWARtNbSS; CAkEER AWAPEMESS; ATTITUDES 
APPf-f CIATIONS 

ABSTFACT ' THIS TEACHING GUIDE FOR A 
DEVLLOPMENTALi I NO I V I DUAL I ZED CAREER 
AWAKENCSS PROGRAM FOR GRADES K THROUGH ^ 
PROVIDES CAREER DEVELOPMENT CONCEPTS 
CORfiElATtC WITH GENERAL AND SPECIFIC 
COGNITIVE AND AFFECTIVE OBJECTIVES. TEACHING 
AND EVALUATION TECHNIQUE'S ARE INCLUDED WITH 
THE INSTfvUCT ILNAL OBJECTIVES. A "CAREER 
CCRMP*' IS SUGGESTED FOR USE IN THE CLASSROOM 
AND SELF AWARENESS IS STRESSED TO DEVELO> AN 
APPRECIATICN CF SCHOOL AND TO RELATE 
CLASSBCOf^. ACTIVITIES TO VOCATIONAL INTERESTS. 
AN ANNCTATEL RESOURCE LIST IS PROVIDED, AS 
WELL AS A SEPARATE DESCRIPTION Of PROCEDURES 
USED IN LESIGNING THE CURRICULUM. OVERALL 
PRCGfAV GUALS AND SPECIFIC OBJECTIVES FOR THE 
iNTEGkATEE CURRICULUM, A Pt^OGRAM RATIONALEi 
AND SAKfLE. INSTRUCTIONAL UNITS ARE INCLUDED 
IN THIS LCSQRIPTION. THE GUIDE WAS DEVELOPED 
AT A SUMf'tP WORKSHOP OF TEACHERS AND 
SUPEKVlSCRS IN ELEMENTARY EDUCATIO^' WITH THE 
AID CF A^ AD^'.IMSTRATOR AND A UNI.VERSltY 
PPCFt SSCF. (AG) '1 

VT 015 501 

WOOD, ICHIRO 

OPEfi;ATIC^ BPICGE— AN INNOVATIVE, 
COMPKEHEKSIVe VOCATIONAL EDUCATION PROGRAM 
FOR DISADVANTAGED YOUTH. KINDERGARTEN-LEVEL 

' . , . 

AIMS . CCMr<UNITY COLL. t GREELEY, COLd. 
MF A'VAILABLE IN VT-ERIC SET. 
CVTE-C00457-A-G 

PUB DATE - ND 159P.PAES COLLECTION 

OESCKIFTGRS - ANNOTATED BIBLIOGRAPHIES; 
♦CAREER education; VOCATIONAL EDUCATION; 
♦DISADVANTAGED YOUTH; ELEMENTARY GRADES; 
KINDERGARTEN; *SERVICES; FIELD TRIPS; 
COMMUNITY RESOURCES; BEHAVIORAL OBJECTIVES, 
♦LEARNING ACTIVITIES; TEACHING PROCEDURES; 
UNITS CF STUDY (SUBJECT FIELQSI; WORKSHEETS; 
ILLUSTRATIONS; ♦VOCATIONAL DEVELOPMENT; 
♦OCCUPATIONAL I NFQRMAT ION ; RESOURCE MATERIALS 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THESE SEVEN INSTRUCTIONAL UNITS 
FOR KINDERGARTEN AND THE ELEMENTARY GRADES 
DEAL WITH WORKERS IN SERVICE OCCUPATIONS AS 
PART CF A VOCATIONAL EDUCATION PROGRAM FOR 
DISADVANTAGED YOUTH. AT EACH GRAOiE LEVELt AN 
INTRCOUCTGRY RATIONALE, BEHAVIORAL 
OBJECTIVESf TEACHING PROCEDURESf AND LEARNING 
ACTIVITIES ARE PROVIDED^ MATERIALS LISTS AND 
STUDENT WORKSHEETS ARE INCLUDEDt AS WELL AS A 
SEPARATE ANNOTATECoBIBLlOGRAPHY. TEACHING 
TECHNIQUES INCLUDg\fIELO TRIPS AND THE USE OF 
COMMUNITY RESOURCES. DEVELOPED BY AN EDUCATOR 
AT THE UNIVERSITY LEVEL.t THESE TEACHING UNITS 
COVER SChOCLf FAMILY, AND COMMUNITY WORKERS, 
IN ADDITION TO INDUSTRIAL TOPICS AND 
PROFESSICNAL WORKERS. DRAWINGS ILLUSTRATE THE 
INSTRUCTIONAL MATERIALS. (AG) 
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VT 015 524 

A 6[)lD\t FOR DEVELOPMeNTAL CAREER GUI0ANC6* 

SHAWANO JOINT SCHOOL DISTRICT 8» WIS. 

AVAILABLE IN VT-ERIC SET. 
CVTE-000639 

PUB DATE • n 65P.PAES COLLECTION 

DESCRIPTCftS - ♦DEVELOPMENTAL GUIDANCE; 
♦CAREER PLANf^INO; *CAREER EDUCATION; 
EDUCATIONAL OBJECTIVES; SFLf CONCEPT; 
♦TEACHING GUIDES; PROGRAM DESCRIPTIONS; 
CHARTS; ELEMENTALLY GRADES; SECONDARY GRADES; 
RESOURCE MATEJ^IALS; B I BLI OG^^APHI E S ; 
INSTRUCTIONAL MATERIALS; LEARNING ACTIVITIES; 
PROGRAM IMPROVEMENT; ♦VOCATIONAL DEVELOPMENT; 
CHANGING ATTITUDES 

IDENTIFIERS - SELF AWARENESS; ATTITUDES 

APPRECIATIONS; CAREGR AWARENESS 

t 

"ABSTRACT - THIS CAREER GUIDANCE UNIT FOR 
KINDERGARTEN THROUGH GRADE WILL BE USEFUL 
TO TEACHERSf COUNSELORS^ AND ADMINISTRATORS 
TO PROMOTE ATTITUDE CHANGE AND CAREER 
DEVELOPMENT. DEVELOPED BY A 19.69 GUIDANCE 
WORKSHOP CONDUCTED BY JOINT SCHOOL DISTRICT 

THE TEACHING GUIDE INCLUDES INTRODUCTORY 
EXPLANATIONS OF THE DEVELOPMENTAL CAREER 
EDUCATION PROGRAM AND A CHART GIVING AREAS OF 
CONCENTRATION WITH OBJECTIVES KEYED TO TOPICS 
AND PAGES IN THE UNIT. DIVIDED INTO SECTIONS 
FOR THE PRIMARY GRADES, GRADES 4 AND 5, AND 
GRADES 6 THROUGH 9f THE GUIDE GIVES LEARNING 
ACTIVITIES AT EACH GRADE LEVEL FOR EACH 
OBJECTIVE, SUBJECT AREAS, RESOURCE MATERIALS, 
AND EXPECTED OUTCOMES. A LIST OF 
INSTRUCTIONAL MATERIALS AND SUGGESTIONS OF 
THE WORKSHOP FOR IMPROVING THE PROGRAM WHICH 
THEY CONSIDERED INCOMPLETE BUT ADEQUATE FOR 
BASIC IMPLEMENTATION COMPLETE THE UNIT. THE 
LEARNING ACTIVITIES STRESS READING, WRITING, 
AND ORAL EXPRESSION. ROLE PLAYING" AND 
RESOURCE PERSONS ARE US^O AS TEACHING 
TECHNIQUES. (AG) 

VT 015 525 

GELB, DONALD. L. ^ 

WHAT WILL I BE FROM A TO Z. / 

NATIONAL DAIRY COUNCIL, CHICAGO, ILL. / 
DOCUMENT NOT AVAILABLE FROM EORS. / 
CVTE-M00671 / 
NATIONAL DAIRY COUNCIL, 111 N. CANAL ST.* 

CHICAGO, ILLINOIS ( $.25) f^: : 

PUB DATE - 72 33P4PAES COLJ^nON^/^^, 

DESCRIPTORS • ♦PAMPHLETS; CAREER EDUCATION; 
ILLUSTRATIONS; *ELEMENTARY GRADES; 
♦OCCUPATIONAL INFORMAT I ON? VOCAT I ONAL 
DEVELOPMENT; HEALT+< NEEDS i HUMANITIES; 
♦ALPHABETS / 
IDENTIFIERS • ATTITUDES APPRECIATIONS; CAREER 
AWAR'ENESS / 

ABSTRACT -r THIS BOOKLET FOR THE ELEMENTARY 
GRADES CONTAINS BRIEF DESCRIPTIONS IN VERSE 
FORM OF 26 CAREERS, ARRANGED ALPHABETICALLY. 
AN INTRODUCTORY VERSE AND SIX CONCLUDING 
VERSES EMPHASIZE THE IMPORTANCE OF-GOOD 
HEALTH HABITS, FRIENDSHIP, AND CHARACTER 
DEVELOPMENT. SKETCHES IN COLOR ILLUSTRATE THE 
TEXT. (AGl 
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SYMCUSF CITY SCHOOL DISTRICT, N.Y. 
MF AVAlLARLt IN VT-ERIC SET. 
CVTb-rCOBSl 

PUb CATf - NO 2^6P.PAES COLLECTION 

DESCFIJ-TCkS - ♦VOCATIONAL EDUCATION; ♦STUDENT 
PROJECTS; VISUAL AlOS; SKILL DEVELOPMENT; 

HU^'A^lTIfcS; program evaluation; *occupational 

GUlCANCb; falBl lOGRAPHf ES; ♦RESOURCE 

MATEPULS; STUDENT EVALUATION; 

* INUlVlDUALUtD instruction; LEARNING 

ACTI VII 1 tS; OCCUPATIONAL INFORMATiON; GRADE 6 

IDENTIFIEPS - CAREER AWARENESS 

ABSTRACT - THtSE RESOURCE MATERIALS FOR AN 
INDIVIDUALIZED OCCUPATIONAL ORIENTATION 
PROGRAM PRCVILE INFORMATION GN 21 CAREERS, 
STUDENT WORKSHEETS, VISUAL AIDS, 
BIfiLlCGRAPhlES, AND TEACHING SUGGESTIONS. 
GLOSSARIES, INTERVIEW SHEETS, PROGRAM AND 
STUDENT tVALUATlON SHEETS, AND ENRICHMENT 
IDEAS ARE PRESENTED. TEACHING TECHNIQUES 
INCLUDE SKILL DEVELOPMENT BY MEANS OF^OBILE 
LABOFATOf^IES, FIELD TRIPS, PRE-ANO POSTTESTS 
WITH ANSWER KEYS, AND ^HANDS-ON" PROJECTS. 
(AG> 

Vf 015 5€0 ^ 

COCRCINATtD VCCItIONAL EDUCATION TRAINING. 
PRELIMINARY CRAFT. I NSTRUC T I ONAL MATER I AL S 
VOCATIONAL-RELATED MATH. 

OKLAHCh*A STATE DEPT. OF VOCAT lONAL AND ' 

TECHNICAL EDUCATION, STILLWATER. 

OFFICE OF EDUCATION (DHEW), WASHINGTON, C.C. 

MF AVAILABLE IN VT-ERIC SET. 

CVTE-C00336 

PUB DATE - 71 352P.PAES COLLECTION; 

DEVELOPMENTS CF THE TRAINING INSTITUTE FOR 
TEACHERS OF THE HANDICAPPED (DURANT, 
OKLAHOMA, JULY 5-16, 1971) 

DESCRIPTORS - *VOCATIONAL EDUCATION; 
BEHAVIORAL OBJECTIVES; ♦MATHCMAT IC AL 
CONCEPTS; TEACHING PROCEDURES; LEARNING 
•ACTIVITIES; ♦INSTRUCTIONAL MATERIALS; 
WORKSHEETS; STUDENT TESTING; ANSWER KEYS; 
♦BASIC SKILLS; *MATHEMATICS CURRICULUM; 
RESOURCE MATERIALS; HUMANITIES; SKILL 
DEVELOPMENT; SECONDARY GRADES 
IDENTIFIERS ^ EDUCATIONAL AWARENESS 

ABSTRACT - TH IS PRELIMINA RY DRAFT OF 
INSTRUCTIONAL MATERIALS FOR A MATHEMATICS 
CURRICULUM IN A- VOCATIONAL EDUCATION PROGRAM 
OUTLINES BASIC CONCEPTS IN WHOLE NUMBERS, 
FRACTIONS, DECIMALS, AND OTHER AREAS. EACH OF 
THE 20 UMTS CONTAINS GENERAL AND SPECIFIC 
BEHAVIORAL OBJECTIVES, TEACHING PROCEDURES, 
AND LEARNING ACTIVITIES. STUDENT WORKSHEETS, 
INFORMATION SHEETS, TESTS, ANDi>ANSWER KEYS 
ARE INCLUDEDi THE APPENDIXES INCLUDE " RE SOURCE 
LISTS ANL BEHAVIORAL OBJECTIVES FOR 
ADDITICNAL MATHEMATICS UNITS. THIS 
INSTRUCTIONAL GUIDE WAS DEVELOPED AT A 
WORKSHOP FUNDED BY THE EDUCATION PROFESSIONS 
DEVELOPMENT ACT CEPDA) AND WRITTEN BY 
TEACHERS, VOCATIONAL CONSULTANTS, AND OTHER " 
EDUCATORS. (AG) 



VT 015 583 

CURRICULUM GUIDE, GRADES 7-12. 

KODIAK ISLAND BOROUGH SCHOOL DISTRICT, 
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it 

ALASKA. 

MF AVAllAtafc IN VT-cNiC SET. 
CVTE-C>00<^16 

P'Jo OATF NO 28:^P.PAES C^ILLECTI0^4 

LESCRIPTORS - *SECONOAPY GPAOES; ♦CURRICULUM 
GUIOES; VCCATICNAL EDUCATION; rfEHAVIOPAL 
OBJECTIVES; ♦HUMANITIES; ♦UMTS OF STUDY 
(SUBJECT FIELDS); TEACHING P^^OCtDURES; 
LEARNING ACTIVITIES; PROGRAM DESCRIPTIONS; 
RESOURCE MATEPIAIS; EVALUAT UN TECHNIQUES; 
VOCATIONAL DEVELOPMENT; *CARSER ECUCATION 
IDENTIfURS - CAREER AWARENESS 

AdSTRACT - THIS CURRICULUM GUIDE OUTLINES A 
WIDE »ANGE OF INSTRUCT I ONAL UNITS IN THE 
SECONDARY GRACES, fOCUSiNG ON VOCATIONAL 
GRIENTATljON. COURSES APE OUTLINED IN ENGLl-SHf 
SOCIAL SCIENCES,, FOREIGN LANGUAGE, 
MATHEMATICS, MUSICf PHYSICAL SCIE^iNCE, 
PHYSICAL EDUCATION, HOME ECONOMIC S, AND SHOP. 
AN INTRODUCTORY PROGRAM RATIONALE, UNIT 
RATIONALES, AND BEHAVIORAL OBJECTIVES, ARE 
PRESCNTED* TEACHING PROCEDURES, MATERIALS' 
LISTS, AND, IDEAS FOR CLASS EVALUATION ARE 
INCLUDED iW.THE OUTLINES OF THE SEPARATE . 
COURSES. RANGING FROM TOPICAL UNITS IN THE' 
HUMANITIES TO THOSE MQRF SPECIFICALLY GEAREO 
TOWARDS CAREER PREPARATION, SUCH AS A UNIT ON 
FISHERIES, THIS GUIDE P^O VI DE S. "R EA L-L I F E" 
ACTIVITIES IN A VARIFTY OF SETTINGS. (AG) 

VT 015 600 

INTRODUCTION TO VOCATIO^^S. 

NEW JERSEY STATE DEPT. OF EDUCATION, TRENTON. 
DIV. OF VOCATIONAL EDUCATION. 
MF AVAILABLE IN VT-EPIC SET. 
CVTE-000269 

PUB DATE - Nl.) 1B3P.PAPS COLLECTION 

DESCRIPTORS - ^VOCATIONAL EDUCATION; 
♦OCCUPATIONAL GUIDANCE; *TEACHING GUIDES; 
GRADE 9; ♦VOCATIONAL DEVELOPMENf; INTEGRATED 
CURRICULUfi; BEHAVIORAl OBJECTIVES; TIME 
BLOCKS; EVALUATION TECHNIQUES ;i COMMUN ITY 
^RESOURCES; humanities; fTEACHl^G PROCEDURES 

ABSTRACT - THESE INSTRUCTIONAL MATERIALS FOR 
A VOCATIONAL ORIENTATION PILOT PROGRAM 
OFFERING A TEAM TEACHING l-YEAR LONG 
OCCUPATIONAL' GUI DANCE COURSE PRIMARILY FOR 
"GRADE 9 PROVIDE INTEGRATED MANIPULATIVE 
ACTIVITIES FOR A WIDE RANGE OF SUBJECT AREAS. 
THE INSTRUCTIONAL UNITS, RANGING FROM 
COSMETOLOGY TO TECHNOLOGY, IMCLUOE TEACHING 
PROCEDURES, IDEAS FOR EVALUATION, VOCABULARY 
LISTS, BEHAVIORAL OBJECTIVES, AND LEARNING 
ACTIVITIES. TEACHING TECHNIQUES INCLUDE THE 
USE OF COMMUNITY AND HUMAN RESOURCES, 
AUDIOVISUAL AIDS, FIELD TRIPS, AND ROLE 
PLAYTNG. THE PROGRAM AIMS TO INCREASE SELF 
UNDERSTANDING IN RELATIONSHIP TO OCCUPATIONAL 
AWARENESS AND CAREER CHOICE. (AG) 

VT 015 608 

GUIDE TO TEACHING READING IN THE ELEMENTARY 
SCHOOLS. 

MINNEAPOLIS PUBLIC SCHOqLs, MINN. 

MF-AVAI-LA^-E_i>j-VT-Ei?IC SET. 

CVTE-000218 

PUB DATE - 68 270P.PAES COLLECTION 

PR IPCRlPTORS - ♦READING INSTRUCTION; ♦TEACHING 
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GUUfS; *LLfcMtNTARY GkAUES; HUMANITIES; 
♦ CEVLLt P^'tNT/iL PROGRAMS; GOAL ORIENTATION; 
f^EhAVlLKAL LPJECTIVES; PROGRAM DESCR I P»' i CNb ; 
niAGhAVS; ^^EALING DEVELOPMENT; SELF CONCEPT; 
COOf-Sfc LfiliANUATION; EVALUATION TECHNNUES; 
LEAHMKG tXPE^^I£NCE; READING IMPROVEMENT; 
♦RtACING DIAGNOSIS 

lOlKTlfltf^S - CCUCATIUNAL AWARENESS; SELF 
AWAf-f M SS 

A8STFAIT - TtilS TEACHING ^UlDE Di^SCRIBEb THE 
PHlLCSCPI-y CF READING INSTRUCTION IN 
MIN\MPC>LIS HY PRESENTING INSTRUCTIONAL 
GUIDELINES, SUGGESTIONS FOR CLASSROOM 
IMFLf MbNTATlCf., AND A SEQUENCE OF DESIRABLE 
niHCLKES kHiCH WILL DEVELOP READING SKILLS. 
POSSItLL AfPKCACHfcS FUR CLASS ORGAN ! l AT I CN 
AND irCAS FC:F EVALUATING PROGRESS ARE 
INCLLUL. / WIDE VARIETY OF INDIVIDUAL liFO 
LEAP'MNG EXPEFIENCES IS EMPHASIZED TO ENHANCE 
THE STULF\T»S SELF CONCEPT. ILLUSTRATIVE 
LESSCNS Art PKUVIOED, GIVING TECHNIQUES TO 
AID THE SUPEKIOR READER AS WELL AS THE SLOWER 
REALEK. A LETAILEO SAMPLE DIAGNOSIS OF A 
STUULNT' S FEACING DIFFICULTIES IS INCLUI;ED, 
•SHLwING N-ETHCLS FOR DETECTING AND CORRECTING 
KEALING FKIBIEMS. THE GUICEt DEVELOPED BY 
TEACHERS, PRINCIPALS, AND CONSULTANTS, 
INCLUDES A SHORT ■ SUBJECT INDEX. (AG) 

VT 015 610 

BROAOtitM, SUSAN, AND OTHERS 

CAKEtK' truCATION FOR GILBERT MIDDLE SCHOOL 

STUCENTS.i EIGHTH GRADE TEACHER'S GUIDE. 

DAVJD LCtCLAS PUBLIC SCHOOLS, PORTLAND, CPEG. 
OFEICb CF EDUCATION (DHEW), WASHINGTON, D.C. 
MF AVAlLABLt IN VT-ERIC SET. 
OEG-O-TC-SlbTOcI) 
CVTE-C00A68 

PUb.CATb - NO lOaP. PAES" COLLECTION 

OESCRIPTCHS - ♦TEACHING GUIDES; ♦CAREER 
EDUCATION; VOCATIONAL EDUCATION; GRADE 8; 
SELF CC.NCEFTi BEHAVIORAL OBJECTIVES; 
♦LEARNING ACTIVITIES; ♦OCCUPATIONAL GUIDANCE; 
♦OCCUPATIONAL INFORMATION; AUDIOVISUAL AIDS; 
OCCUPATIONAL CLUSTERS; JOB SKILLS; 
I N S TP UC T^O^AL A I D S ; -WORK SHEET S ; T E ACH I NG 
TECHMCUES; CLUSTER GROUPING; ECONOMIC 
cOUCATICK; EVALUATION TECHNIQUES 
IDENTIFIERS - CAREER AWARENESS; ECONOMIC 
AWARENESS 

ABSTRACT - THIS TEACHING GUIDE FOR AN EIGHTH 
GRADE CLASS IN CAREER EDUCATION PROVIDES 
OCCUPATIONAL GUIDANCE BY INCREASING SELF 
UNDERSTANDING THROUGH VOCATIONAL ^AWARENESS 
AND SELF EVALUATION ACTIVITIES. INFORMATION 
ON CLASSIFYING, LOCATING, OBTAINING, AND 
HOLDING JOBS IS PROVIDED IN EXTENSIVE • 
APPENDIXES COVERING A WIDE RANGE OF RESOURCES. 
AND REFERENCE MATERIALS. MOST OF THE APPENDED 
UNIT ACTIVITIES, KEYED TO SIX COURSE 
OBJECTIVES, INVOLVE FILLING OUT STUDENT 
WORKSHEETS AND CHECKLI STS FOR VOCATIONAL 
INTERESTS. THE IMPORTANCE OF VOCATIONAL 
PREPARATION FDR THE' STUDENT IS EMPHAS.IiEO BY 
PRE-COURSE AND POST-COURSE EVALUATIONS AND BY 
USE OF AUDIOVISUAL AIDS. THE ABILITY TO 
CLASSIFY OCCUPATIONS IS DEVELOPED BY WORKING 
WITH PRIMARY SOURCES SUCH AS THE U.S. 
DICTIONARY CF OCCUPATIONAL TITLES. RELATING 
ACADEMIC PERFORMANCE TO FUTURE VOCATIONAL 
SUCCESS IS ANOTHER COURSE OBJECTIVE. PREPARED 
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ANO PILOT TESTED IN 1971 RY SIX TtACHERS FROM 
\ GILBERT MIDDLE SCHOOL AS P.ART OF A 
COMPREHENSIVE 06 VEL CPMtNT AL PROGRAM IN CAREER 
EDUCATION (PROJECT VIGOR), MANY OF THE 
LEARNING ACTIVITIES COHE FROM THE SUTOE GUIDE 
(SELF UNDERSTANDING THROUGH OCCUPATIONAL 
EXPLORATION!. ( AGI 

VT 015 623 

FRIEDLANOER, JOANNE K. ; NEAL, JEAN 
STOCK MARKET ABC. 

FOLLETT EOUCATIONtAL CORP., CHICAGO, ILL. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
CVTE-X0D718 

FOLLETT PUBLISHIWG COMPANY, DIVISION OF 
FOLLETT CORPORATION, lOlO W. WASHINGTON 
BCYDtt^CHICAGO, ILLINOIS 60607 ($2.95) 

pu8 date - 69 98p.paes collection 

descriptors - *bo0ks; indexes (locaters); 
♦investment; ♦money management; *money 
systems; *financial services; industry; 
secondary grades; adult education 

identifiers - ECONOMIC AWARENESS 

ABSTRACT - THIS BOOK EXPLAINS THE BUYING AND 
SELLING OF STOCKS AND THE ORGANIZATION AND 
OPERATION OF THE STOCK MARK ET . PE RT I NENT 
VOCABULARY TERMS ARE DISCUSSED IN THIS BASIC 
GUIDE TO THE INVESTMENT WORLD, GEARED FOR 
READERS OF ALL AGES^ AN .INDEX IS PROVIDED. 
LINE DRAWINGS ILLUSTRATE THE TEXT, WRITTEN BY 
TWO f ORMEk NEWSPAPER WRITERS AIDED BY TWO 
STOCK BROKERS. (AG) 

VT 015 625 

WRIGHT, LUCILLE £., AND OTHERS 
THE office: reality TRAINING THROUGH 
'^SIMULATION. A SAMPLER. 

MINNESOTA MINING ANO MANUFACTURING CO., ST. 
PAUL, MINN. DIV. 0F~ VISUAL PRODUCTS. 
DdCUMENT NOT AVAILABLE FROM EDRS. 
CVTE-000726 

3M COMPANY— VISUAL PRODUCTS DIVISION, 3M 
CENTER BLDG., 200-lOW, ST. PAULt MINNESOTA 
55101 

PUB DATE - 71 98P.PAES COLLECTION 

DESCRIPTORS - ♦SIMULATION; ROLE PLAYING;' 
♦OFFICE PRACTICE; AUDIOVISUAL AIDS; 
EVALUATION TECHNIQUES; ♦PROGRAM DESCRIPTIONS; 
♦OFFICE OCCUPATIONS EDUCATION; DECISION 
MAKING SKILLS; MARKETING; SECONDARY GRAPES; 
VOCATIONAL DEVELOPMENT; RESOURCE MATERIALS; 
♦TEACHING TECHNIQUES 
IDENTIFIERS - DECISIONS; ATTITUDES 
APPRECIATIONS; CAREER AWARENESS 

ABSTRACT - THIS DESCRIPTION DF AN OFFICE 
SIMULATION PROGRAM FOR A 36-WEEK CLASS OF 20 
STUDENTS MEETING THREE HOURS DAILY, FIVE DAYS 
A WEEK, BRIEFLY EXPLAINS THE EIGHT PROGRAM 
COMPONENTS, WHICH AIM TO DEVELOP DESIRABLE 
STUDENT ATTITUDES FOR WORKING IN AN OFFICE. 
THE DOCUMENT CONSISTS OF THE FOLLOWING OFFICE 
OCCUPATIONS TRAINING MATERIALS: (I) AN OFFICE 
MANAGER'S GUIDE FOR THE TEACHER, . (2) AN 
EMPLOYEE HANDBOOK FOR THE. STUDENTS, (3) 
TRANSITION VISUALS, COMPRISING AUDIOVISUAL 
AIDS, (^) 50 CRITICAL INCIDENTS AND 
INTERRUPTIONS TO ROLE pUy, (5) -30 STAFF 
Hr~--^r UNITSt (6)~~36 INPUT ENVELOPES 
C(pn|/^NG OVER 1500 LETTERS AS INCOMING 



MAIL, (7) A SPECIAL PROJECTS OOOK FOR 
ADDITICNAL ACTIVITIES, ANO (8) A MASTERS BCOK 
GIVING BUSH, ESS FORMS. PHOTOGRAPHS ILLUSTRATE 
TNfc TEXT, CEVILOPED 8Y THREE PROFESSORS IN 
EDUCATION. SUGGESTIONS FOR STUDENT EVALUATION 
A^b PRESENTED, EMPHASIZING olCISIQN MAKING 
SKILLS AHL THE PERFORMANCE OF JOB' DUTIES. AN 
ORDEf^ FORM FCf^ THE COURSE IS INCLUDED, IN 
AODITItN TO A LIST OF SUPPLEMENTARY 
AUDIOVISUAL AIDS WITH COSTS. (AGI 

VT 015 6 34 
BAFNETT, WoN. 

AGRICULTURE. TEACH^R^S OOjDE. A UNIT IN 
PREVLC/^TIONAL EDUCATION. 

SOUTH CAROLINA STATE DEPt. OF EDUCATIN, 
COLUMBIA. OFFICE OF VOCATIONAL EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
CVTE-C00415 

PUB DATE - JUN71 37P.PAES COLLECTION 

DESCRIPTORS V ♦UNITS OF STUOY (SUBJECT 
FIELDS); OCCUPATIONAL INFORM/^T ION; >LESSON 
plans; ♦LEARNING ACTIVITIES;, ♦TEACHING 
GUIDES; ♦RESOURCE MATERIALS; ♦AGRICULTURAL 
education; TEACHING PROCEdUftES; TEACHING 
TECHM0UES5 tiEHAVIORAl, OBJECTIVES; 
WORKSHEETS; FIELD TRIPS; INSTRUCTIONAL 
MATERIALS; REFERENCE MATERIALS 
IDENTIFIERS - CAREER AWARENESS; BEGINNING 
COMPETENCE 

ABSTRACT - THIS ROUfiH DR^^^PT OF A TEACHING 
GUIDE IN AGRICULTURE, WRITTEN BY A TEACHER, 
CONTAINS AN INTRODUCTORY RATIONALE GIVING 
SALAKY RANGES IN AGRICULTURE, 21 LEARNING 
ACTIVITIES, hCRK SHEETS, REFERENCES, AND 
MATERIALS LISTS. EACH ACTIVITY INCLUDES A 
BEHAVIORAL OBJECTIVE, EQUIPMENT ANO MATERIALS 
LISTS, AND TEACHING PROCEDURES. TEACHING 
TECHNIQUES INCLUDE DEMONSTRATION, DISCUSSION, 
"HANDS-ON*' EXFERIENCESf AND FIELD TRIPS. THE 
RATIONALE AND SEVERAL LEARNI NG Ai:TlVIT I ES 
RELATE 'SPECIFICALLY TO CAR^R OPPORTUNITIES 
IN AGRICULTURE. (AG) 

VT 015 653 

SERVICE STATION ATTENDANT. INSTRUCTOR'S BOCK. 
HOW TEL LEARNED HIS JOB IN A SERVICE STATION. 
ACCENT/JCB MODELS. 

FOLLETT EDUCATIONAL CORP., CHlCAGOt ILL*. 
EDUCATIONAL CPPORTUNltlES DIV. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
CVTE-717 

FOLLETT PUBLISHING COMPANY, 1010 W. 
WAStrilNOTON BLVD.*, CHICAGO, I LLINOI S 60607 
(S2.00I 

PUB DATE - 68 35P.PAES COLLECTION 

DESCF.IPTORS - ANSWER KEYS; REVIEW 
(REEXAMINATION); VOCATIONAL INTERESTS; VISUAL 
AIDS; WORKS+^EETS.; SALES WORKERS; 
♦ DISADVANTAGED YOUTH; ♦MONEY MANAGEMENT 2 
♦TEACHING PROCEDURES; ♦SERVICE OCCUPATIONS; 
♦TEXTBtCKS; VOCATIOHAL .education; BASIC 
SKILLS; SECONDARY GRADES 

IDENTIFIERS - ♦SERVICE STATION ATTENDANTS; 
CAREER AKARENESS; EDUCAT lONAL AWARENES S 

ABSTRACT - THIS TEXTBOOK PROVIDES A «JO.B 
MODEL" OF A SERVI CE STATION ATTENDANT AS A 
TEACHER'S GUIDE FOR STUDENT ACTIVITIES WHICH 
DEVELOP BASIC COMPUTATIONAL AND COMMUNICATIVE 



Skills in the context qf t job sitjjation, 

r^TtNDEO TD STIMULATE VOCATIONAL INTERESTS IN 
lNN£k-CITY STUDENTS, FQuR READING SE'CTIONS 
AND 3^^t PPVlErt SECTION P«?OVIOE STUDENT 
EXERCISES ^ITH ANSWER KcYS, FOCUSING CN THE 
SALES AND MUNEY HANAGEMENT ASPECTS OF GAS 
STATION WCRK^' TEACHING -PROCEDURES ARE 
OESCsJIfiEO, SUMMARISING THE LEARNING 
SITUATICN, MAIN IDEAS, ANC CLASS PREPARATION 
f *EACH SECTION. PHCTnG?>APHS AND SAMPLE fiGRK 
FORMS ILLUSTRATE THE TEXT. (AG) 

VT 015 688 ED 065 668 

ABSTRACTS CF INSTRUCTIONAL r-^ATEPIALS IN 
VOCATIONAL^ ANO-TECHNICAL EDUCATION (AIM), 
VOLUME 5; NUMBER 3, 

OHIO STATE UNIV., COLUMBUS. CENTER^FOR 

VOCATIONAL AND TECHMICAL EDUCATION, 

3FFICE OF EDUCATION (OHcW), WASHINGTON, C.C. 

EDR5 PR:CE MF-SO.95 HC-$b.58. 

PUo DATE - 72 13BP. 

DESCt^lPTQRS - *ABST?^ACTS; * INSTRUCT lONAL 
MATERIALS; *V0CATI0NAL EDUCATION; ♦TECHNICAL 
EDUCATION; BUSINESS EDUCATION; AGRICULTURAL 
EDUCATION; DISTRIBUTIVE EOUCATldN; HEALTH 
OCCUPATIONS EDUCATIJN; HOME ECONOMICS 
EDUCATION; INDUSTRIAL" ARTS; TRADE AND 
INDUSTRIAL EDUCATION; *INDEXES (LOCATERS); 
CLEARINGHOUSES; CAREER EDUCATION 

A6STRACT - ThIS QUARTERLY PU6LICATI0N 
ANNOUNCES THE AVAILABILITY OF INSTRUCTIONAL 
MATERIALS ACQUIRED AND PROCESSED BY THE 
EDUCATIONAL RESOURCES INFORMATION QENlTER 
(ERIC) CLEARINGHOUSE ON VOCATIONAL ^D 
TECHNICAL EDUCATION. IT SHOULD 3E OF 
PARTICULAR INTEREST TO TEACHERS^ CURRICULUM 
SPECIALISTS, SUP^ERVISORS, AND ADMINISTRATORS 
INVOLVED IN CURRICULUM DEVELOPMENT OR THE USE 
OF INSTRUCTIONAL MATERIALS In'thE TEACHI^G- 
LtARNING SETTING. EACH ABSTRACT. A 
CONDENSATION OF THE REPORT IN AeOUt ZOO 
WORDS, USUALLY INCLUDES THE MEANS USED TO 
DEVELOP THE MATEPIALt THE S ETT I NG FOR. US E OF 
THE MATERIAL, AND SOURCE OF AVAILABLE COPIES, 
AUTHOR, SUBJECT* AND DOCUMENT NUMBER IMDEXES 
PROVIDE ENTRY TO THE ABSTRACTS. MOST OF THE 
DOCUMENTS WHICH HAVE NOT BEEN ANNOUNCED IN 
"RESEARCH IN EDUCATION" ARE 'AVAILABLF AS A 
SEPARATE MICROFICHE SET FROM THE ERIC 
DOCUMENT REPRODUCTION SERVICE AS ED 063 502.^ 
OTHERS ARE AVAILABLE FROM THE SOURCE 
IDENTIFIED IN THE ABSTRACT. (CD) 

V.T 015 705 

A WORKSHOP REPORT ON A PROGRAM FOR GENERAL 
CLERICAL OCCUPATIONS CURRICULUM GUIDE (A 
TRIAL REPORT). T' 

OHIO STATE DEPT. OF EDUCATION, COLUMBUS. DIV. 

OF VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

BULL-8 

INSTRUCTIONAL MATERIALS LABORATORY, THE OHIO 
STATE UNIVERSITY, 1885 NEIL AVENUE, COLUMBUS, 
OHIO 43210 ($4.15) 

PUB'DATE - .71 35TR..REP0RT OF GENERAL 

CLERICAL CURRICULUM WORKSHOP IbOWLING GREEN, 
OHIO, JUNE 21-JULY 2, 1971) 

DESCRIPTORS - INSTRUCTIONAL MATERIALS; 
♦CURRICULUM GUIDES; ♦BUSINESS EDUCATION; 
an^^INESS SUBJECTS; *OFFICE OCCpPATIONS 



AIM/VJL o \C 

E'^bcATlLN; *IM5^^w*TEL CU^'^ICJLUM; bTUDcM 
DrVtlUFti: PATfcR I AL5; MANUALS; *SIMULATIGN; 
GPaLE II; GSACE 12; TEACHING PROCEDURES; 
P?.CGf^A^ CG^T^^T; RESOURCE MATERIALS; VISUAL 
AILS; LE A= MNC LABORATORIES; VOCATIONAL 
INTl^E^TS; BEHAVIORAL OBJECTIVES; STUDENT 
EVALUATI C\ 

iCcNTIFIErS - CAREER AWARENESS; dEGlNMNG 
CClhPETtNCt 

Abstract - this trial edition of an 

lNTERD:SCIPLiNA?JY INTEGRATED CURRiCuLUM GUIDE 
IN BUSINESS AND OFFICE OCCUPATIONS EDUCATION 
CQNTAir S AN CF F I^CcjS IMULAT ION GUIDE FOR QRAC^ 
12 AND FIVE UMTbPOR GRADE II GIViNG 
I NS7FUC T ICNAL MATERIALS AND TEACHING 
PJ^CCLUtP ES f : (I) AN INTRODUCTION TO THE 
•JFFICE, i2} CFFICE SE^VlCESt (3) SAr^KlNG, (4) 
MONEY PANAGEMcNT, INSURANCE, AND BOOKKEEPING, 
ANC it) JC£ C?' I ENtATlON, SUGGESTIONS ARE 
PCGVlLfcD FCP LEVELCPMENT OF A CLERICAL 
REFtf-LNCE KAMJAL AY EACH STUDENT, FOR USE 
DURING THE SEMCR PROGRAM AND ON THE JOB. A 
3-HOUK TIME bLCCK HAS BEEN USED AS A BASIS 
FOR PLANNING THE TIME PERIODS IN THE GUIDE. 
EACH CF THE FIVE GRADE 11 UNITS IfJCLUDES 
BEHAVICf<AL OBJECTIVES, LEARNING ACTIVITIES 
HiTH RAtlLNALLS, AND SUPPLEMENTARY MATERIALS 
SUCH AS STUDENT EVALUATION FORMS AND RESOURCE 
LISTS. VISUAL AIDS AND ADDITIONAL SOURCE 
MATERIALS AFE GIVEN IN THE GRADE 12 
SIMULATION MANUAL. REVIEWED 3Y A GENEi^AL 
CLERICAL CURMCULUM WURKSHOP OF VoClATIONAL 
AND ShMCF HIGH EDUCATORS, THE CURRICULUM 
GUILE FKCVIUES TEACHING SUGGESTIONS AND 
DETAILED UNIT OUTLINES. (AG) 

VT 015 715 . 

RESOURCE bIbLIOGRAPHY FOR VOCATIONAL 
EDUCATION. 

LINCOLN COUNTY SCHOOLS, HAMLIN, W.VA. 
MF AVAILABLE IN VT-ERIC SET. 
PUB CATE - SEP71 59P. 

DESCRIPTCKS - *'VOCATIONAL EDUCATION; 

*CArALCGS.; ELEMENTARY GRADES; SECONDARY 

GRADES; *PESOLRCE UNITS; ♦AUDIOVISUAL AIDS; 

FILMSTPIPS; *eiBLlOGRAPHIES; INSTRUCTIONAL 

AIDS; CAREER EDUCATION 

IDENTIFIERS -CAREER AWARENESS 
i 

ABSTRACT ~ THIS CATALOG OF RESOURCE MATERIALS 
FOR CAREER EDUCATION INSTRUCTION PROVIDES A 
BIBLIOGRAPHY DF BOOKS LISTED ALPHABETICALLY 
BY, AUTHOR, FILM LOOPS, SOUND FILMSTRIPS USING 
RECORDS AND CASSETTES* KI TS, PUZZLE S AND 
FIELD TRIPS, AS" WELL AS A LIST OF FREE AND 
INEXPENSIVE EDUCATIONAL MATERIALS. DEVELOPED 
BY J\iZ EXEMPLARY PROJECT STJVFF, LINCOLN 
COUNTY BCAFD CF EDUCATION, WEST VIRGINIA, IN 
SEPTEMBER 1971, THIS SOURCE GUIDE COVERS A 
WIDE RANGE OF INSTRUCTIONAL MATERIALS, KITH 
GRADE LEVELS SPECIFIED BY THEIR PUBLISHERS, 
AVAILABLE FOR LOAN FROM THE CURRICULUM AUDIO- 
VISUAL CENTER TO EDUCATIONAL' PERSONNEL IN 
LINCOLN COUNTY. THE SUGGESTED FIELD TRIPS ARE. 
GROUPED ACCORDING TO GRADE LEVEL. SUGGESTIONS 
FROM TEACHERS TC IMPROVE THE GUIDE ARE 
WELCCMEP. iAGh 

VT 015 744 

BIOE, GARRY R. ; GREEN, GARY U. 

HOW TO COMPLETE THE TENNESSEE VOCATIONAL- 

TECHMQAL STUDENT ENROLLMENT FORM* 
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TENNESSEt STATE CrPT. OF EDJCATIGN, 
NASHVILLE, ;TcN\ESSEf UMV., <\OXVILLE. COLL. 
CF EDUCATION, 

HF AVAILABLE IN VT-EPIC SET, 
PUo DATE - 71 37P. 

DESCRIPTORS - *VUCATIONAL £0jCATIO\; *DATA 
COLLECTION; ♦PSOGSAM A D*1I N] 5TS AT I ON ; 
iNFGnHATIJN SYSTEMS; *GUI0ES; ^^ECCROS 
(FORMS); *STUDfcNT ENROLLMENT; PROGRAM 
PLArCNiNG; PROOkAM EVALUATIO'N 
IDENTIFIERS - TENNESSEE 

ABSTRACT - HcSIGNED TO PROVIDE LCCALr STATE, 
. ANp FEDERAL A N^i s TR A TOR S WITH BASIC 

NUMERICAL AND ^^ANAGERIAL INFORMATION, THIS 
GUIDE WAS PREPARED TO ASSURE THAT ACCURATE 
ENROLL^'.ENT DATA IS COLLECTED ON VOCATIONAL 
EDUCATION STUDENTS. INCLUDED IN THE GUIDE 
ARE: U) PROCEpURES^^TO FOLLOhI IN COMPLETING 
THE STUDENT Erj^vOLLMfNT INFORMATION FORM, iZ) 
A SCRIP! TO 3^ USED BY TEACHERS TO GUIDE 
STUDENTS IN COMPLETING THE FORM, (3) A GUIDE 
FOR CQMPL6TING ITEM 16, (4) A LIST OF U.S. 
OFFICE OF EDUCATION CODE NUMBERS, AND (5) A 
SAMPLE STUDENT ENROLLMENT SHEET. INFORMATION 
COLLECTED WITH THIS FORM WILL BE USED TO 
ALLOCATE STATE AND FEDERAL FUNDS AND TO 
JUSTIFY THE EXPENDITURES TO LEGISLATIVE 
BODIES. (JS) 

VT 015 797 
KEILHOLTZ, I.INOA A. 

CAREER EXPLORATION. CAREER PROGRAM: 9-10. 

TOLEDO PUBLIC SCHOOLS, OHIO. DEPT. OF 

VOCATIONAL EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

CVTE-000023-X-CCEM 

PUB DATE - 71 80P.PAES COLLECTION 

DESCRIPTORS - ♦CAREER EDUCATION; GRADE 9; 
GRADE 10; ^VOCATIONAL DEVELOPMENT; ♦PROGRAM 
DESCRIPTIONS; ♦UNITS OF STUDY (SUBJECT 
FIELDS); ♦OCCUPATIDNAL INFORMATION; 
BEHAVIORAL OBJECTIVES; TEACHING PROCEDURES; 
RESOURCE MATERIALS; HUMAN RESOURCES; 
HUMANITIES; INSERVICE TEACHER EDUCATION; 
INTEGRATED CURRICULUM 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS IDEA GUIDE FOR AN INTEGRATED 
CAREER EXPLORATION PROGRAM IN GRADES 9 AND 10 
CONTAINS AN EXTENSIVE PROGRAM DESCJ^IPTION AND 
A WIDE RANGE OF S^AMPLE UNITS ON ^OCCUP AT IONS 
RELATED TO SUBJECTS IN THE HUMANITIES, 
. agriculture:, physical education, INDUSTRIAL 
ARTSf /^ND OTHERS. A LIST OF RESOURCE 
MATERIALS IS INCLUDED IN THE GUIDE, DEVELOPED 
BY A TEACHER WITH THE AID OF COORDINATORS. A 
DISCUSSION OF -n-HE PROGRAM STRUCTURE PRESENTS 
IDEAS ABOUT .PROGRAM RESPONSIBILITIES, 
INSERVICE. EDUCATION, FIELD TRIPS, RESOURCE 
SPEAKERS, AND ••HANDS-ON" EXPERIENCES. A 
CAREER EDUCATION RATIONALE AND PROGRAM 
OBJECTIVES PRECEDE THE INSTRUCTIONAL UNITS, 
WHICH PROVIDE JOB OESCR IPT IONS, . OBJ ECTI VES , 
AND TEACHING PROCEDURES. (AG) 

VT 015 822 

GELATT, H.B.; CAREY, R.W. 

HELPING STUDENTS LEARN DECISION-MAKING. A 
PARENT'S HANDBOOK. 

o 
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PALC^-^LTC UMflcD SCHCOL DISTRICT. CALIF. 
CALI5FCFMA STATE CEPT. QF EDUCATION, 
SACr .^-MtNTC 

MF AVAILABLE IN VT-cRIC SET. 

PUb LATE - NO 118P.PAES COLLECTION 

DESCKIFTCRS - ♦CAREER EDUCATION; ♦EDUCATIONAL 
GulDAr.CE; *VlCaTICNAL DEVELOPMENT; STUDENT 
iNTEf^ESTS; ♦PARENT STUDENT RELATIONSHIP; 
ANi\£TATtC bIfc?L lOGRAPHIES; CARTOONS; CHARTS; 
DECISILN MAKING SKILLS; PERSONAL VALUES; 
COMMUMCATICN (THOUGHT TRANSFER); COLLEGE 
CHOICE; SECCNtARY GRADES; '"♦DEC I SION MAKING 
IDENTIHEPS - DECISIONS; ATTITUDES 
APPRECIATILNS; CAREER AWARENESS 

ABSTRACT - THIS BOOKLET, ILLUSTRATED wiTh 
CARTLCKS AKC OUQTATIONSt. PROVIDES CHECKLISTS, 
QUtSTICNNAIRBSt^^AND RESULTS OF QUESTIONNAIRES 
AS A GUIDE fCM PARENTS IH HELPING STUDENTS 
OEVELCP CfcCISlON MAKING SKILLS. WRITTEN BY 
Two GUIDANCE SPECIALISTS TO INVOLVE PARENTS 
IN THE PALC ALTC SECONDARY GUI DANCE PROGRAI- 
AND Fur.DED bY THE NATIONAL DEFENSE EDUCATION 
ACT, THE GUIDE DISCUSSES ADULT-TEENAGER 
CGMMUNIC ATICNS AND THE DEVELOPMENT OF VALUES, 
AS i%ELL AS FCCUSING ON THE EDUCATIONAL 
DECISICNS CF PALO ALTO STUDENTS IN REFERENCE 
TO COLLEGE CHCICES. CHARTS DETAILING COLLEGE 
ENTRANCE RfcOU I REM ENTS • COLLEGE COSTS, 
CHARACTERISTICS OF THE STUDENT BODY, AND 
OTHER INFQPMATIGN ARE INCLUDED. AN ANNOTATED 
BIBLIOGRAPHY IS PROVIDED, ANO SPECIFIC 
SUGGESTICNS FOR PARENTS ARE GIVEN. CAG) 

VT 015 e36 ED 065 671 

WORLD CF wCRK. FIRST YEAR REPORT, 1971-1972. 

MOUNT PLEASANT PUBLIC SCHOOLS, MICH. 

DOCUMENT NOT AVAILABLE FROM EDRS. 

MT. PLEASANT BOARD OF EDUCATION, MT. PLEASANT 

PUBLIC SCHCtjLS, MT. PLEASANT, MICHIGAN 48858 

($12.0CJ 

PUB DATE - ND 278P. 

DESCRIFTCkS - *CAREER EDUCATION; 
♦OCCUPATIUNAL CLUSTERS; ♦RESOURCE GUIDES; 
INTEGRATED^ CURRICULUM; EDUCATIONAL 
OBJECTIVES; RESOURCE UNITS; ♦ELEMENTARY 
EDUCATION; ■ PILCT PROJECTS; CURRICULUM 
DEVELOPMENT; RESOURCE MATERIALS; LEARNING 
ACTIVITIES; STUDENT EVALUATION; HUMANITIES; 
MARKETING; INDUSTRY 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - PREPARED DURING THE FIRST YEAR OF 
A 3-YEAR PILOT PROGRAM, THIS WORKING DRAFT OF 
A RESOURCE GUIDE REPRESENTS EFFORTS TO 
DEVELOP AND FIELD TEST RESOURCE UNITS FOR 
CAREER EDUCATION, GRADES 1-6. THE UNITS, 
WHICH INCLUDE OBJECTIVES AND LEARNING ^ 
ACTIVITIES, ARE CLUSTERED AS FOLLOWS: (1) 
DISTRIBUTION ANO MARKETING, C2I AGRICULTURE- 
NATURAL RESOURCES, (3) FINE ARTS ANO 
HUMANITIES, (4) COMMUNICATIONS ANO MEDIA, (5) 
CONSTRUCTIC^, (6) HEALTH, (7) HOSPITALITY AND 
RECREATICN, (8) H ANUFACTUR ING, (9) OFFICE AND 
BUSINESS, (10) TRANSPORTATION, (11) 
ENVIRONMENTAL CONTROL, (12) PUBLIC SERVICE, 
AND (13)/ CONSUMER AND HOKEMAKING. ALSO 
INCLUDED ARE AN INTEGRATED PLAN FOR THE 
CURRICULiJM, A SUGGESTED PLAN FOR PRESENTING 
THE UNITSvTO THE VARIOUS GRADES, AND A SAMPLE 
UNIT OUTLINE. THE J^IaTERIAL WAS WRITTEN BY A 
SCHOCL-mNCIPAL AND HIS INSCHOOL TEACHERSt 
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nH? «G?^«fi? TO 03PSE^VE The I\DIvI DUAL ITY CF 
EACH UMT PLAN 5C THAT £ACw M IGhT SERVE AS i 
SP'-ir^GBCAPC Fu?- CThER TFACHr=?S. THE HC^E 
FULLY CrVELQPED UMTS COMTAIN B 1 3 L I CG^ A PH I E S 
AND EVALUATION GUIDELINES. (GDI 

VT 015 856 

TAU6f HOWARD 

FUU2AME\TAL SKILLS IN T^E CLIMCAL 
LASO^ATOPY* UMT 1: S^ECI^-E-s ^ROC-SSING. 
INST«UCTCR«S GUIDE. 

CALIFORNIA UNIV., LJS ANGELAS. OIV. OF 
VOCATIONAL EDUCATION. 

OFFICE OF ECUCATION (DHEW)f WASHINGTON. D.C. 
BUREAU CF RESEARCH 
MF AVAILABLE IN VT-EPIC SET. 
THE *iEGENTS, UNIV. HF CALIF., OIV. OF 
VOCATIONAL EDUCATION* ALLIEO HEALTH 
PROFESSIONS PcnjECT, 1003 WILSHIkF dLVD., 
SANTA MONICA, CALlF. 90401 tCHECKS PAYABLE TO 
•THE REGENTS, UNIVERSITY OF CALIFORNIA %Z.O0) 
PUe DATE - FER72 SIP. 

OESCKIPTCRS - ^TEACHING GUIHES; *UNITS OF 
STUDY ISUaJECT FIELDS); *HEALTH OCCUPATIONS 
EDUCATION; *INDI VIOUALIZED CUR»^ICULUM; 
♦LABOPATCftY TECHNIQUES; CURRICULUM 
EVALUATION; RESQUPCE MATERIALS; EDUCATIONAL 
OBJECTIVES; TESTING; BASIC SKILLS; TEACHING 
PRGCEDUJ^ES; INSTRUCTIONAL MATERIALS 
IDENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS 

ABSTRACT - THE INSTRUCTIONAL GUIDE FOR A , 
SEMESTER-LENGTH COURSE ON BASIC LABORATORY 
SKILLS REQUIRED FOR ENTRY LEVEL POSITIONS IN 
CLINICAL HEALTH OCCUPATIONS INCLUDES A 
SECTION ON INOIV lOUAL IZEO INSTRUCTION IN A 
••MODULAR" APPFOACH AND METHODS OF PROGRAM 
EVALUATION. AN OUTLINE FOR A UNIT OF STUDY UN 
SPECIMEN PROCESSING DEALS WITH DRAWING 3L0QD, 
AND HANDLING AND COLLECTING CLINICAL 
SPECIMENS, IN AOOITICN TO PROVIDING TEACHING 
SUGGESTIONS. FACH SUB-UNIT SPECIFIES A TARGET 
GROUPf NEEDED MATERIALS AND EQUIPMENT, 
GENERAL 'AND SPECIFIC PERFORMANCE OBJECTIVES, 
AND REVIEW QUESTIONS. A WIDE RANGE OF SAMPLE 
STUDENT AND TEACHER MATERIALS INCLUDES A 
PROGRAM OUTLINE* EVALUATION FORMS, VISUAL 
AIDS, AND ANSWER KEYS FOR PERFORMANCE TESTS 
AND REVIEW QUESTIONS. THIS TEACHING GUIDE, 
OEVFLOP'ED AS A RESEARCH REPORT OF THE ALLIED 
HEALTH PROFESSIONS PROJ|f?CT AIDED BY A 
NATIONAL TECHNICAL ADVISORY COMMITTEE* IS 
INTENDED FOR USE WITH A STUDENT MANUAL, 
AVAILABLE AS VT 016 13<t IN THIS ISSUE. (AG) 

VT 015 878 

CAREER ORIENTATION* GRADES 7, R, AND 9<i 
WYOMING OCCUPATIONAL RESOURCE KIT, 

WYOMING STATE DEPT. OF EDUCATION* CHEYENNE. 
OFFICE OF EDUCATION <DHEW)* WASHINGTON, O.C. 
MF AVAILABLE IN VT-ERIC SET. 
0EC-T1-0519(361) 
CVTE-000314-X-CCEM 

PUB%0ATE - 71 352P.PAES COLLECTION 

DESCRIPTORS - ♦CAREER EDUCATION; *JUNIOR HIGH 
SCHOOLS; *CAREER PLANNING; »OCCUP AT lONAL 
GUIDANCE; ♦TEACHING GUIDES; INTEGRATED 
CURRICULUM; BIBLIOGRAPHIES; DEVELOPMENTAL 
PROGRAMS; SELF EVALUATION; LEARNING 
ACTIVITIES; SUPPLEMENTARY READING MATERIALS; 



^ = SLt'f ct y^nti- 1 als 

lLt%TlfIf^^S - SELF AWA-.e^iESS; CAREER 
A«Af^fcNi::.$; C;^f-EER oKlENTAfrCTN------^^^^^^ 

irST^ACT - This CCMPREhENS I V E EXEMPLARY^-- . 
CAPtE? PLAf-MtG GUIDE OFFERS OCCUPATIONAL 
GUlL^NCt if. G*"Ai:ES 7, 8, AMJ S AS PART OF A 
CAfvcth tlUCATIGN PFOGRA** REVISED FROM 
niKL^M, CALIFORNIA* MATERIALS DEVELOPED 
UNCtI- £ TITLt I £LEMENTARY SECONDARY 
EDtC^TUK ACT (ESrA) GRANT. TEACHING 
PKcCt ULK fcSt LtARMNG ACTIVITIES, AND RrSCUPCfc 
MATEfULS UPltMcNT THE OBJECTIVES FOR THESE 
iriTtCf^/T£C bEVELOPMENTAL CURRICULUMS, WHICh 
FvlCUS CN Sfc LF-APPRAI SAL* GENERAL VQCATICNAL 
INrOJ-NAT ION, Ih'O INVESTIGATION OF SPECIFIC 
CAiiEErS. PKLCtDURES FOR PRELIMINARY PROGRAM 
PL/.\r.IfsO AKt SPECIFIED. A WIDE RANGE CF 
RESCLhCE MATEMALS INCLUDES STUDENT 
WCf^NShbtTSf SUPPLEMENTARY READING MATERIALS, 
VOC/ifcULAKV LISTS, TRANSPARENCIES, AND CARtfcR 
iNFChH^TIOr, SHEETS. A BIBLIOGRAPHY IS 
PKtVlLti; FCh THE TEACHING GUIDE. (AG) 

VT 015 880 ED 065 67^ 

'HO^t ECONCMCS OCCUPATIONS. AN EXPLGRATCRY 
UNIT. 

natGlN STATC bCARD OF EDUCATION, SALEM. DlV. 

CF CCM^UMTV COLLEGES ANO CAREER EDUCATION. 

EJkS price HC-43.29. 

PUB LATE - 71 5eP. 

DESCf- iPTCf-S - ^CAREER EDUCATION; HOME 

eclncmics education; *occup at lona l 
infcfmatkn; ^resource units; *concept 

TEAChlfG; EDUCATIONAL OBJECTIVES; 

lNi>TF UOT ICNAL MATERIALS; SECONDARY GRADES; 

SELF CCNLEFT; EMPLOYMENT QUALIFICATIONS; 

TEACHING TtChMQUES; ♦TEACHING GUIDES: 

VQCATICNAL HLME ECONOMICS 

IDtNTIFIERS - ♦CAREER EXPLORATION 

ABSTRACT • FESULTING FROM A SERIES OF 
WCKKShLPS FOR LOCAL TEACHERS HELD IN APRIL 
196fc, THIS f<ESOURCE UNIT PROVIDES GUIDELINES 
FOK TEACbtFS WHO PLAN TO EXPLORE THE WORLD OF 
WORK Ih THEIP PROGRAMS. DEVELOPED FOR USE IN 
GRADES 7-lC, THE UNIT OUTLINES THE TEACHING 
OF SIX KAJGR CONCEPTS: <!) WORLD OF WORK* (2) 
SELF CCNCEPT CF WORK, (3J PERSONAL GROOMING 
AND HEALTH, <4J REQUIREMENTS FOR WORKING* (51 
DUAL RCLE CF WOM^N, AND (6) HOME ECONOMICS 
ORIENTED OCCUPATIONS. ALSO INCLUDED ARE 
EDUCATIONAL GCAL5 AND CONCEPTS, LEARNING 
eXPEFIENCES, AND GENER AL UAT I ONS . APPENDED 
ARE A FORKING VOCABULARY FOR THE UNIT AND 
SAMPLE STULENT REACTION FORMS. (JS) 

VT 015 946 

COOPERATIVE BUSINESS EDUCATION. COURSE . 
OUTLINE. AUTHORIZED COURSE OF INSTRUCTION f^R 
THE QUINKESTEK PROGRAM. 

DACE COUNTY PUBLIC SCHOOLS, MIAMI, FLA. CIV. 
OF VOCATIONAL, TECHNICAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE 71 61P. 

DESCf^IPTCRS - *COOPERATIVE ECUCATION; 
♦BUSINESS education; ♦UNITS OF STUDY (SUBJECT 
FIELDS); TEACHING TECHNIQUES; BIBLIOGRAPHIES; 
INSTRUCTIONAL INNOVATION; *MONEY MANAGEMENT; 
BEHAVIORAL OBJECTIVES; BUDGETING; 
UNEMFLCYMENT INSURANCE; WORKMANS 
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CO»'?Ef;SATIQN.; INSTRUCTIONAL MATERIALS; 
INSURANCE P«?OGRAMS; TAXES; PARLIAMENTARY 
PROCEDURES; COU^^SE OESC^ I PT IONS; YOUTH CLU3S 
IDENTIFIERS - ECOMOMIC AWA9ENESS 

ABSTRACT - THESE TWO UNITS OF STUDY HA<E UP 
45-HDUR COURSE OUTLINES IN COOPERATIVE 
BUSINESS EDUCATION, ONE COVERING ?>EkSONAL 
BUDGETING AND FINANCE, AND THE OTHER 
INTPODUCING The STUDENT TO COOPERATIVE 
VOCATIONAL EDUCATION PROGRAMS. BOTH COURSES 
REOUIPE PRIOR ACCEPTANCE INTO THE COOPERftTlVE 
BUSINESS EDUCATION PROGRAM FOR DADE COUNTY. 
DEVELOPED BY INSTRUCTIONAL AND SUPERVISORY 
PERSONNEL. AN ADVISORY COMMITTEE, AND ThE 
VOCATIONAL TEACHER EDUCftTlON SERVICE, THE 
UNITS HAVE BEEN APPROVED BY THE DADE COUNTY 
VOCATIONAL CURRICULUM COMMITTEE, THE MONEY 
MANAGEMENT COURSE INCLUDES INFORMATION ON 
SOCIAL SECURITY, UNEMPLOYMENT INSURANCE, 
WORKMEN'S COMPENSATION, INCOME TAX, AND 
INSURANCE. THE VOCATIONAL EDUCATION COURSE 
DISCUSSES THE PROGRAM BACKGROUND, THE 
VOCATIONAL EDUCATION CLUBS, AND PARLIAMENTARY 
LAW. TEACHING TECHNIQUES FOR THE UNITS 
INCLUDE CLASS DISCUSSIONS. LECTURES, 
DEMONSTRATIONS, RESOURCE SPEAKERS. AND THE 
USE OF AUDIOVISUAL AIDS. A BIBLIOGRAPHY AND A 
SAMPLE POST TEST WITH AN ANSWER KEY COMPLETE 
EACH UNIT. EACH UNIT CONTAINS GENERAL AND 
SPECIFIC PERFORMANCE OBJECTIVES, A CURRICULUM 
DESCRIPTION, AND A LIST OF SUBTOP IC S GI V I NG 
SUGGESTED CLASSROOM HOURS. (AGI 

VT 015 947 

DIVERSIFIED COOPERATIVE TRAINING. COURSE 
OUTLINE. AUTHORIZED COURSE OF INSTRUCTION FOR 
THE OUINMESTER PROGRAM. 

DADE COUNTY PUBLIC SCHOOLS, MIAMI, FLA. DIV. 
OF VOCATIONAL, TECHNICAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
**U8 DATE ^ 71 TOP. 

DESCRIPTORS - ^COOPERATIVE EDUCATION; 
♦VOCATIONAL EDUCATION; GRADE U; GRADE 12; 
♦INDIVIDUALIZED INSTRUCTION; BEHAVIORAL 
OBJECTIVES: TEACHING TECHNIQUES; OCCUPATIONAL 
CHOICE; VOCATIONAL INTERESTS; INSTRUCTIONAL 
AIDS; SKILLED OCCUPATIONS; ♦INDUSTRIAL 
education; business education; PROGRAM 
DESCRIPTIONS; LEARNING ACTIVITIES 
IDENTIFIERS - CAREER AWARENESS; ECONOMIC 
AWARENESS; BEGINNING COMPETENCE 

ABSTRACT - THESE THREE UNITS OF STUDY MAKING 
UP 45-HOUR INTRODUCTORY COURSES FOR GRADES 11 
AND 12 IN COOPERATIVE VOCATIONAL EDUCATION 
INCLUDE AN OVERVIEW OF OCCUPATIONS IN 
BUSINESS AND INDUSTRY FOR USE WITH THE COURSE 
CN THE HISTORY AND CONCEPTS OF VOCATIONAL 
EDUCATION AND A MORE ADVANCED COURSE 
OUTLINING STEP-BY-STEP TRAINING PROGRAMS FOR 
INDIVIDUALIZED JOB INSTRUCTION. THIS COURSE 
ON OCCUPATIONAL SKILLS SPECIFICALLY RELATES 
CLASSROOM TRAINING TO ON-THE-JOB EXPERIENCE. 
DEVELOPED BY INSTRUCTIONAL AND SUPERVISORY 
PERSONNEL, AN ADVISORY COMMITTEE, AND THE 
VOCATIONAL TEACHER EDUCATION SERVICE, THE 
UNITS HAVE BEEN 'approved BY THE DAOE COUNTY 
VOCATIONAL CURRICULUM COMMITTEE. TEACHING 
TECHNIQUES INCLUDE nOLE PLAYING, LECTURES, 
DISCUSSIONS, DEMONSTRATIONS, AND THE USE OF 
AUDIOVISUAL AIDS. INDIVIDUAL PROJECTS, FIELD 
y^iPS, AND BUZZ SESSIONS ARE ALSO SUGGESTED. 



EACH CCijRSt CONTAINS A CURRICULUM 

QcSCf. IFT ICN, PREFACE, GENEf^AL AND SPECIFIC 

PERFCRMANCE CfcJECTIVES, A BIBLIOGRAPHY ANC A 

SAMPLE PCST TEST klJH AN ANSWER KEY. THE UNIT 

SUbTCPlCS GIVE SUGGESTFJ TIME ALLOTMENTS. 

(AG) 



VT 015 946 

INCUSTPIAL APIS. TENTATIVE COURSE OUTLINE. 
AUTHCkIZEL course of INSTRUCTION FOR THE 
OUINPESTER PRCGRAM. 

DADE CCUNTV PUBLIC SCHOOLS, MIAMI, FLA. CIV. 
OF VCCATIG^AL, TECHNICAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUb CATE - 71 622P. 

DESCRIFTCR5 - *INDUSTRIAL EDUCATION; 
♦ INDUSTRIAL Af-TS; *UNITS OF STUDY ISUbJECT 
FIELLSJ; ACTIVITY UNITS; BIBLIOGRAPHIES; PCST 
TESTS; EEHAVICRAL OBJECTIVES; RESOURCE 
MATEFIALS; *CCURSE DESCRIPTIONS; 
INSTRUCTIONAL INNOVATION; *EXP£R IMENTAL 
curriculum; graphic ARTS; CAREER PLANNING; 
METALS 

IDENTIFIERS - CAREER AWARENESS; BEGINNING 
competence; i^CODWORKlNG; ELECTRICITY; 
MANUFACTURING 

ABSTRACT - THESE 30 TENTATIVE UNITS OF STUDY 
MAKING UP COURSES IN VOCATIONAL, TECHNICAL, 
OR ADULT EDUCATION FOR AN INDUSTRIAL ARTS 
PRCGPAK present A VARIETY OF ACTIVITIES IN 
SUBJECTS SUCH AS METALS, WOODWORKING, 
ELECTRICITY, MANUFACTURING, AND GRAPHIC ARTS. 
SIX UNITES DISCUSS CAREERS INVOLVING 
INDUSTRIAL SKILLS, SUCH AS CONTRACTOR AND 
ARCHITECT. IMKOVATIVE TOPICS INCLUDE 
INDUSTRIAL ^lELD TRIPS, HOME REPAIRS, DESIGN, 
DESCRIPTIVE GEOMETRY, AND OFFSET PHOTOGRAPHY. 
BEGINNING. INTERMEDIATE, AND ADVANCED TOPICS 
IN EACH ^AJOR INDUSTRIAL ARTS AREA ARE 
INCLUDED. ThE UNIT TIME SPANS ARE GENERALLY 
45 SEPARATE CLASSROOM HOURS, FI/E TIMES 
WEEKLY FCR MNE WEEKS, BROKEN DOWN INTO 
SUGGESTED TIME ALLOTMENTS FOR EACH ACTIVITY. 
P8EPAREt) BY TEACHERS FROM DADE COUNTY, 
FLORIDA. AND SUBMITTED BY AN INDUSTRIAL ARTS 
CONSULTANT, EACH SEPARATE COURSE OUTLINE 
INCLUDES A CURRICULUM DESCRIPT iCfN, PREFACE, 
GENERAL AND SPECIFIC PERFORMANCE OBJECTIVES, 
AND UNIT PREREQUISITES. SAMPLE POST TESTS AND 
BIBL ICGRAPHIES ENRICH THE ACTIVITY UNITS. 
(AG) 

VT 015 949 

COOPERATIVE HEALTH OCCUPATIONS EDUCATION. 
COURSE OUTLINE. AUTHORIZED COURSE OF 
INSTRUCTION FCR THE UUlNMESTER PROGRAM. 

DADE CCUNTY PUBLIC SCHOOLS, MIAMI, FLA. CIV. . 
OF VOCATIONAL, TECHNICAL AND AbULT EDUCATION.^ 
MF AVAILABLE IN VT-ERIC SET. 
PUB LATE - 71 97P. 

DESCRIPTCRS - ♦COOPERATIVE EDUCATION; ♦HEALTH 
OCCUPATICNS ECUCATION; HE AL TH ' SERV I C ES ; 
♦UNITS OF STUDY (SUBJECT FIELDS); BEHAVIORAL 
OBJECTIVES; BIBLIOGRAPHIES; POST TESTS; 
ANSWER KEYS; T EACHING TECHNIQUES ; COURSE 
DESCRIPTIONS; GRADE 12; ♦CAREER CHOICE; 
INSTRUCTIONAL MATERIALS; SECONDARY GRADES; 
DRUG ADDICTION; STUDENT CENTERED CURRICULUM; 
LEARNING ACTIVITIES 

IDENTIFIERS • ATTITUDES APPRECIATIONS; CAREER 
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ABSTR/. ""neSE FOaP UMTS OF STUDY ^AK^ 

A5-H0U- .-SES 5 H0US5 WEtKl.Y FOR 9 wc^fCS. 
IN COCPef^ATIVE H€ALTH OCCUPATIONS EOUCATIGN, 
INCLUDING AN INT«00UCT0PY SURVEY CF THE 
HEALTH St- VICE FIELD, A STUDY OF PHYSICAL 
ACOrCTlGN iS IT RELATES TO Th^ PE f^SONAL IT Y , 
AN n^IEN'TATION TO VOCATIONAL HEALTH, AND 
INFORHATICN CU CCMMUNITY HEALTH AGENCIES AND 
HEALTH SERVICES. TWO OF ThESE OUTLIMES, WHICH 
wErE developed BY INSTRUCTIONAL AND 
SUPERVISORY PERSONNELf AN ADVISORY COMMITTEE, 
AND THE VOCATIONAL TEACHER EDUCATION SERVICE* 
WITH THE APPROVAL OF THE DAOE CDJNTY 
VOCATIONAL CURRICULU*^ COHMlTTEEf LIMIT COURSE 
ENROLLMENT TO Gfi ADE 12 STUDENTS AT LEAST lb 
YEARS OLD. A VARIETY OF TEACHING TECHNIQUES 
FOR THE UNITS INCLUDE DISCUSSIONS* LECTURES* 
RESOURCE SPEAKERS, FIELD TRIPS* ORAL REPORTS, 
STUDENT RESEARCH, AND USE OF AUDIOVISUAL 
AIDS. BIBLIOGRAPHIES AND SAMPLE POST TESTS 
WITH ANSWER KEYS ENRICH THE STUDENT CENTERED 
INSTRUCTIONAL OUTLINES. EACH COURSE CONTAINS 
A CURRFCULU*^ DESCRIPTION* PPEFACEf GENERAL 
AND SPECIFIC PERFORMANCE OBJECTIVES, AND UNIT 
PREREgUlSITES. < AG) 

VT 015 952 

INDUSTRIAL ELECTRONICS. COURSE OUTLINE. 
AUTHORIZED COURSE OF INSTRUCTION FOR THE 
QUINMESTER PROGRAM. 

DAOE COUNTY PUBLIC SCHOOLS, MIAMI, FLA. DIV. 
OF VOCATIONAL, TECHNICAL AND ADULT EDUCATION. 
MF AVAILABLE IN VT^ERIC SET, 
PUB DATE - 71 203P. 

DESCRIPTORS - *INDUSTf<IAL E1?;CATI0N; 
INDEPENDENT STUDY; »TEACHING GUIDES; TEACHING 
TECHNIQUES; CURRICULUM GUIDES; INSTRUCTIONAL 
aids; POST TESTING; ANSWER KEYS; 
BIBLIOGRAPHIES; ELECTRIC CIRCUITS; 
♦ELECTRONICS; *COURSE DESCRIPTIONS; »UNITS OF 
STUDY (SUBJECT FIELDS) 
IDENTIFIERS - BEGINNING COMPETENCE; 
LABORATORY EXPERIMENTS; BEHAVIORAL OBJECTIVES 

ABSTRACT - THIS COURSE OUTLINE PROVIDES SEVEN 
SEPARATE UNITS IN INDUSTRIAL ELECTRONICS ON 
BEGINNING AND ADVANCED LEVELS FOR ELECTRONIC 
SYSTEMS, ELECTRICITY, AND ELECTRICAL 
CIRCUITS. DEVELOPED BY INSTRUCTIONAL AND 
SUPERVISORY PERSONNEL IN ELECTRONICS, AN 
ADVISORY COMHITTEE, AND THE VOCATIONAL 
EDUCATION TEACHER SERVICE, WITH THE APPROVAL 
OF THE DADE COUNTY VOCATIONAL CURRICULUM 
COMMITTEE, THE UNITS INCLUDE COURSE 
DESCRIPTIONS, PREFACES, GENERAL AND SPECIFIC 
PERFORMANCE OBJECTIVES, BIBLIOGRAPHIES, AND 
POST TESTS WITH ANSWER KEYS. RELATED 
LABORATORY EXPERIMENTS ARE COVERED* TEACHING 
TEliHNIQUES EMPLOYED FQR THE UNITS INCLUDE 
DEMONSTRATIONS, LECTURES, LABORATORY 
ASSIGNMENTS, AND THE USE OF AUDIOVISUAL AIDS. 
MOST UNITS SPECIFY THEIR COURSE LENGTH AS 135 
CLASSROOM HOURS, BROKEN DOWN INTO TIME 
ALLOTMENTS FQR EACH TOPfCe INDEPENDENT STUDY 
IS OFFERED AS A COURSE TO THOSE STUDENTS 
WISHING TO SPECIALIZE IN A PARTICULAt^ AREA OF 
ELECTRONICS* (AGI 

VT 015 958 

^'"EER DEVELOPMENT ACTIVITIES FOR 
> ir^ADVANTAGEO ELEMENTARY CHILDREN IN THE 



tLE^'t \TAf.y SCi-CCLS^ I N5TK uCT I CNAL MATERIAL- 
^ESCbPCt cCLk. 

BCksLiNG G'r-.^iK STATE UMv., OHIO. DEPT* Cf 
INuOSTj-IAL rDLCATlON ANiJ TtCHNOLOGY. 
GHiO bTATt LtPT. OF EL.UCATICN, CILUMbUS. T IV . 
OF VCC^TICLAL cCUCATICN 

AVAlLAblE IN VT-EJ5IC SET. 
PUD LAJL ' NO 231P. 

DESCP iPTCJiS - »VOCATIQNAL DEVELOPMENT; ♦SToDY 
GUIDES; WOkKSHEtTS; SELF CONCEPT; ♦?itSQURCt 
GUIDES; *LfcAf.ulNG ACTIVITIES; ELEMENTARY 
GRALES; *GISADVANTAGED YOUTH; EVALUATION 
TEChMlUES; TEACHING PROCEDURES; SERVICES; 
INSTRUCTIONAL MATERIALS; BEHAVIORAL 
ObJECTIVfcS; CAREER EDUCATION; VISUAL AIDS 
IDLNTIFIEI^S - SELF AV^ARENESS; CAREER 
Ai^ARENESS 

ABSTJ^ALT THIS SPIRAL-30UND RESOURCE GJlTb 
FOR LiSAtVANTAGED CHILDREN IN ThE ELEMENTARY 
GkACFS Pf^GVlLES STUDENT WORKSHEETS FOR CAREER 
DEVELOJ-KENT LEARNING ACTIVITIES. GROUPED BY 
P-^IMAPY AND INTERMEDIATE GRACE LEVELSt ThE 
ACTIVITIES LEAL wiTH CAREER EDUCATION IN 
GENERAL AS WELL AS VOCATIONS RELATED TQ GCGDS 
AND StRVlLtS SPECIFICALLY. DEVELOPED BY 16 
ELEMENTAFY SCHOOL TEACHERS OF DISADVANTAGED 
CHILLKEN AT A 5-WEEK INSTITUTE, THIS UNIT 
INCLUDES GENERALIZATIONS, TIME ALLOTMENTS, 
BEHAVIORAL OBJECTIVES, MATERIALS L^STS, AND 
TEAtHirG PPCCEDURES FOR THE ACTIVITIES. LINE 
OIAGPAKS AM PICTURES ILLUSTRATE THE TEXT. 
SU&GtSTICNS FOR RESOURCES AND STUDENT 
EVALUATICN ^KE GIVEN. <AG) 

VT 015 9^3 

AUTO .ASStMtLY JOBS. WORLD OF WORK. 

WISCCNSI^ STATE DEPT. OF INDUSTRY, LABOR AND 

HUMA^ FELATICKS, MAD I SON. ; WI SCONS I N STATE 

EMPLCYKEfT SERVICE, MADISON. OCCUPATIONAL 

ANALYSIS FIELD CENTER. 

MF AVAILABLE IN VT-'ERIC SET. 

SER-tO-12-71-WS-3176 

PUfc DATE - ND 67P. 

DESCf<lPTCR5 - PAMPHLETS; *OCCUfPAT ION AL 

information; career opportunities; vocational 
educatil^; indexes (locaters); photographs; 
*pkocuction technicians; ^assembly 
(manufacturing); *motor vehicles; industrial 
education; manufacturing 
identifiers - career awareness 

abstract - this booklet describes production 
line jobs found in the assembly d i vi si on of 
automobile manufacturing, mo discusses the 
history cf the autdmob ile , jobs in a small 
assembly plant, and career opportunities in 
the field. developed by vocational educators 
and leaders in industry, the pamphlet 

INCLUDES A JOB INDEX KEYED TO THE DICTIONARY 
OF OCCUPATIONAL TITLES AND A CAREER LADDER 
DIAGRAM. PHOTOGRAPHS AND CHARTS ILLUSTRATE 
THE TEXT. (AG) 

VT 015 9M 

SIGNALMAN 3 AND 2. NAVY TRAIMENG COURSE. 

DEPARTMENT OF THE NAVY, WASHINGTON, O.C. 
BUREAU CF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPERS-10135-C 
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PRIMING CfFlCt, •^ASHlNr,TO%, D.C. 20^02 

(STOCK r,c o^aa-039-oioaj 

PU=^ DATF - 66 176P. 

DESCKIPTWS - *TELECr^MUNlCATION; RcAOING 
MATERIALS; *STUQY GUIOHS; CtSOURCE MATE^ilALS; 
VOCATIPNAL GtVEtCPMENT; *VGCATIQNAL 
cUUCATlON; **ILITAf?Y PERSONNEL; GOVE^NM^MT 
<AL»-INISTkATI VE BCDYI ; *TEChMCAL 
OCCUPATIONS; VISUAL AlOS; *«ILITAPy TliAlNiNG 
IDENTIFIEPS ~ SIGNALVA%; CA^eER AWA^^ENtSS; 
cOUCATIONAL AWAHcNe'^S 

ABSTPACT - THIS BOOK, AS A STUDY GUIDE fOP A 
NAVY TRAINING CCUrSE, CONTAINS BASIC 
INFPRMATION NEEDED TH MEET THE TECHNICAL 
REwUlRE^^ENTS PGR ADVANCEMENT TQ SIGNALMAN 3 
AND SIGNALMAN 2. WRITTEN FOR ENLISTED 
PERSONNEL OF THE U.S. NAVY AND NAVAL RESERVE, 
THE GUIDE PROVIDES MANY LINE DIAGRAMS, 
CHARTS, PHOTOGRAPHS, AND OTHER VISUAL AIDS* 
PROCEDURES FOR TPiNSMlTTING MESSAGES, THE USE 
OF FLAGS, AND NAVIGATIONAL And WATCH-STANDING 
DUTIES ARE DESCRIBED. THE APPENDIXES INCLUDE 
A RESOURCE LIST AND DPILL MATERIALS. AN INDEX 
IS PROVIDED. (AG) 

VT 015 965 
DAY, ALBERT M. 

MAKING A LIVING IN CONSERVATION. A GUIDE TO 
OUTDOOR CAREERS. 

STACKPOLE BOOKS, HARRISBURG. PA. 
DOCUMENT NOT AVAILABLE f^ROM EDRS. 
CVTE-X00691-X-CCEM 

PHYLLIS C. BLOCKI, THE STACKPOLE COMPANY, 
CAMERON AND KELKER STREET, HARRISBURG, PA. 
17105 ($3,951 

PUB UATE 7 71 97P.PAES COLLECTION 

DESCRIPTORS « NATURAL RESOURCES; SECONDARY 
GRACES; *CONSERVAriON EDUCATION; *RESOURCE 
GUIDES; *OCCUPATiaNAL INFORMATION; *CAREER 
EDUCATION; C ARE ER 0 PPDRTUN IT I ES ; OCCUPATIONAL 
CHOICE; ^OUTDOOR EDUCATION; RESOURCE 
MATERIALS 

IDENTIFIERS « CAREER AWARENESS; ECONOMIC 
AWARENESS 

ABSTRACT - THIS RESOURCE GUIDE ON OUTDOOR 
CAREERS PROVIDES DETAILED OCCUPATIONAL 
INFORMATION ON A WIDE VARIETY OF CAREER 
OPPORTUNITIES IN CONSERVATION, SUCH AS 
FORESTRY, OCEANOGRAPHY, AND ENVIRONMENTAL 
HEALTH. SALARY RANGES, EMPLOYING AGENCIES, 
AND EDUCATIONAL REQUIREMENTS ARE GIVEN IN THE 
BRIEF JOB DESCRIPTIONS. RESOURCE MATERIALS 
INCLUDE A LIST OF POST-SECONDARY INSTITUTIONS 
OFFERING DEGREES IN CONSERVATION-RELATED 
AREAS AND ADDRESSES TO WRITE TO FOR FURTHER 
VOCATIONAL INFORMATION. (AG) 

VT 015 979 

TEACHER GUIDE. VOCATIONAL GUIDANCE. 

. N.E. WISCONSIN IN-SCHOOL TELEVISION, GREEN 
BAY, WIS. 

MF AVAILABLE IN VT-ERIC SET. 
CVTE-002D06-X-CCEM 

PUB DATE • NO 68P.PAES COLLECTION 

DESCRIPTOR'S • *SECONOARY GRADES; 
♦OCCUPATIONAL GUIDANCE; ♦TEACHING GUIDES; 
y OURCE MATERIALS; CLASS ACTIVITIES; 



*I\STrbCTlONAL telcvisign; *PR0GRAM 
T'ESCKIPT ICNS; VCCATJCNAL UEVELCPMENT; C&^^^^ 
CHCICt: CAFEEfi EDuCATICN; OCCUPATIONAL 
I^FCff AT IGN 

ILiENTIFIE^S - SELF AWARENESS; CAREER 
iiiA*. tNE S S 

AoST^ACT - This TENTATIVE TEACHING UNIT CN 
VGCATKN/L GUIDANCE FQR THE SECONDARY GRACES 
BY >EAf.S Of INSTRUCTIONAL TELEVISION PROGRAMS 
WILL bL LSfcFUL T3 TEACHERS AND COUNSELORS 
AOVISI^G STULENTS ABOUT CAREER CHOICE. EACH 
LESSCN PLAN CONTAINS A PROGRAM SUMMARY, 
SUGGf STICKS FCR PREPARATORY CLASS ACTIVITIES, 
ANC ILEAS FCi^ "FOLLOW-UP*' ACTIVITIES, A 
DETAItED Pf-CGf AM RATIONALE AND RESOURCE LISTS 
FOR EACH LESSGN COMPLETE THE GU'OE. DEVELOPED 
BY A STfcEf-lNG CCMMITTEE AND SUBJECT AREA 
ACVISCfY CCf-^ITTEES, THESE INSTRUCTIONAL 
PRCGfAKS Wtf-E USED DURING THE FIRST AND 
SECLf.C SEMESTERS OF THE 1971-1972 SCHOOL 
YEA8. (AG) 

VT 015 987 

PRCGFAf' LEVELOPMENT FOR DISADVANTAGED 
STUDENTS IK VCCATIONAL EDUCATION. SUMMARY 
REPOf'T CF IS70 SUMMER PROGRAM. 

OMAH^ PU6HC SCHOOLS, NEBR. DEPT. OF 
VOCATICN^L ANC ADULT EDUCATION. 
MF AVAILABLE JN VT^ERIC SET. 
PUfi DATE - AUG70 41P. 

DESCJ-IFTCRS - ♦DISADVANTAGED YOUTH; *COURSE 
DESCPIFT ICNS; ♦PROGRAM DEVELOPMENT; *UNITS OF 
STUDY (SUBJECT FIELDS); CHECK LISTS; 
BEhAVIORAL OBJECTIVES: EVALUATION CRITERIA; 
♦VOCATIONAL EDUCATION; DELINQUENT 
IDENTIFICATION; DROPOUT IDENTIFICATION: 
INDUSTRIAL EDUCATION: APPLIANCE REPAIRING; 
HOME FURNISHINGS 

IDENTIFIERS - EDUCATIONAL AWARENESS: 
BEGINNING CCKPETENCE: ATTITUDES APPRECIATIONS 

ABSTRACT - THIS PROJECT REPORT OF A 1970 
SUMMER PKOGRAMt INTENDED TO AID EARLY TEACHER 
IDENTIFICATICK OF C 1 S ADVANTAGED STUDENTS AND 
TO PREPARE INSTRUCTIONAL MATERIALS AND 
PROCEDURES FCR USE BY DISADVANTAGED STUDENTS 
IN VCCATICNAL EDUCATION, PROVIDES A BASIS FOR 
FURTHER EXPANSION OF MATERIALS IN THIS AREA. 
A TWC-PAGE CHECKLIST OF GEN:..AL ANO SPECIFIC 
CHAF<ACTERISTICS CONTRIBUTING TO 
IDENTIFICATICN OF THE DISADVANTAGED STUDENT 
HAS BEEN EVOLVro. VOCATIONAL EDUCATION UNITS 
WITHIN SPECIFIC INSTRUCTIONAL AREAS IN 
AGRICULTURE, BUSINESS ANO INDUSTRY, OFFICE 
OCCUPATICNS, AND HOME ECONOMICS ARE BRIEFLY 
OESCRIBEC. SLIDE-TAPE PRESENTATIONS 
CONSTITUTE THE MAJOR TEACHING APPROACHES. 
SUGGESTED TEACHING ACTIVITIES ANO OPTIONS ARE 
LISTED WITHIN EACH SHORT UNIT OUTLINE. A MORE 
DETAILED INDUSTRIAL EDUCATION UNIT INCLUDES 
GENERAL ANC SPECIFIC GOALS AND OBJECTIVES 
INVOLVING STUDENT PERFORMANCE OF HOME 
MAINTENANCE TASKS, WITH ACTIVITIES RELATED TC 
THE ^UPKEEP OF FURNITURE AND ELECTRICAL 
APPLIANCES. COMMENTS BY THE 11 MEMBERS OF THE 
••PROJECT 22" COMMITTEE ARE INCLUDED. THE 
PROJECT GFCUP CONSISTED OF AN ASSISTANT 
SUPERINTENDENT, A SUPERVISOR, A PROJECT 
LEADER, AND OTHER EDUCATORS IN VOCATIONAL 
EDUCATION. (AG) 

VT 015 988 
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EDJCi.Ti:\. 

MlS-/tLLEY ARtA V~CATir\AL CENTER, -'APlE 
/iVAlUASLE ir: vT-Ei<IC SET. 
ME-tDIT^ ^OACSf *^APLE PA-K, ILL, 60161 
PU3 DATE - T2 75P. 

DESC = IPTC«S - ^^ElE^ENTA^^Y GRADES; ^VOCATIONAL 
fcOJCATlON; BOOKLISTS; B I ^LI OGnAPH I t S ; 
♦ COMMUNITY J^ESOUkCES; 9l:HAVlOnAL fTBJcCTIVES; 
LEARNING ACTIVITIES; SECONDARY G^^ADES; 
*K£SOUf'CE GlJlL'^S; ^RESOURCE MATERIALS; 
PE^E^ENCE "^ATECIALS; I NSTPUCT I ONi L AICS; 
INSTRUCTIONAL FILMS; flELD TRIPS; LETTERS 
tCrmScESPONDENCE) ; OCCUPATIGNAL I \FQJ^*<AT I ON ; 
HUMAN f«ES:!UPCtS 

ICGnTIFIE^S - CAREER AhA^ ,FSS 

AQSTi^ACT - ^^EPPFSENT ING A UMFIHO COLLECTION 
OF VOCATIONAL EDUCATION RESOURCE HATEr.IALS 
AND ACTIVITIES P A^^T I CUL AP LY GEA^EO FOP THE 
ELEHENTAPY GRADESt THIS IDEA GUIDE FROM THE 
FIVE MID-VALLEY AQEA SCHOOL DISTRICTS WILL BE 
REVISED YEAPLY THPOUGH TEACHEP FEEDBACK. 
THREE BROAD bEHAVlO^AL 05JECTIVE5 WITH 
COR^ESPUNOING ACTIVITY LISTS ARE PROVIDED FOR 
GPAOES K-3» GRADES <^-6>. AND JnADES 
GUIDELINES FOk FIELD TRIPS ^«^E PROVIDED AS 
WELL AS SAMPLE LETTEkS TO SEND TO PARENTSf 
OTHER RESOURCE PEOPLEt BUSlNESScS» AND 
INDUSTRY, ASKING FOR THEIR AID IN PROVIDING 
VOCATIONAL INFORMATION. A 15-PAGE 
OCCUPATIONAL LIST TO FILL IN WITH NAMES OF 
LOCAL RESOURCE PERSONS IS INCLUDED, AS WELL 
AS A 13-PAGE ANNOTATED LIST OF flLMSt FILM 
SOURCES, AND PUBLISHERS. A b I BL IQGRAPhY OF 
OCCUPATIONAL LITERATURE, USEFUL TO ELEMENTARY 
' SCHOOL LIBRARIANS, COUNSELORS, AND TEACHERS, 
LISTS 178 eCOKS ALPHAQ ET ICALL Y BY AUTHOR, AND 
INCLUDFS GRADE LEVELS TOGETHER WITH A RATING 
ANU CLASSIFICATION BY AN EVALUATOR. A LIST OF 
GOVERNMENT AGENCIES AND BUSINESSES USED AS 
RESOURCES AND A LIST OF BOOKS GROUPED 
ACCORDING TC SUBJECT COMPLETE THP 
BIBLIOGRAPHY. CAG) 

VT 016 008 

HEILMAN, CAS F.; GARDNER, RICHARD £• 
EXPLORATION IN CAREERS EDUCATION, CAREERS 
OPIENTED RELEVANT EDUCATION. 

SPRINGFIELD PUBLIC SCHOOLS, OREG. ;aREGON 
STATE UNlV.f CGRVALLIS. SCHOIL OF EDUCATION. 
MF AVAILABLE IN VT-ER IC SET. 
OEG-0-9-47021A-<»522 ( 085 I 
CVTE-000741-X-CCEM 

PUB DATE - 72 205P.PAES COLLECTION 

DESCRIPTORS - *CAPEER EDUCATION; 
♦OCCUPATIONAL CLUSTERS; SECONDARY GRADES; 
*STUDY GUIDES; *TEACHING GUIDES; STUDENT 
EVALUATION; BEHAVIORAL OBJECTIVES; LEARNING 
ACTIVITIES; TEACHING PROCEDURES; OCCUPATIONAL 
INFORMATION 

IDENTIFIERS - ♦QJXUPAT lONAL EXPLORATION; 
CAREER AWARENESST BEGINNING COMPETENCE 

ABSTRACT - THE MATERIALS IN THIS 2-PART 
PUBLICATION WERE DEVELOPED BY CAREERS 
'^'^•^lENTEO RELEVANT EDUCATION PROJECT STAFF AS 
fi-^RT OF A CAREER EXPLORATION PROGRAM IN 



C-£^:^ -ifLrCT Tht P*<:CEii> CF STAFF 

!%V-:LW<^bM ^f'O PR:.FESSiUNAL GROwTm NtCcSSAnV 

P'^Cr^i.ir CriA\G£, PAnT rjsc .3^SISTS Zf 
LEAr^I^& ^-AL^^GES jSE l\ INT^CDUCINS rl^^. 

SCnCCL STULENTS TC THE CaR£E-^ CtJSTE^ 
CJNCtFT* LE;.rriNG PACKAGES CuNTAlNiNo 
^jcr^AV 1C«- /I CcJECTlVtS, INF0R**ATIGN SHEETS, 
FltLC TF IP ntfJHT FORVS, ASSIGNMENTS, A%C 
P^ST Tf-STS A^t INCLUDED F JP ThE FuLLC^vING 
CCCurATIC\Al CLUSTERS: U3 HEALTH 
occur AT la.S, (2) MECHANICS, C3I FC«EST^Y, (v) 
^ETAlSf it) SECRETARIAL SERVICES, tb) 
MAj^ftTU.G, i-M. (7) AGRICULTURE. A LEARNING 
PACKAGE ttAtl^G WITH TASK ANALYSIS IS AtSC 
r-LLLLtt . ^-APT 1^0 CUNTAINS LEARNING PACKAGES 
OESlbr.tL ^C^ l"^A0€S 7 AND 6 KHICh STRESS ThE 
F',Li(^I\C- APtAS: il) BECOMJmG EMPLOYAbVE, IZ) 
MANAGEKtNT, Ar,J 13) OCCUPATIONS RELATED TO 
AkT, FCCCl \JT?.ITICN, AND CLOTHING AND 

TEXTlLtS. eACi- LEARNING PACKAGE CONSISTS CF: 
ID ^ TfcACHLK SECTION CJNTAlNlNb GENERAL 
INFC i- "^AT IbN, SUGGESTED STUutNT EVALU^TiOK, 
vEPtrfcfCE >*^TtMIALS, AND ANSWER KEYS, ANC 12) 
A STcDtNT SECT ILK' CONTAINING A PURPOSE, 
6EHAVlfKAL CEJtCTlVES, LEARNING ACTIVITIES, 
ANL P*^r ANC PCSTTE5TS. <S6I 

VT 016 010 

ALL AHCUM VCL. A.j ENVIRONMENTAL STUDY GUlCt. 

UFPiiM^E^T it THE INTERICK, WASHINGTON, L.C. 
BUREAU Cf LANt MANAGEMENT. 
MF AVAllAeLt IN VT^ERIC SET. 

SUi-EMNTlM^NT CF DOCUMENTS, U.S. GOVERNMENT 

PRINTING CI-EKE, WASHINGTON, D.C. 20<t02 

( IS3.7/2:tNt, tl.50) 

>PUb LATE « JUL71 l<f5P. 

OESCMHTCPS - *INTERME0IATE GRACES; 
♦ ENVlfC N^'INTAL EDUCATION; ^ECOLOGY; 
VCCAtULARY; t I BL I OGRAPHI E S ; ♦WORKSHEETS; 
gUtSTKMNC TtCHNIQUES; LEARNING ACTIVITIES; 
MANUALS; UlAGfAMS; MAP SKILLS; COMMUNITY 
RESOORCFS; CITY PROBLEMS; ♦STUDY GUIDES; 
NATUhAL FESLURCES 

IDENTIFIEf^S - EDUCATIONAL AWARENESS; 
ATTlTUCtS APPRECIATIONS 

Ah^STf-ACT « THIS ENVIRONMENTAL STUDY GUIDE, 
DEVELCFEt IN 1970 FOR THE e:<REAU OF LANC 
MANAGEMENT BY SIX YOUNG PEOPLE TRAINED I^ 
SCIENCE /NO ELUCATION, CONTAINS WORKSHEETS ON 
ECOLCGY AI^'EL PRIMARILY AT THE INTERMEDIATE 
GRADES, eUT ALAPTABLE TO ALL GRADE LEVSLS. 
THE JHhii SECTIONS DEVELOP AN UNDERSTANDING 
OF OUR SURROUNDINGS, AND DEAL WITH: (1) 
AWARENESS, OF USING THE FIVE SENSESt (2) THE 
URBAN ECCSYSTfcM, AND (31 NATURE^S ECOSYSTEM* 
DIAGRA^S FCR MAPPING ACTIVITIES ARE INCLUOEOf 
AND PLfcMS ILLUSTRATE THE TEXT. WRITING AND 
SKETCHING CAN BE USED TO ANSWER THE STUDENT- 
DIRECTED QUESTIONS* ECOLOGICAL INTRODUCTIONS 
TO EACH UNIT wiLL HELP THE TEACHER ANSWER ThE 
STUDENTS* QUESTIONS. OUTDOOR ACTIVITIES! 
ESPECIALLY INVOLVING USE OF PUBLIC LANDSt ARE 
URGED. ThE APPENDIXES INCLUDE TERM 
DEFINITIONS, BIBLIOGRAPHIES FOR YOUNG AND 
ADVANCED REALFRS, ANO A LIST OF RESOURCE 
ORGANIZATIONS. (AG) 

VT 016 016 

WHAT ABOUT VCCATIONAL EDUCATION? A GUIDELINE 
FOR ACTION IN THE TO'S. PART U 

WASH^NGTC^ STATE COORDINATING COUNCIL FOR 



Alw./7^L 6 \g I 

OCCUf>ATICNAL EDUCATlONf CLYMPIA, 

AVAILA&L^ IN VT-E«JIC SET, 
PUB DAT£ ' NC 32P* 

DESC^^IPTCRS • *AO*-INISTf?/iTaR GUID6S; 
♦VOCATIONAL ECUCATION; CAREER EDUCATION; 
CAREER PLANNiING; CAREER OPPORTUNITIES; 
GRAPHS; STATISTICAL OATA; •G'JIDELINES; 
VOCATIONAL DE V£l CP*<ENT : TECHNOLOGICAL 

advancememt; *program develcphent: ♦program 
planning; state programs 
identifiers • career awareness 

abstract - this booklet is the first in a 

SERIES OF THREE PUBLICATIONS TO ASSIST LOCAL 
ADMINISTRATORS IN PLANNING FQR VOCATIONAL 
EOUCATICK. GENEPAL INFORMATION ABOUT THE 
IMPORTANCE OF CAREER EDUCATION IN WASHINGTON 
STATE AND IN THE NATION IS PROVIDED TC 
ILLUSTPATE THE RATIONALE AND DEFINITION FOR 
VOCATIONAL EDUCATION. CIRCLE GRAPHS ShOW 
FIELDS OF EMPLOYMENT FOR WASHINGTON STATE AND 
FOR THE NATION. SPECIFIC INFORMATION ON NEW 
TECHNOLOGIES AND STATISTICS ON WORKING WCMEN 
ARE INCLUDED. CAREER OPPORTUNITIES IN THE 
FUTURE FOR SPECIFIC FIELDS IN VOCATIONAL 
EDUCATION ARE DESCRIBED, GIVING PARAGRAPHS ON 
RELATED CLUBS. WRITTEN BV A 7-MEMBER PROGRAM 
OEVEtOPMENT COMMITTEE OF VOCATIONAL EDUCATORS 
FOR THE WASHINGTON STATE COORDINATING COUNCIL 
FOR OCCUPATIONAL EDUCATION» THIS . 
AOMINISTMTDR GUIDE DISCUSSES EXEMPLARY 
PROGRAMS IN VOCATIONAL EDUCATION AND THE 
BELIEFS AND FUNCTIONS OF THE WASHINGTON STATE 
COORDINATING COUNCIL FOR OCCUPATIONAL 
EDUCATION* THESE GUIDELINES FOR FUTURE CAREER 
EDUCATION ACTION IS ^TENDED FOR USE WITH 
PARTS Z AND 3f VT 0l6 017 AND VT 016 018, 
AVAILABLE IN THIS ISSUE. (AG) 

VT 016 017 

WHO AM U WHERE AH I GOING, HOW 00 I GET 
THERE? A GUIDELINE FOR CAREER AWARENESS. PART 
2, WHAT ABOUT VOCATIONAL EDUCATION? 

WASHINGTON STATE COORDINATING COUNCIL FOR 
OCCUPATIONAL EDUCATION, OCYMPja. 
HF AVAILABLE IN VT-ERIC SET. 
PUB 3ATE - ND 32P. 

DESCRIPTORS - *GUIDELINES; ^PROGRAM 
DESCRIPTIONS; ♦CAREER EDUCATION; TEACHING 
TEACHING TECHNIQUES; ♦INSTRUCTIONAL 
INNOVATION; INTEGRATED ACTIVITIES? 
EDUCATIONAL PROGRAMS; ♦WORK EXPERIENCE 
PROGRANS; VOCATIONAL INTERESTS; JOB SKILLS; 
CAREER PLANNING; CAREER OPPORTUNITIES; 
INSTRUCTIONAL AIDS; AFTER SCHOOL ACTIVITIES; 
COMMUNITY RESOURCES; CONTINUATION EDUCATION 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - ThflS REPORT OF CAREER AWARENESS 
ACTIVITIES IN 20 WASHINGTON STATE COMMUNITIES 
BRIEFLY DESCRIBES SUCCESSFUL VOCATIONAL 
EDUCATION PROGGRAMS AT ALL GRADE LEVELS. 
ILLUSTRATED WITH PHOTOGRAPHS OF TEACHERS AND 
STUDENTS, THIS PROJECT OF THE PROGRAM 
DEVELOPMENT DIVISION, WASHINGTON STATE 
COORDINATING COUNCIL FOR OCCUPATIONAL 
EDUCATION, PROVIDES AN INDEX TO THE 
COMMUNITIES AS WELL AS A RATIONALE FOR CAREER 
EDUCATION. A WIDE RANGE OF INNOVATIVE 
ACTIVITIES INCLUDES PARENT INVOLVEMENT AS 
TEACHERS, PROGRAMS FOR THE HANDICAPPED, 
ISOLATED, AND DROP-OUT, A CAREER FAiR, AND 



-^EAL-Llfe- ALTIVITIES SJC- AS MARKcTING 
CLASSf*CGh FkCOUCTS ANl FQki-'ING A CLASS 

Gc:vt^^^♦'E^T, •mim-courses«' and after sck i 

ACTIVITIES A**E oRIEFLY DISCUSSED. jHESE 
G'JIotLINES TC CAREER AWARENESS IDEmS IS 
IMeNOED fCk USE ♦•ITH PARTS I AND 3* VT 
Olfc* AKt VT Olt Q16, AVAILABLE IN THIS ISS t. 
(AG) 

VT 016 01S \ 

CAPES—A 0Cli>ELlN£ FOR CAREER AWARENESS 
PPCCPAPS fQk THE ELEMENTARY SChOOL. PART }, 
WHAT AFCtT VCLATICNAL EDUCATION? 

WASHINGTUj CFFICE OF THE STATE SUPERINTENDENT 

OF PUBLIC INSTRUCTION* OL YMP I A. ; WASHI NGTCN 

STATt CCOP^CiNATING COUNCIL FJR CCCUP AT I CNAL 

EDuCATIGr, CLYMPIA, 

MF AVAIlAbLE IN VT-ERiC SET* 

PUb LATE - NO 64P, 

DESCPIPTCRS - CAREER EDUCATION; ♦PROGRAH 
PLA^M^G; ^RESOURCE GUIDES; *VOCATIGNAL 
ECUCATiCN; *£LEMENTARY GRADES; BEHAVIORAL 
OBJECTIVES; REFERENCE MATERIALS; TEACHING 
PRCCECURES; CGCURRICULAR ACTIVITIES; SCHOOL 
ACTIVITIES; INTEGRATED CURRICULUM; SELF 
CONCEPT; VISUAL AIDS 

IDENTIFIEFS - EDUCATIONAL AWARENESS; CAREER 
AWARENESS 

ABSTRACT - THIS RESOURCE GUIDE FOR USE BY 
STAFF ANC ADMINISTRATORS IN THE ELEMENTARY 
GRADES IK PLANNING VOCATIONAL EDUCATION 
PROGFA^S PPCVIDES A DEFINITION, DESCRIPTION, 
AND A DIAGRAM OF CAREER EDUCATION TO 
INTFCDUCE THE UNIT. A WISE VARIETY QF 
TEACHING METhCOS INVOLVING SE LF-PERCEPT ICN 
AND THE INTEGRATION OF VOCATIONAL INFORMATION 
INTO CLASSPOCf ACTIVITIES ARE DESCRIBED 
BRIEFLY FOR THE LOWER, MIDDLE, AND UPPER 
ELEMENTARY GRADES. FOP EACH GRACE, GENERAL 
AND SPECIFIC ^EHAVIOR/IL OBJECTIVES, 
PERFCFKANCE GtALS, CONCEPTS, SUGGESTED 
ACTIVITIES, ANL SUBJECT AREAS ARE GIVEN. 
REFEPENCE MATERIALS AND TEACHING SUGGESTIONS 
ARE INCLUDED. THI.; GUIDE CONCLUDES WITH A 
BASIC LIST Cf MESOORCE MATERIALS GIVING 
SUGGESTEL GRADE LEVELS, GOALS, AND CURRICULUM 
AREAS. OEVELCFED BY PROJECT COMMITTEES OF 
STATE EDUCATORS, THIS RESOURCE UNIT IS 
INTENDED FOR USE WITH PARTS 1 AND 2, VT 016 
Olfc AND VT 0l6 017, AVAILABLE IN THIS ISSUE. 
(AG) 

VT 016 019 EO 064 515 

OHIO'S CAREER CONTINUUM PROGRAM. CAREER 
ORIENTATION PROGRAM, GRADES 7-8 FOR THE 
INOIVICUAL, THE OCCUPATIONS, AND THE 
DISCIPLINES. 

OHIO STATE BOARD OF EDUCATION, COLUMBUS. ;0HI0 
STATE UNIV., COLUMBUS. COLL. OF EDUCATION. 
EDRS PRICE MF-iO.65 HC-i3.29. 

INSTIiUCTIONAL MATERIALS LABORATORY, TRADE AND 
INDUSTRIAL EDUCATION, THE OHIO STATE 
UNIVERSITY, IB85 NEIL AVENUE, COLUMBUS, OHIO 
43210 

PUB DATE - 72 78P. 

OtSCPlPTCRS - *PROGRAM GUIDES; GRADE 7; GRADE 
8; CAREER EDUCATION; *VOCATIONAL EDUCATION; 
VOCATIONAL DEVELOPMENT; ♦PROGRAM 
DESCRIPTIONS; *f>ROGRAH PLANNING; OCCUPATIONAL 
CLUSTERS; ^INTERDISCIPLINARY APPROACH; 
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SI^^ULATIGN; activity LtAPNlSS; VQCATJCNiAL 

CPPOhTUMTIES; CC^^'^UMTY RHSp^^SIcIlITY; 
CO'>iCEPTUAt SCw&M^S: BEhAVIQkAL OBJECTIVES 
IDENTIflERS CA»Efa AWAP.£%ESS; CAREEP 
L)5IENTATI0\ 

ABST^^ACT - THIS INTEP*:^ISCIPL!^ARY CAREER 
QPIENTATIOn guide fop G^AoeS 7 AND a P^QVlDcS 
GENERAL INSTRUCTIONS ^^OR STPUCTU?>lN3 A 
VOCATIONAL EDUCATION PROGRAM, ITS 
IMPLEMETiTAT ION AND EVALUATION» AND A 
PATIOt^ALE. THE S TuPEMT-CE NT ERE 0 CAREER 
OtVELCP^ENT ACTIVITIES WILL FOCUS QNJ (II AN 
InTPODUCTIOn to the WURLO GF work, iZ) 
iNfORMATlCN ONi 3CCUPATI0NAL CLUSTERS^ ANO t3> 
SPECIFIC JOBS AS EXA*^«>LtS TAKEN FRQH NINE 
CUhRICULUM areas, total INVOLVEMENT OF THE 
STAFF ANO CCMI-»UNITY IS EXPECTED AFTER INITIAL 
PnOGRAV! PLANNING 3Y A STEERING COM^IITTEE, 
DIAGRAMS ILLUSTRATE THE PRTGPA^* FCCUSES AND 
THREE PLANS FOR SCHEDULING CAREER 
INSTRUCTION, GENEPAl AND SPECIFIC BEHAVIOURAL 
OBJECTIVES AND LEARNING ACTIVITIES ARE GIVEN 
FOR THE SIX CONCEPTUAL FOCUSES, THE TEN 
OCCUPATIONAL CLUSTERS, AND THE NINE SPECIFIC 
VOCATIONS. CAPEEI* EXAMPLES FOR EACH 
OCCUPATIONAL CLUSTER ARE GIVEN, AND A BRIEF 
RATIONALE FOR EACH SPECIFIC VOC&TlOfM IS 
INCLUDED. VICARIOUS, SIMULATED, ANO HANDS-ON 
EXPERIENCES ARE EXPECTED TO ciE PROVIDED IN A 
CAREER FCUCATION PROGRAM. DEVELOPED BY 3^ 
CITY EDUCATOPSf THIS PROGRAM GUIDE IS 
INTENDED FOR USE WITH THE ••WORLD OF WORK 
PROGRAM** FOR THE ELEMENTARY GRADES, AVAILABLE 
IN THIS ISSUE AS VT 015 ^01 (EO 062 565). 
(AG I 

VT 016 020 

VIP COMMUNICATIONS CURRICULUM FOR 
AGRICULTURE. 

TENNESSEE STATE ftOARD FOR VOCATIONAL- 
TECHNICAL EDUCATION, NASHVILLE, 
MF AVAILABLE IN VT-ERIC SET. 

VOCATIONAL-TECHNICAL tUUCATIQN, 205 CORUELL 
HULL BUILDING^ NASHVILLE, TENNESSEE 37219 
PUB DATE - Np 2<.'3P. 

DESCRIPTORS - ♦AG'^I CULTURAL EDUCATION; 
VOCATIONAL AGRICULTURE; *STUDY GUIDES; 
♦COMMUNICATION SKILLS; *INSTRUCT I ONAL 
MATERIALS; WORKSHEETS; GRAMMAR; *ENGLlSH 
INSTRUCTION 

IDENTIFIERS - VOCATIONAL IMPROVEMENT 

programs; VIP 

ABSTRACT - DEVELOPED BY SECONDARY SCHOOL 
INSTRUCTORS AND SUPERVISED ^Y A STATE 
DEPARTMENT OF EDUCATION, THIS STUDY GUIDE, 
FOR TEACHERS AND STUDENTS IN VOCATIONAL 
IMPROVEMENT PROGRAMS, CONTAINS TEN 
COMMUNICATIONS SKILL UNITS BASED ON 
AGRICULTURAL OCCUPATIONS, ANO VOCATIONALLY 
RELATED MATERIALS REQUIRED TO DEVELOP BASIC 
COMMUNICATIONAL SKILLS. THESE T^N 
CQMHUNICATIONS SKILL UNITS ARE: Cll 00 YOU 
GET THE POINTf {Z\ PARTS OF SPEECH, C3» 
SUBJECT AND VERB AGREEMENTt WRITING 
COMPLETE SENTENCES, THOUGHTS, OR IDEAS, iS) 

Capital letters, \h\ eno marks and commas, 

(71 OTHER punctuation MARKS^ 181 LETTER 
WRITING, (9) VERB USAGE, AND (10) THE PARTS 
OF A SENTENCE^ EACH UNIT CONTAINS A PRE-ANO 
POSTTEST, AND AT LEAST FIFTEEN INDIVIDUAL 
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iSSiC-N^t NT Sf-crTS • 
VT 016 027 

FELci-AL CArt£- DI?ECTCRY, A GUICE =GR CCLLt:iE 
STuCENTS . 

CIVIL S£?iVlCE CCV^-ISSIGN, •WASHINGTON, C.C. 

AVillAELc IN VT-Ei?IC StT. 
CVTE-CCCtct-^f'-PAtS 

PUb DATE - NO <;iP,PA£S COLLECTICN 

OESCFIPTCr^S - *0IRECT0PIES; *CCLLEGE 
GPALOi.TES; C/ii-£ER CHOICE, CAREER EDUCATION; 
♦ GCV£*»NMtNT (ADVINISTKATIVE flCDY ) ; 
♦OCCUPAT iCf AL GUIDANCE; INDEXES (LOCATERSI; 
♦RtSCU^Ct KAltPlALS; EMPLOYMENT 
GPFCf TUMT US; ♦CCCU PAT ZONAL INFORMATION; 
SECCNG^i-Y G^iACES; POST SECONDARY EOUCATICNi 
IJENTXflb^S - CAREER AWARENESS 

ABSTFaCT - THIS DIRECTORY PRESENTS SPECIFIC 
!NFLPVATIC^ AEOUT FEDERAL CAREERS FOR COLLEGE 
GR^DLATES ANC BASIC ENTRANCE RECUUEMEnTS AS 
AN AID TC CLLLcGE STUDENTS ANO COUNSELORS IN 
CHULSIKG A CAREER. A 5-PAGE GENERAL 
COMMENTARY C^ FEDERAL EMPLOYMENT PRECEDES AN 
ALPHAbtTICAL LIST OF FEDERAL AGENCIES WHICH 
OESCI-IEES CAFcER CPPORTUN i T I ES# JOB BRIEFS, 
ARFAtOEC ALPH/»BETICALLY, ARE INCLUDED FOR THE 
MAJOF FELCJ^Al CAREER OCCUPATIONS. TWO 
SFPAPATb INDEXES REFEP THE READER TO THE PAGE 
OF U PAKTICOLAK VOCATIONAL DESCRIPTION AND 
LIST FGSITIC^S AVAILABLE ACCORDING TO COLLEGE 
MAjOf-, AtLFESSES OF FEDERAL JOB INFORMATION 
CENTtPS AKt GIVEN. PHOTOGRAPHS ILLUSTRATE THE 
TEXT. (AO) 

VT 016 02S 

guidf tc feoepal career literature. 

civil service commission, washington^ d#c. 
mf availabl£ in vt^eric set. 
cvte'0oo62a-x-paes 

pub date - no 37p.paes collection 

descriptcrs - ♦career opportunities; career 
education; *gcvernment publications; 
peffcpekce materials; pamphlets; indexes 
(lccatersi; government (administrative body); 
♦rescufce guides; ^college graduates; charts; 
♦oipectcries; annotated bibliographies; 
secondary graces; post secondary ecucaticn 
identifiers - career awareness 

abstract * this resource guide to federal 
recruitikg literature on career opportunities 
for college graduates briefly describes 2^6 
pamphlets and brochures from 46 departments 

ANO AGENCIES. USED IN NATIONWIDE RECRUITING 
FOR ENTRY-LEVEL POSITIONS, THE PUBLICATIONS 
ARE LISTED ALPHABETICALLY BY AGENCY AND 
INCLUDE APPLICABLE COLLEGE MAJORS, GEOGRAPHIC 
LOCATION Of JLBS COVERED, ANO WHERE TO OBTAIN 
COPIES. AN ALPHABETICAL INDEX OF MAJOR FIELDS 
OF STUDY, KEYED TO THE PUBLICATIONS, IS 
PROVIDED. A CHART OUTLINES THE BASIC 
PROCEDURES INVOLVED IN APPLYING FOR A FEDERAL 
JOB. I AG) 

VT 016 050 

BOOKKEEPING I AND BOOKKEEPING II (MECHANIZED 
ACCOUNTING). COURSE OF STUDY. 

PITTSBURGH BOARD OF PUBLIC EDUCATION, PAc 
DEPT. OF CURRICULUM AND INSTRUCTION. 
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f^'JB ui.TH - JUL71 13<rP.PA£S CGLLECTIGN 

0ESC5JPTCRS • *CUO^XCULUM GUIDES; 
aI3LICG=^APHlES; StHAVIO^AC CtJJECTlvES; 
^^5S:!UkCE ^ATEftlALS; ♦BDOKiCEEPiNG; *VDCATIONAL 
EDUCATIDISI; EVALUATION TECriNnUtS; l€A5?NtNG 
ACTIVITIES; TEACHING PROCEDU^?ES; ^BUSINESS 
SUBJECTS: •ACnVlty UMTS; vaCATlQNAL 
DEVELOP^'^ENT; DEV^tOf HENTAt P^OGf^A^lS; 
ScCO^^ARY SPADES 

IDENTIFIERS - BEGINNINJG COMPETENCE; CAREER 
Ai*Ai<tNiESSj EOUCATIOmal AWAS-ENtSS 

AdST^ACT - THIS CUR^rcOLUM GUIDE fOR TWO 

oevelcpmental ccc'jpational preparation 

COU'^SES IN BOOKKEEPING FQ« THE SECONDARY 
GRADES PeoVIDES ACflVITV UMITS FOCUSING ON A 
ifilJt »ANGE BUSINESS SUBJECTS RELATED TO 
DAT^i PROCESSING. ACCOUNTING, AND FINANCE. 
oBH^^M PftOGRA*- OBJECTIVES AND A RESOUI^CE 
II ST f^f^^CBoe THE 15 UNITS OF STUOYt EACH 
INCLUDING SPjECIFIC BEHAVIORAL OBJECTIVES, A 
SUGGESTED TIME ALLOTMENT, ANi^ RESOURCE 
MATERIALS. GENERALUAT10N5 ARE CO'>«ElaTED 
IrflTH SUGGESTED LEARNING ACTIVITIES FOR EACH 
UNIT* AND A BIfiLIOGRAPHY IS GIVEN. THE 
INTRQDUCTOPY RATIONALE STATES THAT THE 
BEGINNING eOOKKEE'^ING COURSE PROVIDES 
BACKGROUND REQUIREMENTS FOR SOME ENTRY LEVEL 
POSITIONS AND THE MURE ADVANCED COURSE 
PROVIDES TRAINING FOR FURTHER STUDY OF 
ACCOUNTING OR IMMEDIATE POST-GRADUATE 
EMPLOYMENT. THIS GUIDE WAS DEVELOPED BY A 
CURRICULUM COMMITTEE OF SUPERVISORS, 
ADMINISTRATORS, AND OTHER EDUCATORS IN 
tJUSINESS EDUCATION AND CURRICULUM 
DEVELOPMENT. (AG) 

VT 016 OBS 

COUNTDOWN TO THE 70' S. OCCUPATIONAL 
INFORflATION FOR UPPER ELEMENTARY AND MIDDLE 
GRADES. 

ATLANTA WETV CHANNEL 30, GA . 

OFFICE OF EDUCATION (OHEW), WASHINGTON, D.C. 
OOCUKENT NOT AVAILABLE FROM EORS. 
CVTE-A00586 

PUB DATE • 70 196P.PAES COLLECTION 

DESCRIPTORS - ♦TEACHING GUIDES; VOCAfiULARY; 
' *RESOUPCE MATERIALS; HUMANITIES; 
ILLUSTRATIONS; INTERMEDIATE GRADES; JUNIOR 
HIGH SCHOOLS; COURSE OBJECTIVES; ♦TELEVISED 
INSTRUCTION; *CCCUPAT!ONAL INFORMATION; 
VOCATIONAL DEVELOPMENT; TEACHING PROCEDURES; 
♦LEARNING ACTIVITIES 

IDENTIFIERS - CAREER AWARENESS; ELEMENTARY 
SECONDARY EDUCATION ACT TITLE HI; ESEA TITLE 
III 

ABSTRACT - THIS STUDY GUIDE FOR A TELEVISION 
COURSE OFFERING OCCUPATIONAL INFORMATION TO 
STUDENTS IN THE INTERMEDIATE AND JUNICR HIGH 
SCHOOL GRADES PROVIDES TEACHING SUGGESTIONS 
FOR COCURRICULAR ACTIVITIES AND LISTS OF 
RELATED VOCABULARY. SPECIFIC PURPOSES AND 
CONCEPTS TO BE EMPHASIZED ARE GIVEN FOR EACH 
OF THE 36 VOCATIONAL EDUCATION PROGRAMS 
INCLUDED. TEACHING TECHNIQUES INCLUDE 
OlSCUSSIONt ROLE PLAYING, AND THE USE OF 
AUDIOVISUAL AIDS. FIVE BEHAVIORAL OBJECTIVES 
AND ILLUSTRATIONS AftE PROVIDED FOR THE 
^ NSTRUCTIONAL GUIDE, WHICH WAS DEVELOPED 

ERIC 



» \J\Ui- A FtLcf/iL GtvANT THRQUSri TITLE III CF 
Ttl£ ELtMENTA^Y SECGNDA^^V EDJCATION ACT 
(ES£A>. CETAILEO DESCRIPTIONS AND DEFIMTICNS 
OF jCcS ^EKTICNED IN THE TELECOU^SE ARE 
l^-iULVtL SEPAI.&TELV, OUTLINING JOB DUTIES, 
NECfcSSAfiV PERSONAL QUALI F I CAT ICNS, AND 
TRAIMM, J^EkLl^^ED, IN A 3-CuLUMN CHART 
FOJ.HAT, CAG» 

VT 016 ICK) 

ausiKESS lAn. A cjursc gf study for senior 

HiGfi SCH(XLS. 

LOS ANC-ELES CITY SCHOOLS, CAtlF. OlV. OF 
INSTPUCTICKAL PLANNING AND SERVICES. 
MF AVAILAcLE IN VT--ERIC SET. 
PUc'SC-eaO 

Pue LATE - 67 A6P. 

OESCPI^TCRS - *CURRICULUM GUIDES; »SECCNDARY 
GR/UtS; *BtSlKESS EDUCATION; ♦LAW 
INSTFUCTICA; GRADE 12; ♦LEARNING ACTIVITIES; 
BEhAVICFAl OBJECTIVES; RESOURCE MATERIALS; 
COn^KHtKJ tACMlNlSTRATlVE BOOYI; VOCABULARY; 
REVIEW (FEEXAMiNATlONI 
IDENTIFIERS - ECONOMIC AWARENESS 

ABSTFACT - THIS CURRICULUM GUIDE FQg A 
SEMESTER-LENGTH GRADE l^ COURSE IN BUSINESS 
LAW INCLUCfcS U UNITS OF STUDY, EACH WITH 
SPECIFIC OBJECTIVES, COURSE OUTLINE, LEARNING 
ACTIVITIES, VOCABULARY LISTS, AND QUESTIONS 
FOK RtVIE>* ANf; EVALUATION. A LIST OF EIGHT 
GENERAL COUFSE OBJECTIVES PRECEDES A 
SUGGESTED TIME SCHEDULEf RESOURCE LISTS, AND 
A OESCI^IPTI&N OF A HOOT CASE FOR ROLE 
PLAYING. THE UNIT TOPICS RANGE FRCM PROPERTY 
LAhS TC EMPLOYER EMPLOYEE RELATIONS. THIS 
GUIDE WAS DEVELOPED BY A CURRICULUM COMMITTEE 
OF HIGH SCHOOL TEACHERS AND A CURRICULUM 
CONSOLTAKT. (AG) 

VT 016 110 

JOBS IN SHIP ANC eCAT BUILOING. WORLD OF 
WORK. 

WlSCCNSIh STATE DEPT. OF INDUSTRY, LABOR AND 

HUMAK FELATICNS, MAOI SON. ; WI SCONSI N STATE 

EHPLCYME^T SEFVICE, MADISON. OCCUPATIONAL 

ANALYSIS FIELL CENTER. 

MF AVAILABLE IN VT-ERIC SET. 

SER-1170-2-7?-WSES-3208 

PliB DATE - NO 60P. 

OESCFIPTCkS - ♦CAREER OPPORTUNITIES; 
♦OCCUPATIONAL INFORMATION; CONSTRUCTION 
IPROCESS); ♦VOCATIONAL EDUCATION; ♦BUILDING 
TRADES; SEMISKILLED OCCUPATIONS; ♦SEAMEN; 
VOCATIONAL DEVELOPMENT 
IDENTIFIERS - ♦SHIPBUILDING; CAREER 
AWARENESS; ECONOMIC AWAR.ENESS 

ABSTRACT - THIS BOOKLET DESCRIBING JOBS IN 
SHIP AND BOAT BUILOING CONTAINS SIX TOPICAL 
UNITS ILLUSTRATED Wl TH PHOTOGRAPHS AND LINE 
DRAWINGS, IN ADDITION TO A BIBLIOGRAPHY AND A 
JOB INDEX KEYED TO THE DICTIONARY OF 
OCCUPATIONAL TITLES. CAREER OPPORTUNITIES ANC 
ENTRY f^ECUIREMENTS ARE DETAILED, AND A BRIET- 
HISTORY CF BOATS AND SHIPS IS INCLUDED. 
DEVELOPED BY A RESEARCH ANALYST WITH THE AID 
OF LEADERS IN INDUSTRY, THE BOOKLET PRESENTS 
OCCUPATIONAL INFORMATION GATHERED IN THE 
NORTHERN MIDWEST STATES AND PROVIDES 
BACKGROUND INFORMATION ON TKE SHIP AND BOAT 
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VT 016 112 

CA^vc^? EX=*LCJ^ iTia\5. DESIGNS Fu- F[6LC Tsi? 
.^4T^2itCw\ I\JPP€SJ£NT 3ISTPICT 1, $• 

CVT€-COO<rOO 

PJa DATE - AU^iTl A3P.P&ES CTtLtCTICM 
CtSC^^IPia^S - *CAREE° educatiqk; vocation/^l 

CtvetOPVENT; *rL5MFNTAJRY GJ<\06S; ♦FIELD 
TPIPSJ *TEACH!f.G PJ^Uf.tJRcS; *lNSTs?UCTIONtL 
INNOVATICA; SfHAVlDAAt OBJECTIVES; C^^^ATlve 

ACTUjrres; THAcniNr, techmwjes; resource 

VATE^IALS; HU^'/'NITl ES; OE VE L OP^^EN TA L PROGPA^S 
lOENTJflE^^S - rOUCATIONAt Ai^Af^cNESS; CAREE^i 
A^A^5ENESS; CA^EE*- ^XPLO^ATin% 

AbST^^ACT * THIS 600M.fT 9^0^ CAkEcP 
EXPCO»ATir!% ACTIVITIES ^ELATED TO FIELD TPIPS 
IN THE ELc^ENTAfY G^^ADES PRESENTS S?HAVIO«AL 
nB4EtTlVES» TEACHING P?? EOU-^ES ^ AND 
INNOVATIVE IDEAS FOR OEPO»TlNo THE FIELD 
TRIPS* THESt TEACHlf^G TECHNil^OES INCLUDE 
PANEL DISCUSSIONS, OEBATE, DIORAMAS, 
PUPPETRY, QCLE PLAYlNGt SI^^JLATIQN, AND 
CREATIVE ACTIVITIES INVOLVING THE USE OF 
VISUAL ANC AUDIOVISUAL AIOS. RESOURCE 
Ik^ATtRIALS ARE fNCLU^EO. PHOTOGRAPHS, LINE 
OfiAWlNGSf AND LITE^^ARY QUOTATIONS ILLUSTRATE 
THE TEXT* THIS BCOKLtT WAS CJMPIlEO BY AN 
ELFMfNTA^Y CU«PICULUM OCCUPATIONAL EDUCATION 
SPECIALIST iS 9A^J OF A FEDERAL EXEMPLARY 
PtinGFAM FUNDED UNDER PART D OF THE VOCATIONAL 
EDUCATION AMENDMi^NTS ^F <AGI 

VT 016 13^ 

TAUb* HOWARD; WALKER, LEIlA 
FUNDAMENTAL SKILLS IN THE CLINICAL 
LABORATCOY. UNIT I: SPECI^^EN PROCESSING, 
STUDENT V»ANUAL. 

CALIFORNIA UNIV*, LOS ANGELAS. DIV, OF 
VOCATIONAL EDUCATION. 

OFFICE OF EDUCATION JOHEW), WASHINGTON, 0#C. 

dU^FAU CF RESEARCH 

MF AVAILABLE IN VT-ERlC.StT. 

THE REGENTS, UNIV OF CALIF., DIV. OF 

VOCATIONAL EDUCATION, ALLIED HEALTH 

PROFESSIONS PROJECT, 1003 WlLSMlR^r BLVD. # 

SANTA MONICA, CALIF, (CHECKS PAYABLE 

to: The REGENTS UNIVERSITY OP CALIFORNIA, 

$5,001 

Pub DATE • MAR72 206P. 

DESCRIPTORS - »UNITS OF STUDY (SUBJECT 
FIELDS!; *LA^0RATORY MANUALS; *HEALTH 
OCCUPATIONS EDUCATION; *LA80RAT0RY. 
TECHNlIOUES; ^INDIVIDUALIZED CURRICULUM; BASIC 
SKILLS; REFERENCE MATERIALS; LABORATORY 
PROCEDURES 

IDENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS 

ABSTRACT - THIS STUDENT MANUAL FOR A 
SEMESTER-LENGTH COURSE ON BASIC LABORATORY 
SKILLS REQUIRED FOR ENTRY LEVEL POSITIONS IN 
CLINICAL HEALTH OCCUPATIONS, INCLUDES THREE 
SECTIONS WHICH DEAL WITH DRAWING BLOOD, 
COLLECTING, AND HANDLING CLINICAL SPECIMENS. 



P^CCrLL^ti> fit SPECIMEN PRCC^ESSlr<*G PhCVICc 
GE\cri^t i^NL iiPECIFiC PcREo^v^ANCE OBJECTIVES, 
V".CAEl.LAPY lists. STJ3ENT DIRECTIONS, ANC 
VISUAL i-ICS Fl^ EACH Lca*<Nl\G •^UIXJLE. 
£>t*^rCF^AKLi Tc^TS AND CHECKLISTS, «EFER£^Cfc 
LISTS* TAELirS, AND ENi^ICHMtNT MATEKlAlS CN 
SEPAf ATING AfxL -«AILING $PECI*•E^S CGMPLETE THE 
m>KtCL}<, LEVtLJPEC AS A RESEARCH REPCRT Cf 
T^E ALLlEo hE/LTr PROFESSIONS PROJECT AICcC 
ay A r.ATICK^L TECHNICAL ACVISQRY CCMMlTTEEt 
The fAf^Vi'L IS IMENOEC fO^ USE mlJH t 
TE^Cl-iru CLILE, AV£.ILA3LE AS VT 015 c5<> In 
THIS ISSUt, CAoJ 

VT 016 139 

WHETSTJr.E, GL^CYSt AND JThE^S 

c^Cf^Ei-^ 1 ive cfFicE Ei:^C£.Tic>i; A ccjhse :f 

STUDY* 

:^KL;:l-C^A state ^E^^T, cf vocational a\d 

TtCHMCAt Ll/UCATIO^, STJLLWAlEn. 

i.\tAiLltLi IN VT-ERIC SET. 
Put CATfc - yi <5J3P. 

DESC^-aFTCkS * ^CURRICULUM GUlIi€5; GRACE 12; 
*CCt.FEF/iTI VE IDUCaTION; •BUSINESS EDUCATION; 

♦vc<:ATIc^AL cfvtLCPMEfa; transparencies; 

WLfKSritETS; LEARNING ACTIVITIES; TEACHING 
P?CCtCUJ-fcS; ^INSTRUCTIONAL MATERIALS; STLiCENT 
TESTING; ^KSk^ER KEYS; PERSONALITY 
DEVELCFMt:>iT; IfhAVIJRAL OBJECTIVES; 
TELfCC^MUMCAI ion; MONEY MaNAXlEMENT 
IOiNTIFIEhS - CAREER ANARENESS; BEGINNING 

c^^•^^tTf^CE; ^clncmic awareness 

aeSTFACT - TMS CCMPREhENS I VE STATE 
CUf^f- ICULUf' GLIDE FOR A GRAOt 12 COOPERATIVE 
OFFICL ELULATlOfN CCURSE DEALS mITh CAREER 
DELISUNS, PEKSGNAL DEVELOPMENT, BUSINESS 
BEHAVICF, CUMfuMCATION SERVICES* MONE V 
MANACEi^ENTt AND LEADERSHIP, A WlOfc VARIETY CF 
COLCF-kEYED USTRUCTIONAL materials INCLUDES 
TRAKSPAf^tNCIESf STUDENT WORKSHEETS* 
BfcCKGfLU^D iNfOKMATICNf TESTS* AND ANSnER 
KEYS. EEHAVICJ^AL OBJECTIVES* LEARNING 
ACTIVITUS, AND TEACHING PRUCtOURES ARE 
INCLULtC FC^^ EACH UNIT. DEVELOPED BY TWO 
SENICR filOF Tf ACHER-COOROINATCRS AND A 
CURKlCLLLf- SPECIALIST, THIS GUIDE OFFERS IN- 
DEPTH PFLPAI'ATIQN FOR ThE BUSINESS WORLD. 
( AG) 

VT 016 176 

COLLINS, WILSCN GLENN 

PASTURES^ UNIT IMGOULEI: PASTURE PRODUCTION. 

KENTUCKY UMV., LEXINGTON, INSTRUCTIONAL 
MATFF lALS LAE. 

MF AVAILABLE IN VT-ERIC SET. 

INSTRUCTIONAL MATERIALS LABORATORY, ROOM 151, 
TAYLCR ECUCATIONAL BLOG#, UNIVERSITY OF 
KENTUCKY, LEXINGTON, KENTUCKY ^0506 
PUB LATE - 0EC7C 86P.X970 REVISION. 

OESCRIFTCFS - * AGRICULTURAL EDUCATION; 
VOCATICNAL AGFICULTURE; ♦UNITS OF STUDY 
(SUBJECT FIELtSI; ♦TEACHING GUIDES; PLANT 
SCIENCE; ♦AGRCNCMY; PLANT GROWTH; ♦SOIL 
SCIENCE; BIBIIQGRAPHIC CITATIONS 

ABSTRACT - PREPARED FOR HIGH SCHOOL GROUPS 
AND ADULT CLASSES IN AGRICULTURAL EDUCATION 
BY A UMVtPSITY VOCATIONAL EDUCATION 
OEPART^EM, THIS UNIT OEAtS WITH UEARNING 



CQ^J*£rE\CltS TO Bt D£-i/£l05>HD lu 
P^EPAPI^G, fEf^TlLlZlNO. •'AN&GING, AND 
RE^iQWATIf^o PASruJ^SS^ WELL AS P??0vI0lNG 
LEAPMNG CQHPETcVCIES PetATtO TO 
UMO€kSTANDInG the IMP^PTamCE Of PASTUf^eSf 
KNOWING The CKARACTERISTICS of good PASTUf^ES 
A\0 I^PLE*!ENTlNiG PL ArHS FOR A LONG-TIME 
PASTURE P»50GiRAM, MANY »Ef^ERENCES» 
f^UBLlCATIQNS A%0 CHASTS ARE tiSTtQ IN THE 
TElcT. (OM) 

VT 016 177 

COLLI»WS, KILSC^ GtENN 

HAY CROPS. UNIT (HDOUtEl: HAY PROOtXlTlON. 

KENTUCKY UNIV., LEXINGTON. INSTRUCTIONAL 
^lATERIAtS LAB. 

Mf AVAILABLE !^ VT-EPIC SET. 

INSTRUCTIONAL MATERIALS LASZIKATORY, RCOW 151 
TAVLQR EOUCATIONAC ^LDG., UNIVERSITY CT 
KENTUCKY, LEXINGTON, KE\T!XKY ^0506 
PUA DATE ^ DEC71 6lP.l97i REVISION 

OESC-'IPTORS - ♦AGRICULTUl^AL EDUCATION; 
VOCATIONAL AGRICULTURE; VOCATIONAL 
AG.^ICULTURE TEaChERS; *UNITS OF STUDY 
(SUBJECT FIELDS); *TEACHI NG GUI D£ S; 
•agronomy; plant SCIENCE: PLANT GROirfTH; 
BIBLICGRAPHIC CITATIONS 

ABSTRACT - PREPARED BY A UNIVERSITY 
VOCATIONAL EDUCATION DEPARTMENT FOR HIGH 
SCHOOL STUDENTS AND ADULT CLASSES IN 
AGRICULTURAL EDUCATION, THIS UNIT CONSISTS OF 
LEARNING COMPETENCIES TO BE DEVtLOPEO IN 
-SELECTING, PREPARING, FERTILIZING, MANAGING, 

harvesting, and storing hay crops, as well as 
planning a long range program* suggested 
teaching-learning activities, ref^rences, 
publications, and visual materials related to 
learning competencies are also included in 
This instructional unit, (dm) 

VT 016 179 

ESPENSCHIEO, R.F. 

METAL INEPT GAS IMIGI WELDING. 

ILLINOIS UNIV., URBANA^ VOCATIONAL 

AGRICULTURE SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

VAS-3037 

VOCATIONAL AGRICULTURE SERVICE. HUMFORO 
HALLf URBANA, ILLINOIS 61601 ($.55) 
PUB OATE 72 4AP. 

DESCRIPTORS - *AGR ICUL TUP At EDUCATION; 
VOCATIONAL AGRICULTURE; *UNITS OF STUDY 
CSUBJECT FIELDS!; *WELDING; *AGRI CULTURAL 
ENGINEERING; METALS; INSTRUCTIONAL MATERIALS 

A3STRACT - PREPARED FOR SECONDARY AND POST- 
SECONDARY STUDENTS BY A UNIVERSITY 
AGRICULTURAL DEPARTNENT, THl S INSTRUCT ION/' L 
UNIT ON WELDING GIVES DETAILED COVERAGE TO 
SUCH TOPICS AS: (1) SELECTION OF EQUIPMENT, 
12) ADJUSTING, SETTING UP AND MAINTAINING 
EQUIPMENT, AND C 3) PROCEDURES USED IN WELDING 
DIFFERENT KINDS OF METAL. OPERATIONAL 
PROBLEMS WITH POSSIBLE CAUSES AND REMEDIES 
ARE DESCRIBED FOR A VARIETY OF SITUATIONS OF 
NDN FUNCTIONING OF EQUIPMENT. IN ADDITION, 
THE OCCUMENT HAS' NUMEROUS TABLES, WORKING 
DIAGRAMSi AND TROUBLE SHOOTING GUIDES, AS 
WELL AS REFERENCES RELATED TQ THE TEXT. (DM) 

ERLC 
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CONSLJ'fcf. ECcC/TIj*. and management RcSCjRCt 
GUIIE. 

ARIiCf*/ cTATE CEPT. DF VDCATIONAl EDUCATION, 
PHCfcMX, HC^E ECONOMICS SECTION. 

AVAILAgLE IN vT^ERIC SET. 
5>Ut TATE - NO 2<r&R. 

CE5CJ- If-TCnS - *^ESoURCE GUlOtS; ♦CONSUMER 

EOuc/TIc^; aif-LlocRAPHiES; *money management; 

WP.t fcCCNC^ICS: *CGNSUMER ECONOMICS; 
MARKeTiNO; CAPcER PLANNING; DECISION MAKING 
SKILLS; CONCEPT FORMATION; BEHAVIORAL 
OBJECTIVES; *LEARNING EXPERIENCE; TEACHING 
PRCCEDOi^ES; P£ SOURCE MATERIALS 
lOENTIfUFS ^ OcCISICNS; EDUCATIONAL 
AwAnfcNESS; CAREER AWARENESS 

ABSTf.ACT - This SPIRAL BOUND RESOURCE GUIDE 
IN CCNSUMEfi ECUCATION AND ECONOMICS PROVIDES 
MNe MAjCf CONCEPTS, EACH INCLUDING A TOPICAL 
^OUTLINE, bIfcLlCGRAPHY, AND AN APPENDIX OF 
RESDUI^CE MATEf lALS. DESIGNED TO BE TAUGHT AS 
SEPAIiATE UMTS, THE INSTRUCTJONAL MATERIALS 
CAN EE ACAPTEt FQ« USE WITH ADULT CROUPS AS 
WELL AS FOF ELEMENTARY AND SECONDARY 
STUDENTS. LEVELCPEO BV TWO STATE CURRICULUM 
COMMITTEES CF TEACHERS AT THE HIGH SCHOOL 
LEVEL WITH CONSULTANTS, ^he UNITS INCLUDE 
BEHAVIORAL OBJECTIVES, CONCEPTUAL STATEMENTS, 
AND TLAChlNG PROCEDURES ON THREE LEVELS- 
BEGINNING, INTERMEDIATE, AND ADVANCED, TO 
PROVIDE IN-CEPTH, INDIVIDUALIZED INSTRUCTION, 
THE LEARNING EXPERIENCES ARE ENRICHED BY 
MEANS CF READING MATERIALS, CASE STUDIES, 
VISUAL AIDS, STUDENT TESTS, AND WORKSHEETS. A 
WIDE VARIETY GF TEACHING TECHNIQUES INCLUDES 
USE CF RESOURCE SPEAKERS, AUDIOVISUAL AIDS, 
REPCFtS, AND CLASS DISCUSSIONS. THE NINE 
TOPICS DEAL WITH DECISION MAKING SKILLS AND 
PERSONAL VALUES AS RELATED TO CONSUMER 
PROBLEMS AND CCCUPaTIONS IN HOME ECONOMICS. 
(AG) . 

VT 016 190 ED 065 713 
BRAWLEY, EOWAfO ALLAN 

TRAIMNG PREPROFESSIONAL MENTAL HEr^TH 
WORKERS: I^EPC^T OF A PILOT PROJECT. 

PHILALELPHIA COMMUNITY COLL., PA. 
NATIONAL INST.. OF MENTAL HEALTH lOHEW), 
PETHESOA, MO. DIV. OF MANPOWER AND TRAINING 
PRUGFAMS 

EDRS PRICE ^F-SO.65 HC-i6.58. 
POb DATE • JUL71 114P, 

oeschftcfs - career opportunities; *mental 
health: ♦pilct projects; ♦educational 
pRCGRA^S; *subprofessionals; ♦associate 

DEGREES; MANPOWER NEEDS; PROGRAM 
DESCRIPTIONS; PROGRAM EVALUATION; COMMUNITY 
COLLEGES; HU^.AN SERVICES; MANPOWER 
UTILIZATION; CULTURALLY DISADVANTAGED 
IDENTIFIERS - PENNSYLVANIA 

ABSTRACT - TO PROVIDE A NEW SOURCE OF 
MANPCWER FOR PENNSYLVANIA MENTALX HEALTH 
FACILITIES, A PILOT ASSOCIATE DEGHEt* PROGRAM 

FOR THE Training of middle-level mSi^tal 

HEALTH WtRKfcPS WAS I NSTI TUTED " AT THe, 
COMMUNITY COLLEGE OF PHILADELPHIA. SPECIFIC 
OBJECTIVES HERE: (1) TO tEST THE PROGRAM'S 
FEASIBILITY, (21 TO IDENTIFY SKILLS ANd\ 
ATTRIBUTES REQUIRED OF AN EFFECTIVE MENTAL 



i C'J=^- ICUL'J*' i^AS a?SI&NtD WHICH i^DULO ALS3 

Pnevire CAsEEi* oppj^tumties for pjieviously 

EMPLnYEC ftlCrS AND ASSISTANTS AND P?Q*<|T 
G=AJ'JAT?S T? CCNT!\^j6 THE ASSOCIATE 

DEs^^^E LEVEL. lNCLU3€e WERE GE%cOAt EDUCATION 
COURSES, OEHAVIOPAL SCIENCE COURSES, 
SPtCIALUED *<fNTAL HfAtTH COU^^SSS, ANC A 
P^IACTICU** IN •CENTAL HEALTH iJli^K. EVALUATION 
CF THE PeCG»2A*« I^GICATES THAT THE 03JECTIVES 
irfE^E ATTAlNEDf AN^ GRADUATES wE^E 3JITE 
SUCCESSFUL IN FU?^THtF EDUCATICN AND 
c*'PL:)r«1ENT. (BHI 

VT 016 198 ED 065 719 

PkrG-<A^ CF INSTRUCTION F0« hIGh«^AY COLLISION 
INVESTIGATION TPAININ> P^D^J^AM. 

C'J'^NELL AERONAUTICAL LA?^., INC.t BUFFAlCt 
N.Y. 

DEPA-^TfirNT OF TR ANS PORT A TIONt wASHlNGTONt 
O.C. NATIONAL HIGHWAY SAFETY BUREAU 
COC'IMtNT NOT AVAlLAi^LE FROM cDRS« 
DOT-HS-60D-bs>3 

NATIONAL TtCHNlCAL INFORMATION SERVICE* 
SPRINGFIELD, VA ?2l5l (PB-2J5 032; ^F 
SEE CATALOG FPO HARDCOPY PRICE! 
PU6 DATE • JUL71 119P. 

DESCRIPTORS - *TP.AFFIC ACClOtNTS; 
♦INVESTIGATIONS; ♦JOB TRAINING; MOTOR 
VEHICLES; INSTITUTES <TKAIN|NG PRCGRAMSI; 
PROGRAM DESCRIPTIONS; * I NSTRUCT I ONAL 
MATERIALS; CURRICULUM GUIDES; ^TEACHING 
GUIDES; REPORTS; SIMULATION; VEHICULAR 
TRAFFIC 

ABSTRACT - THIS PROGRAM OF INSTRUCTION, 
REVIEWED AND ACCEPTED BY THE NATIONAL HIGHWAY 
TRAFFIC SAFETY ADMINISTRATION, WAS PREPARED 
FOR MULTIDISCIPLINARY ACCIDENT INVESTIGATION 
TEAMS AND OTHERS. IT IS INTENDED TO PROVIDE 
BACKGROUND INFORMATION, A WORKING KNOWLEDGE 
OF ALL OF THE PERTINENT FACTORS, 
INVESTIGATIVE TECHNIQUES, TOOLS. DATA 
REQUIREMENTS, AND FIELD PRACT IEeVo ENABLE 
THEM TO PROPERLY CONDUCT AN nf-DEM"H FIELD 
INVESTIGATION OF A TRAFFIC aCcIDEnY. ALSO* IT 
WILL HELf> THEM TO RECONSTRUCT THE ACCIDENT 
FROM DATA collected, DRAW CONCLUSIONS AND 
RECOMMENDATIONS FROM THE RESULTS OF THE 
INVESTIGATION. ANO TO PROPERLY PREPARE A 
WRITTEN REPORT OF THE COMPLETED CASE. THE 
COURSE IS DESIGNED FOR lOfi HOURS. OR 3 WEEKS. 
MAJOR AREAS OF INSTRUCTION INCLUDE LECTURES 
AND PRACTICE IN VEHICLE EXAMINATION AND 
EVALUATION, ON-SCENE INVESTIGATION OF HIGHWAY 
FACTORS, TIRE AND OTHER PAVEMENT MARKINGS, 
SPEED ESTIMATES, BRAKE TESTS, STRUCTURED AND 
SEMI-STRUCTURED INTERVIEWS, ACCIDENT 
RECONSTRUCTION, ANO REPORT PREPARATION. 
(AUTHOR) 

VT 016 202 

HAT IN THE RING. THE PRESIDENTIAL NOMINATING 
GAME. 

KIPtlNGER WASHINGTON EDITORS, INC., 
WASHINGTON, D.C. CHANGING TIMES EDUCATION 
SERVICE. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
O CHANGING TIMES EDUCATION SERVICE, 1729 H 

ERLC 
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OESC^I^TC-S - *EOUCiTiON*L GA«*ES; T--^EE 

Zl^tUll^tJii Alls; 'AOtLT cOUCATION; -ESO^-Ct 

•^ATE-UlS; i-ftSIOE\TS; 3CVERN»^ENT 

( ALfc^lMSTf ATlVc aJGY); -ELECTIONS; POLITICS; 

♦PbcLiC AFFAI-S cDUCA^IOn; ♦POLITICAL 

S^CUlIZATU^ 

I'tMiflfcr'S - EOjCaTIcNAl A^.A-'tNtSS 

A^sTf/CT - This ADuLT GAMc INVOLVES 
CG^i-E TlTIcr^ A^uNG THREE TG EIGhT CAN;>I 0ATES 
FUP THE PAtT> NC*<INATICN AS PRESIDENTIAL 
CAKi^iuATt. TG WIN THE NOMINATION AT LEAST ttC 
Of I.3oC LELEGATE votes MUST BE GAINED. GA**£ 
**ATtnIALS INCLUDE a CLCTH ^'AP OF THE UMTEC 
STATES AS Th£ PLAYING 60A^^U, STAGE I. T^r 
CAMPAIGN. INVCLVtS INTEFSTATE TRAVELING, 
ACTllNS IN ff^IWARY ANL^ ^ONP^IMAJ^Y STATES. A\C 
CAl^FAIcN CLSTS. STAGE II. "^^hE CCNVENTICN. 
IWCLWfcS e/LLCTiNG ANt DECISIONS ON STRATEGY. 
*«UCh hi-tllLy IS ALcOwEC 1"^ PLANNING TACTICS; 
HO«EVEf, THfc CRAwiNG OF CARDS INFLUENCES Tp? 
CrU^-SE cF FLAY ECONOMIC LOSS OR GAIN IS 
TALLIEC WITH »-APER >*GNEY. CAGI 

VT 016 2C3 

GALbt- AlTf, L U VAN K. 

COCRCINATING A PACKET Q^ LEARNING AIUS WITh A 
TEACFINO UMT IN CONSUMER CREDIT. 

KENTUCKY UMV.i LEXINGTON. INSTRUCTIONAL 
MATERIALS LAb. 

MF AVAlLAfcLt IN VT-ERIC SET. 
PUB CATE - 71 53P. 

DESCFUTU3S - MARKETING; ♦RESOURCE MATERIALS; 
BEHAVILRAL CBJECTIVES; TEACHING PROCEDURES; 
♦HOME fcCCNLMICS ECUCATIUN; ♦CONSUMER 
ECONCMICS; ♦CREDIT (FINANCEI; SECONDARY 
GRACES; »lKSTf:UCTlONAL AIDS 
lOENTIflEFS - ECONOMIC AWARENESS 

ABSTRACT - THIS INSTRUCTIONAL GUIDE WAS 
PREPAREL TC SHOW HOW THE RESOURCE MATERIALS 
IN THE ••CC^SU^^ER CREDIT PACKET" CAN BE 
COCKCINATED WITH ••CONSUMER EOUCATION 
CUfRICULLM GUlDEf" AVAILABLE AS VT 012 37A IN 
AIM SUMMED. 1971, FOR A HIGH SCHOOL HOME 
ECGNCMICS CLASS. SUGGESTIONS TO TEACHERS FOR 
HANDLING THE -CONSUMER CREDIT PACKET* PRECEDE 
THE -SUfcJECT MATTER OUTLINE AND THE SUPPORTING 
GENEFAL I ZATICtS, TEACHING PROCEDURES, ANO 
RESUUkCt MATEFIALS WHICH ARE PRESENTED IN A 
3-CDLUKN^PAGE FORMAT. GENERAL AND SPECIFIC 
BEHAVIORAL OBJECTIVES, VOCABULARY TE^MS, 
SUPPCRTIKG CONCEPTS, AND BROAD 

GENERALIZATIONS ARE PROVIDED. A RESOURCE LIST 
ANO A LIS! CF TEACHING MATERIALS ARE INCLUDED 
IN THE ••CONSUMER CREDIT PACKET**, DEVELOPED BY 
A UMVERVITY CONSULTANT IN HOME ECONOMICS AND 
AN AbVISCRY CCMMITTEE OF HOME ECONOMICS 
TEACHERS, SUPERVISORS, ADMINISTRATORS, AND 
OTHER EDUCATORS. <AGI 

VT 016 204 ^*«^ 
INTERDISCIPLINARY APPROACH TO CAREER 
DEVELUPMtfiT THROUGH A PROGRAM OF OCCUPATICNAt 
EDUCATION. 

RUSSFLLVILLE CITY SCHOOL SYSTEM, ALA. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - NO 318P. 



*IMtS£^TFO Cc?nIC'jLJ*'; OCCJPATICML CrtDICE: 

:,c:.;:3^^::\ii l\fOn-ATiG\: hu»^asities; 

jftHiwIC- it C3J^CTWfS: PROGRAM EvaLUAflON; 
TtACHlf.Cr TE'^nNi JUtS: VE LO p*^ tNT A L OkCG^A^S 
nt.\TIFlE-^ - CA^iEes A** Ai^^cNE SS ; StLf 
A^•A-■r^t^S 

ArSTPACT This TEMATIWE eCLC^-KEYEO 
TtACHi^G GUIDE «^C3 A% IMEnDlSCIPLfNAi^y 
CA^Ec= EDUCATION P^IGOAM f3R THE IMEP^tOIAfE 
tKO SECCK04«V GKA3ES CG\TAI%S INT£G??ATE0 
IMSTPUCTIuNAL Ur* I T S P« OV I DI N-^ OCCUPATIONAL 
I\f Gf.*'ATICN AT EACH G«ADE LEVEL. DEVELOPED 
a:>**IMSTSATC*^S an? T^ACHEPS at the fLEf-ENTAPy 
t\0 SECCAJAfiy LEVEIS. TH«^ GUfOE ll^LUDES AN 
IMROnuCT:«V PATIONALt, I LIST Of fEOERAL 

Exemplary ps^ojects in capeEh education, 

RESOURCE f TSTSr ANa ♦lA TER I AL S fOR PROG^^AM 
tV^^LUATIOr, . FCP EACH I NiSTP'JCTl ONAL UM T 
GUTlINE, G NEPAL and .SPECIFIC beh^aviopal 
GrJECTIvES. subject APEASf ANU LEAPNIW 
ACTIVITIES CCRS3ELATED TP RES3U«CE WATERI ALS 
APt PROVIDED. TEACHING TECHNIQUES INCLUDE 
FIELD TRIPS, PCLE PLAYING, STUDENT RESEARCH, 
AND CLASS DISCUSSION. A «IDE VARIETY Qf • 
TEACHING PROCEDURES EMPHASIZES THE USE OF 
AUDIOVISUAL AIDS AND RESOURCE PERSONS. (AG) 

VT 016 209 ED 065 721 
fIGURSKi, AHTHUR J. 

INDUSTRIAL ARTS AND ENVIRONMENTAL ED«;cATlUN, 
A RESOURCE GUIDE. 

STATE UNIV. OF NEW YORK, OSWEGO. DEPT. OF 

INDUSTRIAL ARTS AND TECHNOtOGY. 

NEW YORK STATE EDUCATION DEPT., ALBANY 

EORS PRICE MF-S0.65 HC-$6.53. 

PUB DATE • AUG71 122P. 

DESCRIPTORS - ♦INDUSTRIAL ARTS: •RESOURCE 
GUIDES; GLOSSARIES; *ENVIRONHENTAL EDUCATION; 
CURRICULUM DEVELOPMENT; CCWCEPT TEACHING? 
♦INTEGRATED CURRICULUM; POLLUTION; SECONDARY 
EDUCATION; RESOURCE MATERIALS; GOVERNMENT 
ROLE; SCHOOL INDUSTRY RELATIONSHIP; ♦CAREER 
EDUCATION; NATURAL RESOURCES 

IDENTIFIERS - EPOA; ATTITUDES APPRECIATIONS; 
EDUCATION PROFESSIONS DEVELOPMENT ACT 

ABSTRACT - PREPARED AS ARESULT OF THE 
AUTHOR'S CONCERN FDR THE ROLE OF INDUSTRIAL 
ARTSf AND IN CONJUNCTION WITH THE OSWEGO 
INDUSTRIAL ARTS TECHNOLOGY STAFF DEVELOPMENT 
PROGRAM, THIS RESOURCE GUIDE SHOULD HELP THE 
INDUSTRIAL ARTS TEACHER INTEGRATE 
ENVIRONMENTAL EDUCATION CONCEPTS INTO 
EXISTING CURRICULUM; .IT SEEKS TO INCREASE THE 
TEACHER'S AWA-RENESS OF SOME OF THE INDUSTRIAL 
AND TECHNOLOGICAL ASPECTS OF ENVIRONMENTAL 
PROBLEMS, PRACTICES, AND POLICIES. THE ROLE 
OF THE INDUSTRIAL ARTS TEACHER IS SEEN AS AN 
EDUCATIONAL MANAGER, DIRECTING AND 
CULTIVATING THE PERCEPTIONS OF STUDENTS 
TOWARD ENVIRONMENTAL TOPICS. MAJOR SECTIONS 
OF THE GUIDE ARE: iU) I NTRDDUCT ION, 1 2) 
PERSPECTIVE ON POLLUTION, (31 THE ROLE OF 
. INDUSTRY, t4> THE ROLE OF GOVERNMENT, C51 
DIRECTIONS INDUSTRIAL ARTS AND ENVIRONMENTAL 
EDUCATION, AND <6> RESOURCES. INCLUDED AS 
APPENDIXES ARE: (U AN ENVIRONMENTAL 
g^SSARY, (2) THE NATIONAL ASSOCIATION OF 

ERIC 



il 

^t\^^j:L^L.^.k^S EK^IRCN^ENTAt wUAlITY 
Cw'-^ITTcE, 131 A70ITICNAL CC*«PANftS •ITf^ 
ENV IrC? I- tNTAL ANSiiE^S, AND t4J A SELtCTrC 
--EXGlNc: LIST. IAUThQS/JSI 

VT 016 219 

GALo^'AIT^-, LlLTAN 

ECUirrENT FCf TEACHING CHILD GtveLOP*<fM IN 
JUNitr ANc SEMJt^ HIGH SChGUL, 

<E\TOuKY UMV.. LEXINGTON. INS T»<uC T 1 jNAl 
MATcf^IriS LAfc. 

MF AVAILABLE IN VT-ERIC SET. 

PU:: LATE - 71 33P* 

?tSCf li-JL^S - GUIDES; INSTRUCTIONAL 
MATfci-lALS; *ChIlD DEVELOPMENT; *EwUiPMtNT; 
*Pny5ICAL FACILITIES; ♦HO«t ECONOMICS 
EOUCAriCK; JUMCR HIGh SCHOOLS; StMOn HIGH 
SCHCLcb; tCiJCATIGNAL EUUIPMEnC; EQUIPMENT 
MANuFACTU^^trS 

ASSTf-ACT • DEVELOPED BY A SPECIAL CUNSULTANT 
FOP ^-c^'t tCONCMlCS FOP AN INSTRUCTIONAL 
MATE^'IALS LA6CRAT0RY, THIS SCOKLET IS 
INTE^DtC TC AID ^-IGH SCHOOL PERSONNEL IN 
PLANMKG A kELL ^EQUIPPED CENTER FOR TEACHING 
THILC DEVELOPMENT IN CONSUMER AND WMEMAKING 
EOUCATIOK CLASSE$* ThE PLAN OUTLINED IS BASED 
ON THE CCNCEPT GF SUPPLYING TEENAGERS >«fT^ A 
VARIETY Cf EXPERIENCES WITH SMALL CHILDREN IN 
A LlMITEt SPACE. CONTENTS INCLUDE: CIJ 
SUGGESTtC FLLOR PLANS FOR THE TEACHING 
CENTtJ^* (21 A CURRICULUM GUIDE, 131 PLANNING 
SUGOeSTICNS, (^1 LISTS OF BASIC AND 
RECWMtNCfcL EOUfPMENT AND MATERIALS, wITh 
APPKCXIMATE CCSTS, (51 TIPS FOR TEACHERS* 161 
A 8ieLICG*^APHY JF BOOKS, EQUIPMENT CATALOGS, 
MOVIES, ANL SLIDES, AND (7) A DETAILED 
EQUIPMENT CUTLTKE INCLUDING SPECIFIC iTEMS 
AND DESCRIPTIONS, COMPANIES SUPPLYING THEM. 
AND PRICES, FCR THE SUBJECT AREAS OF BLCCK 
AND DRAMATIC PLAY; BOOKS, MUSIC, AND PUZILES; 
CREATIVE ARTS;. FREE PLAY; HOUSEKEEPING; AND 
MISCELLANEOUS. (AWl 

VT 016 220 

THf-ELKiLC, JOYCE C. 

CARING FLF INFANTS IN DAY CARE CENTERS: A 
GUICE FOR TEACHERS, UNITX- UP-GRAOI NG 
PROGf^Af' FOR CHILD DAY C«E CENTER PERSONNEL. 

KENTUCKY UM V. , L EX I NGTON . INSTRUCTIONAL 
MATERIALS LAB. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 72 lOOP. 

DESCRIPTORS - ♦DAY CARE PROGRAMS; 
♦INSTRUCTICNAL «AT£R lALS ; ♦RE SOURCE 
MATEf lALS; ♦CURRICULUM GUIDES; BEHAVIORAL 
OBJECTIVES: ♦CONCEPT TEACHING; TESTS; RECORDS 
(FCRMSI; LEAFMNC ACTIVITIES; TEACHING 
METHC0S5 SECONDARY GRADES 
IDENTIFIERS - BEGINNING COMPETENCE 

ABSTf<ACT - COMPILED BY A HOME ECONOMICS 
SPECIALIST, THIS GUIDE IS THE FIFTH IN A 
SERIES OF UNITS DESIGNED FOR UP-GRADING 
PROGRAMS FOR CHILD DAY CARE CENTER PERSCNNEL. 
IT IS EASED ON COURSES PLANNED AND TAUGHT JN 
A KE^TUCKY AREA VOCATIONAL SCHOOL AND IN TWO * 

KENTUCKY HIGH SCHOOLS. A CONCEPTUAL OUTLlNr"^ 

IS PRESENTED FOA SIX MAJOR CONCEPTS COVERING 
27 SUPPORTING CONCEPTS. SIX LESSON OUTLINES 
INCLUDE: (If MAJOR AND SUPPORTING CONCEPTS, 
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(2) HEHAVIGRAL OPJECTlVbS, (31 SPECIFIC 
PERFORMANCE OUTCOMESf (4) SUPPORTING CONTENT 
ANj GENFRALIZATIGNS. (5) TEACHING STRATEGI£St 
AND 16) SUGGESTED RESOURCES, A PRETEST, a( 
SAMPLE DAILY CARF SHE^Tt STUDENT RECORD 
PCRMS, A OUESTIONNAIRE, SCHEDULE FGR^S, ,A 
SELF-EVALUATION SHEET, LISTS €F STAFF DUTIES, 
A SAFETY CHECK XIST, SUGGESTED ACTIVITIES, 
SUGGESTIONS FQR CONSTRUCTING SIMPLE TOYS, AND 
EVALUATION FORi^, AND TRANSPARENCY MASTERS 
AREAPPENDED. CTHER UNITS IN THE SERIES ARE 
AVAILABLE AS VT 007 119 - 007.120, (AIM FALL 
1969) AND Vr 012 77<^ (AIM SUMr^ER 1971). (GEB) 

VT 016 222 

V, U P. COMMUNICATIONS CURRICULUM FOR AUTO 
MECHANICS, 

TENNESSEE STATE HOARD ^OR - VOC AT I ONAL* 

EDUCATION, NASHVILLE. 

MF AVAILABLE IN VT-ERiC SET. 

VUCATIONAL-TECHNICAL EDUCATION, 205 CORDELL 
HULL BUILDING, NASHVILLE, TENNESSEE 3721.9 
PUB DATE - ND 21<^P• 

DESCRIPTORS - «AUTO MECHANICS; INDUSTRIAL 
ARTS; *WORK,SHEFTS; INSTRUCTIONAL MATERIALS;. 
♦ ENGLISH QURRolCULUM; *C OMMUN.I C AT I ON (THOlfGHT 
TRANSF£«r*; ASSIGNME:^TS; «STubY GUIDcS; 
SECONDARY\ GRADES 

IDENTIFIERS - BEGINNING COMPETENCE 

ABSTRACT - DESIGNED fOii STUDENTS IN AUTO 
MECHANICS CLASSES. THIS PUBLICATION CONTAINS 
10 UNITS 0EALIN,G WITH ASPECTS OF WRITTEN 
COMMUNICATION. CONSISTING OF FROM NINE TO 35 
ASSIGNMENTS, THE UNITS COVER SUCH TOPICS AS: 
(1) PARTS OF SPEECH, (2) NOUN AND VERB USAGE, 

(3) WRITING SENTENCES, (^) WRITING BUSINESS 
AND INFORMAL LETTERS, AND (5) PUNCTUATION. 
(SB) 

VT 016 225 

HEALTH QCCUPAT ION.Sr-AN EXPLORATORY COURSE. 

OREGON STATE BOARD OF E OUCA T I ONl»-. SALEf^. DIV. 
OF COMMtn^ITY COLLEGES_li!'i^--^REER EDUCATION. 
MF AVAlLABLlji*--Yr^ERlC SET. y 
PUB DATE - 70 ' 27P. 

/ 

DESCRlPrnRS - ^HEALTH OCCUPATIONS EDyCATlON; 

♦RESOURCE MATERIALS; VOCATIONAL DEVELOPMENT; 

CAREER education; *COUKSe D E SCR I PT IONS ; 

SECONDARY GRADES; BEHAV lORAL OBJECT IVES ; SELF 

EVALUATION: *CAREER PLANNING; LEAR:NING 

ACTIVITIES: OCCUPATIONAL CLUSTERS; ^HEALTH 
^OCCUPATIONS; PAMPHLETS; EMPLOYMENT 
' OPPOi^TUNITIES 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - TKI S PAMPHL ET OUTLINES THE SUBJECT 
CONTENT, LEARNING ACTIVITIES, AND TEACHING 
PROCEDURES FOP A SEMESTER-LENGTH CAREER 
EXPLORATION CJ)URSE FOR GRADES 7 TO 10, 
PRON^iDlNG AN OVERVIEW OF HEALTH OCCUPATIONS. 
THREE COURSE OBJECTIVES, EMPHASIZING SELF- 
EVALUATION, AND A RATIONALE ARE INCLUDED IN 
THE RESOURCE MATERIALS. LISTS OF AUDIOVISUAL. 
AIDS AND REFERENCE BOOKS ARE PROVIDED IN THE 
APPENDIXES, AS WELL AS A LIST OF HEALTH 
OCCUPATIONS. (AG) 

VT 016 227 

HEALTH OCCUPATIONS EXPLORATORY MODULE. AN 
INTRODUCTION TO GAINFUL EMPLOYMENT IN HEALTH 



0CCUFAUCN5 HLR JUNIOR HIGH AND HIGH SCHCC^L 
STUDENTS. 

ORtoCN STATE EOARC OF EDUCATION, SALEM. 

INSTRUCT lONAL SERVICES. 

MF AVAILABLE, IN VT-ERIC StT. 

PUB f ATt - 71 30P. 

DESGPIPTCPS - ♦SECONDARY GRADES; PAMPHLETS; 
♦ RfSrUf-CE ^'ATEKIALS; HEALTH OCCUPAUONS; 
*HEALTh ClCOHATIONS EDUCATION; EMPLOYMENT 
rPPURTLMTUS; VOCATIONAL DEVELOPMENT; 
♦CAktER planning; ^career EDUCATION; 
OCCUJ-ATlChAL CLUSTERS; GOAL ORIENTATIUN; 
LEARNING ACTIVITIES 

IDENTIFIERS CAREER AWARENESS; OCCUPATIONAL 
INFORMATION; HUMAN SE^RVICES; SELF EVALUATION 

A^STKACT - THIS PAMPHLET, UESCRIBING'a CAREER 
EXPLCF AT ION MLDLLE AT THE SECONDARY LEVEL FOR 
CCCUfATItNAL CLUSTERS IN HEALTH SERVICES, IS 
DIVlLfct l.\TC;, THREE PARTS: (11 AN OVERVIEW OF 
HEALTH CCCUPATIONS/ (2) HEaLTH OCCUPATIiJNS 
OPPOf' TUN IT lES, AND (3) REOUlREMENTS FOR 
HEALTH X'CCUPAT IONS. SUGGESTED LEARNING 
ACTIVITIES [IHECTED TOWARDS BEHAVIORAL GOALS, 
WHICH STRESS SELF EVALUATION, ARE GIVEN. THE 
APPENtlXES n^CLUDE RESOURCE MATERIALS, A LIST 
OF EMPLOYMENT OPPORTUNITIES IN KEALTH 
OCCUPATICNS, /?ND A LIST OF SAMPLE JOB TITLES. 
(AG» 

VT 016 228 

frN U.STf^UCTO>« S GUIDE F0»< A PROGRAM IN FUEL 
SYSttM SfcKVl'CFS. TRADE AND TECHNICAL 

recuc^tion. automotive industries occupations. 

new york state education dept., albany, 
mf. available in vt-eric set. 
pub date - 72 112p, 

descpiptcfs " ♦trace and industrial 
education; ^teaching guides; behavioral 
objectives; tt.aching methods; *auto mechanics 
(occupation); course content; *resource 
materials; secondary. education; adult 

EOUCATICN; ♦fuels; ENGINES; AUTO MECHANICS 
IDENTIFIERS " EMPLOYMENT SKILLS 

ABSTfiACT " DEVcLCPEO BY A COMMUNITY COLLEGE 
AUTO MfcChAMCS INSTRUCTOR FOR USE IN 
SECONDARY SCHOOLS AND ADULT PROGRAMS, THIS 
TEACHING GUIDE SHOULD HELP IN PREPARING 
STULENTS FOR EMPLOYMENT IN THE AREA OF 
AUTOf-'OTIVE SEKVICES. EACH OF THE EIGHT UNITS 
PRESENTS 6EHAV:10RAL OBJECTIVES, COURSE 
CONTENT, REVIJE-W TOPICS, A BIBLIOGRAPHY, OF 
TEXTEOCKS, FILMS, AND CHARTS, AND TEACHING 
APPROACHES FOR THE FOLLOWING UNITS: (1) 
TNTRGDUCTIGN-^-OVERV^I EW OF 'COURSE, (2) MINOR 
COMPCNtNTS, (3) CARBURETOR FUNDAMENTALS, {A) 
AUTOMCTIVE CARBURETORS, (5) CARBUREJOR 
DIAGNOSIS AND OVERHAUL, (6.) AUTOMOTIVE FUELS, 

(7) AUTOMOTIVE EMISSION CONTROL SYSTEMS, AND 

(8) FUEL INJECTION, SUPERCHARGERS, AND 
LIOUEFIED PETROLEUM GAS SYSTEMS. ALSO 
INCLUDED ARE A GLOSSARY/ A DIRECTORY OF 
COMPANIES, A 4-PART FINAL EXAMINATION, AND 
INFORMATION ON USING AUDIOVISUAL MATERIALS. 
( Ji) 

VT 016 229 ED 065 722 
BROWN, DUANE, AND OTHERS 

A CAREER DEVELOPMENT GUIDE FOR WEST VIRGINIA 
TEACHERS. 
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WEST VIRGINIA UNIV. , MOHGANTOWN. DEPT. OF 
•COUNSGLING AND GUIDANCE. 
WEST VIRGINIA STATE DEPT. OF EDUCATION, 
CHARLESTON. ;OFFICE OF EDUCATION (DHEW), 
WASHINGTON, D.C. 
EDRS PRICE MF-$0.65 HC-$6.58. 
PUB DATE - NO 175P. 

DfcSCRIPTfRS - *CAREEP EDUCATION; CAREER 

ci^oice; >gccupational guidance; placement; 
♦curriculum guides; *i nstruct i ona l materials; 
bibliographies; resource materials; activity 
learning; educational objectives; educational 
philosophy; *vocational development 
identifiers - w£st virginia; career 
awareness; self awareness ^ 

abstract • this guide was designed ror 
teachers to use in incorporating carhep. 
development into their curriculum. the first 
major- sect ion oiscussfs sohe antiquated ideas 
that have been held about the development 

PROCESS, PROVIDES A RATIONALE FOR THE PROGRAM 
, PRESENTED, AND LISTS SEVERAL REFERENCES.. THE 
SECOND SECTION CONTAINS A DISCUSSION Ol- THE 
WORLD CF WORK, INCLUDING THE TRANSITION FROM 
SCHOOL TO WORK, CONC EPTUAL I IE D WORK, AND 
EXPECTED TRENDS. THE THIRD MAJOR SECTION 
OUTLINES A CURRICULUM GUIDE FOR CAREER 
DEVELOPMENT PROGRAMS; GENERAL OBJECTIVES AND 
IMPLEMENTATION TECHNIQUES ARE PRESENTED AS 
ARE SUGGESTED ACTIVITIES AND RESOURCES FOR 
GRADES K-L2. AN EXTENSIVE LIST OF MATERIALS 
AND SOURCES OF INFORMATION ABOUT' CAREER 
DEVELOPMENT AK'D SUGGESTIONS FOR ESTABLISHING 
A PLACEMENT SERVICE ARE APPENDED.. (GEB) 

VT 016 230 

THE OFFICE AND YOU. . .CARE ER S . 

ADMINISTRATIVE MANAGEMENT SOCIETY, WIlLOW 
GROVE, PA.;BUSINESS EQUIPMENT MANUFACTURERS 
ASSOCIATION, NEW YORK, N.Y. 
MF AVAILABLE IN VT-ERIC SET. 
ADMINISTRATIVE MANAGEMENT SOCIETY, WILLOW 
GROVE, PA 19090 ($1.00) 
PUB DATE - ND 26P. 

DESCRIPTORS • *OFFICE OCCUPATIONS; *CAREER 
eOUCATION; *PAMPHLETS; ♦CAREER OPPORTUNITIES; 
♦VOCATIONAL DEVELOPMENT? FRINGE BENEFITS;- 
RESOURCE MATERIALS 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS PAMPHLET DESCRIBES CAREER 
OPPORTUNITIES IN OFFICE WORK, EMPHASIZING 
INNOVATIVE EQUIPMENT AND CURRENT OFFICE 
PRACTICES. JOB BENEFITS ARE INCLUDED, AS WELL 
AS LISTS OF ASSOCIATIONS AND BUSINESS 
MAGAZINES. PHOTOGRAPHS ILLUSTRATE THE TEXT. 
(AG) 

VT 016 234 

AUTO BODY REPAIR AND PAINTING PROGRAM. PLAN 
AND OUTLINE FOR SECONDARY LEVEL. 

IDAHO STATE BOARD OF VOCATIONAL EDUCATION, 
BOISE. DIV. OF TRADE AND INDIJSTRIAL 
EOUCATION. 

MF AVAILABLE IN VT-ERIC SET. 
VO-ED-118 
^UB DATE - ND 18P. 

"ESCRIPTDRS- - *TRAOE AND INDUSTRIAL 



education; VOCATIONAL DEVELOPMENT; ♦STATE 

cuRf^icuLUM guides; uOurse objectives; 

SECONDAKY GRADES; ♦PROGRAM DESCRIPTIONS; 
PRCCUCER SERVICES; PROGRAM GUIDES; ♦AUTO BODY 
REPAIRMAN; WELDING; PAINTING; EQUIPMENT*; 
♦FINISHING; RESOURCE MATF';IALS 
IDENTIFIERS - BEGINNING COMPETENCE; 
EMPLOYMENT SKILLS; IDAHO 

ABSTRACT ^ THIS INSTRUCTIONAL OUTLINE FOR A 
3^YEAR AUTC BODY REPAIR AND PAINTING PROGRAM 
AT THE SeCCNDAPY LEVEL CONTAINS PROGRAM 
OBJECTIVES, COURSE CONTENTS FOR EACH YEAR, A 
RESOURCE LIST, \aND LISTS OF EQUIPMENT AND 
SUPPLIES. PROGRlAM AND MATERIALS COSTS ARE 
INCLUDED. THIS GUIUE, PATTERNED AFTER A ^ 
TRAINING PRCGFAM DEVELOPED BY THE OKLAHOMA ' 
STATE UMVERSITVy WAS DEVELOPED 8Y,A 
VOCATICNAL INSTRUCTOR OF AUTO BODy'rEPAIR AT 
A PCST-SECCNDARY TECHNICAL SCHOOL AIDED BY 
TWO ST/(E SUPERVISORS OF VOCATIONAL ANQ 
INDUSTFIAL EtUCATlQN. THE COURSE OUTLINE IS 
P,ASfcD CN A 5-DAY SCHEDULE OF ONE HOUR A DAY 
FOR GRADE 10, TWO HOURS A DAY FOR GRADE 11, 
AND THREE HOURS A DAY FOR GRADE 12, WITH TWO 
HOURS USED FOR SHOP IN THE LAST YEAR. (AG) 

VT 016 i35 ED 065 724 

AGRICULTURAL SERVICE JOBS. WORLD OF WORK. 

WISCONSIN STATE EMPLOYMENT SERVICE, 
MILWAUKEE. OCCUPATIONAL ANALYSIS FIELD 
CENTER. 

EORS P^'ICE Hf-$0.65 HC-$3.29. 

SER-n 50-2-7 1-WSES-31 74 
PUB CATE - ND 58P. 

DESCRIPTORS - ♦AGRIBUSINESS; ♦AGRICULTURAL 
OCCUPATIONS; AGRICULTURAL EDUCATION:. ♦CAREER 
CHOICE;' ♦AGRICULTURAL TECHNICIANS; PRODUCER 
SERVICES; AGRICULTURAL PRODUCTION; 
♦OCCUPATIONAL INFORMATION; SERVICE 
OCCUFATI ONS 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - TO AID IN SELECTION AND PLACEMENT 
OF PEOPLE FOP VOCATIONS IN AGRIBUSINESS, THIS 
BROCHURE PRESENTS OCCUPATIONAL INFORMATION 
ABOUT A WIDE VARIETY OF SERVICE-ORIENTED 
JOBS, INCLUDING ARTIFICIAL BREEDING, 
CONSERVATION, MARKETING, AND VETERINARY 
MEDICINE. COLLECTED AND REPORTED BY A 
RESEA»<CH ANALYST, THE MAT ER I ALS FOCUS ON 
SERi'iCeS RELATED TO MIDWESTERN AGRICULTURAL 
PRGDUCTICN. A JOB INDEX RELATES T.ITLES USED 
IN THIS PAMPHLET TO THOSE USED IN THE 
DICTIONARY CF OCCUPATIONAL TITLES. 
PHOTOGRAPHS ILLUSTRATE THE TEXT. (AG) 

VT 016 236 

CONSUME.^ ELECTRONICS PROGRAM. PLAN AND 
OUTLINE H^R SECONDARY LEVEL. 

IDAHt ST/.TE 6CARD OF VOCATIONAL EDUCATION, 
BOISE. lHIV.* CF TRACE AND INDUSTRIAL 
EDUCATIONc 

MF AVAILABLE IN VT-ERIC SET. 
VO-ED-11^ 

PUB DATE - ND 17P. 

DESCPIFTCRS - ^^EL ECTRONICS ; SECONDARY GRADES; 
♦PROGRAM CESCP IPTIONS; BEHAVIORAL OBJECTIVES; 
PRODUCER SERVICES; RESOURCE MATERIALS; ♦TRADE 
AND INCUSTflAL EDUCATION; VOCATIONAL 
DEVELCPMENT; TECHNICAL OCCUPATIONS; ♦STATE 
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curkIculum guides; *coupsf content; 
electronic technicians 
identifiers - beginning competence; 
employment skills; idaho 

abstract - this instructional guide for a 3- 
year vocational preparation program at the 
high school level in consumer-oriented 
elfctronics provides program. objectives, a 
course cutlinet and teaching procedures for 
each year. equipment and materials lists are 
included, as well as program costs and a 
sample plan fop classroom facilities, 
developed by a high school electromics 
teacher with the aid of a local advisory 
committee, and th? state boai^d of vocational 
education the tfaching plans use the u.s. 
office of education oe-87040 electronics 
mechanic guide as the primary resource, 
intended to provide students with entry level 
employment skills fop further post-secondary 
education or on-the-jor training, the 
instructional outline emphasizes in-depth 
shop practice and classroom instruction based 
on a 5-day schedule of one hour per day for 
grade 10, two hours per day for grade 11, and 
three hours per day tor grade 12 with two 
hours of shop oa ily in the last year. 

VT 016 241 

ILLUSTRATED OCCUPATIONS RELATED TO NINE 
ACADEMIC AREAS. 

ALABAMA RESEARCH COORDINATING UNIT FOR 
VOCATIONAL AND TECHNICAL EDUCATION, 
MONTGOMERY. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - ND 145P. 

DESCRIPTORS - *HUMANITIES; ^SECONDARY GRADES; 
♦OCCUPATIONAL INFORMATION; *TRANSPARENC I E S; 
♦CAREER EDUCATION 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - OCCUPATIONAL INFORMATION RELATED 
TO NINE ACADEMIC AREAS IN THE HUMANITIES IS 
GIVEN SEPARATELY FOR EACH SUBJECT. HI STORYt 
ENGLISH, HEALTH, MUSIC AND ART, GEOGRAPHY, 
FOREIGN LANGUAGE, MATH, SCIENCEi AND 
ECONOMICS ARE TREATED AS AREAS OF STUDENT 
INTEREST, EACH OF WHICH CAN LEAD TO A VARIETY 
OF CAREERS. A WIDE VARIETY OF JOB 
DESCRIPTIOf^S IS INCLUDED FOR EACH VOCATIONAL 
GROUPING. ILLUSTRATIONS USEFUL FOR CLAS.SROO'^ 
TRANSPARENCIES, INTRODUCE THE CAREER 
-INFORMATION FOR SO .c OF THE JOBS IN EACH 
AREA. (AG) 

VT 016 242 
HAYESt ANNF C. 

HOME AND COMMUNITY SERVICES. COURSE OUTLINE. 

KENTUCKY UNI V. , XEX INGTON. INSTRUCTIONAL 
MATERIALS LAB. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - ND 30P. . 

DESCRIPTORS - ♦OCCUPATIONAL HONE ECONOMICS; 
♦VOCATIONAL EDUCATION; BIBLIOGRAPHIES; 
RESOURCE MATERIALS; HUMAN SERVICES; VISITING 
HOMEMAKERS; *DI SADV ANT A GEO YOUTH; 
♦HANDICAPPED STUDENTS; SECONDARY GRADES; 
VOCATIONAL DEVELOPMENT 

IDENTIFIERS - EDUCATIONAL AWARENESS; CAREER 
^^V^^ESS5 HOME HEALTH AIDES; ♦SERVICE 



OCCUPATICNS 

AbSTMCT - THIS COURSE OUTLINE FOR A YEAR- 
LONG OCCbPATICNAL HOME ECONOMICS TRAINING 
PROGf^AK. IN HO^E AND COMMUNITY SERVICES WAS 
DESIGNED FDR TEACHING OF REGULAR, 
DISADVANTAGED, AND HANDICAPPED STUDENTS IN A 
HIGH SCHCGL CK VOCATIONAL SCHOOL. INTENDED TO 
PRfcPAKE STULENTS FOR EMPLOYMENT IN AREAS OF 
HOUSfKEtPUO, MEAL PREPARATION AND SERVICE, 
CAPfc Cf CHILDREN, AND HOME CARE OF THE SICK 
AND eLLERLY, THE COURSE IS PRESENTED IN THREE 
PARTS: (I) ORIENTATION TO GAINFUL EMPLOYMENT, 
(2) HOME EKPLOYMENT, AND (3> COMMUNITY 
EMPLCYKENT. "REAL-LIFE'' LABORATORY 
EXPERIENCES AHE TO BE PROVIDED IN THE 
CLASS8CLM AND THEUNITY. DEVELOPED BY THREE 
STATE CIFECTOKS IN HOME ECONOMICS EDUCATION, 
THE GUIDE INCLUDES RESOURCE LISTS AND A 
BIBLIOGRAPHY. (AG) 

VT 016 243 
HAYES, ANNE C. 

POST SECCNCARY FOOD SERVICE GUIDE: SANDWICH 
GIRL, SALAD GIRL, AND LUNCH COUNTER WORKER. 

KENTUC)<Y UNIV., LEXINGTON. IN^RUCTIONAL 
MATERIAL S LAB. 

MF AVAILABLE IN VT-ERIC SET. 

PUB LATE - 71 I04P.^ 

DESCRIFTCRS - *POST SECONDARY EiXJCATION; 
HUMAK services; ♦OCCUPATIONAL HOME ECONC^'ICS; 

♦ fugl". service occupations; behavioral 
objectives; resource materials; teaching 
procelures; bibliographies; ♦teaching guides; 
*vucat:onal development; job skills; 
vocatictnal education 

identifiers -career awareness; beginning , 
competence; employment skills 

abstract - this teaching guide for a i5q-h0ur 
post-secdndary occupational home economics ■ 
training program fcr food service workers, 
keyed to a basic food service gui de , pre sent s 
behavicral cbjectives, a course outline, and 
six instructional units focusing on skill 

DEVELOPMENT IN SA LA D "MAKI NG i SANDWICH MAKINGt 
AND LUNCH COUNTER WORK. FOR EACH UNIT, 
GENERAL AND SPECIFIC GENERALIZATIONS, 
TEACHING PRGCEDURESt AND RESOURCE MATERIALS 
ARE LISTED IN A 3-COLUMN C HART FORMAT. 
TEACHING TECHNIQUES INCLUDE FIELD TRIPS AND 
THE USE OF AUDIOVISUAL AIDS. AN EXTENSIVE. 
RESOURCE LIST AND A BIBLIOGRAPHY ARE INCLUDED 
IN THE GUIDE, DEVELOPED BY A HOME ECONOMICS 
SPECIALIST AT A UNIVERSITY WITH THE HELP OF 
TWO STATE DIRECTORS AND A FOOD SUPERVI SOR IN. 
INDUSTRY. (AG) 

VT 016 247 

mcginley, gerry p. 

administrators* guide to career education in 
the elementary school. 

nevada univ.t reno. research and educational 
planning center. ;washoe county school 
district, reno, nev#;nevada state dept. of 
education, carson city. div. of vocational- 
Technical and adult education. 

OFFICE OF EDUCATION {DHEW)f WASHI NGTON , C . 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - ND 27P. 

DESCRIPTORS - ♦ADMINISTRATOR GUIDES; ♦CAREER 
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fcDUCATlON; *ELEMfNTARY GRADES; *0E V E LOPHF NT AL 
PKOGRAMS; CONCEPTUAL SCHEMES; CLUSTER 
grouping; vocational OEVELJPHENT; HUMANITIES; 
♦PROGRAM DESCRIPTIONS 

lUENTlFIERS - CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 

ABSTRACT - THIS ADMINISTRATORS' GUIDE FOR 
IMPLEMENTING A CAi^EER EDUCATION PROGRAM IN 
THE ELEMENTARY GRADES INCLUDES A RATIONALE 
FOR CAREER EDUCATION, A 0 ES CK I PT I ON. OF THE 
DEVELOPMENTAL ATTITUDFS AND OVERALL 
OBJECTIVES, AS WELL AS STANDARD AND OPTIONAL 
PROGRAM CONSIDERATIONS PRESENTED IN A 2- 
COLUMN CHART FORMAT. BASIC C0N<:EPTS ARE GIVEN 
FOR EACH GRADE, INTRODUCING OCCUPATIONAL 
CLUSTERS IN GRADE 6. THIS GUToe WAS DEVELOPED 
BY A PROJECT LOG COORDINATOR' AND EIGHT OTHER 
ADMINISTRATORS FOR PROJECT SAVE, WHICH WAS 
FEDERALLY FUNDED. (AGI 

VT 016 249 

VOCATIONAL CAREER dRIENTATlONf GRADES 1-6. 

MONONGALIA COUNTY SChf6iLS, MORGANTOWN, W.VA. 
MFAVAILABLE IN VT-EfilC SET* 
PUB DATE - JUL71 84P. 

DESCRIPTORS - ^CAREER EDUCATION; ♦ELEMENTARY 
GRADES; *VOCATIONAL DEVELOPMENT; *CAREER 
PLANNING; *PROGKAM DESCRIPTIONS; RESOURCE 
materials; behavioral OBJECTIVES; PROGRAM 
EVALUATION; FIELD TRIPS; ROLE PLAYING; 
INSERVICE EDUCATION; PR OGRA M PL ANN I NG ; 
TEACHING PROCEDURES 

IDENTIFIERS - ATTITUDES APPRECIATIONS; CAREER 
AWARENESS 

ABSTRACT - THIS PRELIMINARY REPORT OF A 3- 
YEAR VOCATIONAL ORIENTATION PROJECT FOR THE 
ELEMENTARY GRADES DISCUSSES THE ATTAINMENT OF 
PROGRAM OBJECTIVES,' ROLES OF THE STAFFr AND 
INSERVICE EDUCATION, |N ADDITION TO GENERAL 
AND SPECIFIC PROGRAM PLANNING. FOR EACH 
GRADE, SPECIFIC BEHAVIORAL OBJECTIVES, GOALS, 
RESOURCE MATERIALS, AND TEACHING PROCEDURES 
ARE OUTLif*ED. SUGGESTIONS FOR STUDENT 
EVALUATION PROCEDURES ARE INCLUDED FOR EACH 
GRADE LEVEL, AS WELL AS . A PLAN F.OR PROGRAM 
EVALUATION, CONSISTING OF PRE- AND POST- 
TESTING AND SURVEY QUE S T I ONNA IRFS FOR 
TEACHERS AND PARENTS. THE APPENDIX CONTAINS 
LISTS OF PUBLISHERS* ADDRESSES. THIS PROGRAM 
DESCRIPTION, DEVELOPED BY A TEACHER- 
COORDINATOR, INCLUDES FIELD TRIPS, ROLE 
PLAYING, AND THE USE OF AUDIOVISUAL AIDS AS 
TEACHING TECHNIQUES. THE PROJECT WAS FUNDED 
THROUGH PART D OF THE 1968 AMENDMENT OF THE 
1963 VOCATIONAL EDUCATION ACT. (AGI 

VT 016 253 
ESPENSCHIED, r.f. 

TUNGSTEM INERT GAS (TIG) WELDING. 

ILLINOIS UNIV., URBANA. VOCATIONAL 

AGRICULTURE SERVICE. 

MF AVAILABLE IN VT-ERIC SET. 

VAS-3036 

VOCATIONAL AGRICULTURE SERVICE, 434 MUMFORD 
HALL, URBANA, ILLINOIS 6180L ($.40) 
PUb DATE - 72 30P. 

DESCRIPTORS - *A GR I CULTURAL EDUCATION; 
VOCATIONAL AGRICULTURE; *UNITS OP STUDY • 
iUBJECT FIELDS); ♦WELDING; ♦AGRICULTURAL 



ENOlNbthlKG; ILLUSTRATIONS; MhTALS; 
♦INSTRUCTUNAL MATERIALS 

ABSTRACT 7 DtVELOPED BY A UNIVERSITY 
AGRICULTJjjkAL CEPARTMENT FOR SECONDARY AND 
POST-SfcC'CNDARV STUDENTS, THIS UNIT GIVES 
COVERAGE TO TUNGSTEN INERT GAS WELDING, 
INCLUDING SELECTION OF EQUIPMENT. ADJUSTING, 
SETT/ING UP ANL MAINTAINING THE EQUIPMENT, AND 
PRgVlDtS TECHNIQUES AND PROCEDURES USED IN 
WELDING DIFFERENT KINDS OF METALS. IN 
ADCniON, Tht UNIT HAS NUMEROUS TABLES, 
PICTLRIAL DIAGRAMS, TP OUB L E SHOOT I NG GUIDES, 
AS WELL AS A LIST OF REFERENCES RELATED TO 
TUNGSTEN INERT GAS WELDING. (DM) 

VT 016 254_ 

OSCHWALb, W.fv*; COURSON, R.L. 
UNDEPSTANLING SOILS.' 

ILLINOIS UMV., URBANA. VOCATIONAL 
AGRICULTURE SERVICE. 
MF AVAILABLE IN VT-ERIC SET. 
VAS-4052 ! 

VOCATIONAL AGRICULTURE SEt^VlCt, 434 MUMFORD 
HALL, URBANA, ILLINOIS 61801 (S.25) 
PUB LATE - 72 20P. 

a 

DESCRIPTORS - ^AGRICULTURAL EDUCATION; 
VOCATIONAL AGRICULTURE; ♦SOIL SCIENCE; 
INSTRUCTIONAL MATERIALS; ♦PLANT SCIENCE; 
PLANT GRCWTH; ♦CONSERVATION EDUCATION; SC*L 
CONSERVATION; ♦UNITS OF STUDY (SUBJECT 
FIELDS); SECONDARY GRADES; POST SECONDARY 
EDUCATION 

ABSTRACT - PREPARED BY A UNIVERSITY ' 
AGRICULTURAL DEPARTMENT FOR SECONDARY AND 
POST-SECCNOARY STUDENTS, THIS UNIT OF STUDY 
EXAMINES SOILS, INTERPRETS THEIR 
CHARACTERISTICS, AND PROVIDES CRITERIA FOR 
JUDGING LAND SO IT CAN BE. USED AND MANAGED 
WISELY. THIS INSTRUCTIONAL UNIT GIVES A 
DETAILED DESCRIPTION OF THE FORMATION AND 
PHYSICAL MAKE-UP OF SOILS, CONSTRASTING 
ELEMENTS OF SOILS AND PROVIDES A GUIDE TO ^ 
DETERMINE THE EIGHT KINDS OF LAND CLASSES. 
NUMEROUS CHARTS, MAPS, PICTURES, ANn DIAGRAMS 
ARE USED TO ILLUSTRATE THE TEXT. (DM) 

VT 016 272 
KNOUSE, DONALD R. 

MODEL UNITS FOR CAREER PLANNING THROUGH 
SOCIAL STDDIES EDUCATION. ' 

DELAWARE STATE DEPT. OF PUBLIC INSTRUCTION, 
DOVER. 

MF AVAILABLE IN VTtERIC SET. 
PUB DATE - AUG71 133P. 

DESCRIPTORS - BIBLIOGRAPHIES; EVALUATION 
TECHNIQUES; BEHAVIORAL OBJECTIVES; SECONDARY 
GRADES; humanities; ♦social studies UNITS; 
♦CAREER education; ♦career PLANNING; 
♦TEACHING MODELS; SKILL DEVELOPMENT; 
generalizations; resource MATERIALS; LEARNING 
activities; concept FORMATION 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS ROUGH DRAFT FOR EIGHT SOCIAL 
STUDIES UNITS DEALING WITH CAREER PLANNING 
FOR THE SECONDARY GRADES PROVIDES UNIT 
RATIONALES, PERFORMANCE OB JECT I VES , 
GENcPALliATIONS, AND CONCEPTS CORRELATED WITH 
LEARNING ACTIVITIES, SKILLS TO BE DEVELOPED,. 



36 



AIM/VOL 6 NG I 



AND i^ESOURCE MATERIALS. DEVELOPEO AT A 1-WEEK 
SU^^MFR WORKSHOP OF SOCIAL STUDIES TEACHERS 
AMf) CCNSULTANTSf THE SAMPLE JNITS INCLUDE 
PROCEDUPFS FOR STUDENT EVALUATION AND SHEETS 
OF EVALUATIVE CPITERIA. TEACHING IcCHNlQUES 
INCLUDE kOLEPLAVlNGf FItLO TRIPS, AND THE USE 
OF kESOUPCE speakers and audiovisual AIDS. A 
BIBLIOGPAPHY IS APPENOfcD. (AG) 

VT 016 273 
HARTMAN, OUANt £• 

OFFICE-CLERICAL CLUSTER PROGRAM. 

LEBANON UNION HIGH SCHOOLt OREO. 
MF AVAILABLE W VT-ERIC SET. 
PUfl DATE - NO 30P. 

DESCRIPTORS - SECONDARY GRADES; *OCCUPAT lONAt 
CLUSTERS; ♦OFFICE OCCUPATIONS EDUCATION? 
♦CLERICAL occupations; BEHAVIORAL OBJECTIVES; 
COIJRSF f^ESCRIPTICNS; COOPERATIVE EDUCATION; 
♦WORK EXPERIENCE PROGRAMS; VOCATIONAL 
DEVELOPMENT; *PUSINESS EDUCATION 
IDENTIFIERS - C A P EFR A W AR ENES S ; £CjUCATIONAL 
AWARENESS; BEGINNING COMPETENCE 

ABSTRACT " THIS SPIRAL BOUND GUIDE FOR A HIGH 
SCHOOL COOPERATIVE WORK EXPERIENCE PROGRAM 
FOR VOCATIONAL PREPARATION COVE^^S THE 
OCCUPATIONAL CLUSTER OF OFFICE AND CLERICAL 
JOBS. GENERAL AND SPECIFIC BEHAVIORAL 
C6JECTIVES PRECEDE THE SHORT COURSE 
DESCRIPTIONS AND RRIEF COURSE OUTLINES. 
RESOURCE MATERIALS INCLUDE A STUDENT 
INTERVIEW* SHEFTt LINE DIAGRAMSi AN 
APPLICATION POP THE PROGRii^f AND A STUDENT 
EVALUATION SHEET F0» HIS PL OYE R . TH I S GUIDE . 
WAS WRITTEN BY A HIGH SCHOOl^ TEACHER. (AG).. 

VT 016 276 . 1 \ 

A PLAN FOR CAREER EXPL DR AT tON GR AOE 8. 

CLGVIS UNIFIED SCHOOL DISTRICT, C^LIF. 
OFFICE OF EDUCATION (OHEW)t WASHINGTON,, D.C. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - NO 79P. 

DESCRIPTORS - GRADE 8; *CAREER EDUCATION; 
♦manuals; WORKSHEETS; BEHAVIORAL OBJECT-IVES; 

glossaries; ♦self evaluation; occupational 
guidance; ♦vocational interests; vocational 
development; *activit.y units; learning 
activities; job analysis 
identifiers - self awareness'; career 
awarenfss 

abstract - this student manual for a grade 8 
career orientation guide deals with self 
evaluation in six act iv it y un its, the world 
of work in four activity units, and a 
concluding section to help students match 
vocational interests to job requi rements and 
to summarize their vocational preferences, 
student worksheets and checklists are 
included, as well as a b-page glossary. for 
each activity unit, an overview, behavioral 
objectives! and learning experiences are 
provided. job analysis is emphasized. this^ 
booklet was adapted from "grade 7t a 
vocational plan," developed by american 
institutes for research and the quincy, 
massachusetts public schools as part of 
project able,. (ag> 

VT 016 284 



KTIStKt jef«hY C; wAMPLERf ELIZABETH C. 

CARUh ELUCATION CURRICULUM GUIOc. 

INCIANA STATE DEPT. OF PUBLIC INSTRUCTIuNi 
INLIANAFCLSS. 

MF AVAlL^bLE IN VT-EHIC SET, 
put lATt - 72 170P. 

DcSCHPTCkS - *CAREER EDUCATION; VOCATIONAL 
OEVELL.P^*tNT; '^STATt CURRICULUM GUIDES; 
GLCSS^f-ItS; etHAVIORAL OBJECTIVES? 
GENERAL WATIOKS; LEARNING ACTIVITIES; 
RESOURCE MATtPlALS; BIBLIOGRAPHIES; 
HUMANlTItS; ^CONCEPT FORMATION; *EL£MENTARY 
GRADES; ^-SECONDARY GRADES 

lOENTIFItFS " CAREER AWARENESS; ATTITUDES 
APPRECIATIONS 

At3STkAC7 - THIS STATE CURRICULUM GUIDE FCR 
CAJ^EER tCUCATlON IN THE ELEMENTARY AND 
SFCUNOAFV GFAC6S CONTAINS CONCEPTS AND 
SUbCr.'NCEPTS CORRELATED WITH BEHAVIORAL 
OBJECTIVES, GENERALIZATIONS, AND LEARNING 
EXPtl-ItNCtS I^ A 3-COLUMN CHART FORMAT. A 
WIDE RANGt OF RESOURCE MATERIALS, A GLCSSARYt 
AND A bJ ELICGPAPHY ARE PROVIDED FOR THE 
GUIDE, WHICH V,AS OEV£LOPcO 6Y A CAREER AND 
GUIDANCE CUURCINATOR AND A GUIDANCE 
CONSULTANT AS A BASIC TbACHiNG MODEL. (AG) 

VT 016 285 

FIND A CAREER THAT COUNTS — IN HOSPITAL 
FINANCIAL MANAGEMENT. 

HOSPITAL FINANCIAL MANAGEMENT ASSOCIATION, 
CHICAGO, ILL, 

MF AVAILABLE IN VT-ERIC SET. 

.HOSPITAL FINANCIAL MANAGEMENT ASSOCIATION* 
8A0 N. LAKE SHORE DR. CHICAGO, ILLINOIS 60611 
PUe PATE - NO 28P. 

descfiftckis - pamphlets; ♦occupational 
infofmatiun; $ eccnda ry gr ade s ; ♦career 
opportunities; ♦hospital personnel; ♦finance 
occufaticns; resource materials; vocational 
develcpment; vocational counseling 
identifiers - career ^^^reness 

abstract - this pamphlet provides 
occupational i nforma t i on for . a wide range of 
cal?.eeks in hospital f i nanc i al ma nage me nt . for 
each job, its function and duties, education 

AND SKILLS PECUIREO, PERSONAL QUALIFICATIONS, 
AND SALARY RANGE ARE DESCRIBED. RESOURCE 
MATERIALS FOR FURTHER CAREER EXPLORATION IN 
THESE AREAS ARE INCLUDED. PHOTOGRAPHS, 
CHARTS, ANt^LlNE DRAWINGS ILLUSTRATE THE 
TEXT. (AG) 

VT 016 286 

FREDRICKSOK, RONALD K. 

CAREER DEVELOPMENT: BIBLIOGRAPHY AND LIST OF 
PROGPAKS. 

MF AVAILABLE IN VT-ERiC SET. 
PUB DATE - 16K.AR72 33P. PRESENTATION FOR 
BERKSHIRE PERSONNEL AND GUIDANCE ASSOCIATION 
WORKSHOP (PITTSFIELD, MASSACHUSETTS, MARCH 
16, 1972) 

DESCRIPTORS • *ELEMENTARY GRADES; *CAREER 
EDUCATION; *VOCATIONAL DEVELOPMENT; 
*BIBLIOGRAPHIE>S; GLOSSARIES; *PROGRAM 
DESCRIPTIONS; REFERENCE r-iATERIALS; 
INSTRUCTIONAL MEDIA 
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IDENTIFIERS - CAREER AWARENESS 

ABSTRACT • THIS BIBLIOGRAPHY OF INSTRUCTIONAL 
MEDIA FOR CAREER DEVELOPMENT WILL BE USEFUL 
AS A BASIS IN DEVELOPING MATERIALS fOR 
EOUCATORS AT THE ELEMENTARY GRADE LEVELS. A 
BRIEF GLOSSARY OF CAREER EDUCATION TERMS IS 
INCLilOEOf IN ADDITION TO AN EXTENSIVE SECTION 
DESCRIBING SOME CAREER ORIENTATION PROGRAMS 
IN ELEMENTARY SCHOOLS THROUGHOUT THE UNITED 
STATES, a' GROUP OF NINE ANNOTATED ARTICLES ON 
CAREER EDUCATICN COMPLETES THE REFERENCE 
MATERIALS, ORIGINALLY PREPARED FOR A WORKSHOP 
BY A UNIVERSITY PROFESSOR. (AG) 

VT 016 293 

A PLAN FOR CARFER EXPLORATION, GRADE 7« 

CLOVIS UNIFIED SCHOOL DISTRICT, CALIF. 

DEPARTMENT OF HEALTH, EDUCATION, AND WELFARE, 

WASHINGTdN, G.C. 

MF AVAILABLE IN VT-ERIC S6T. 

PUB DATE - NO BOP. 

DESCRIPTORS - GRADE 7; *CARE£R EDUCATION; 
♦MANUALS; WORKSHEETS; BEHAVIORAL OBJECTIVES; 
GLOSSARIES; *SELF EVALUATION; OCCUPATIONAL 
guidance; *V0CATI0NAL INTERESTS; VOCATIONAL 
DEVELOPMENT; ^ACTIVITY UNITS 
IDENTIFIERS - SELF AWARENESS; CAREER 
AWARENESS 

ABSTRACT - THIS STUDENT MANUAL FOR A GRADE 7 
CAREER EXPLORATION GUIDE COVERS SELF 
EVALUATION AND THE WORLD OF WORK WITH FIVE 
ACTIVITY UNITS EACH, AND A FINAL SECTION FOR 
MATCHING VOCATIONAL INTERESTS WITH JOB 
ReOUIREMENTS. A 5-PAGE GLOSSARY IS PROVIDED, 
IN ADDITION TO 5TUDENT WORKSHEETS AND 
CHECKLISTS. AN OVERVIEW, BEHAVIORAL 
OBJECTIVES, AND LEARNING EXPERIENCES ARE 
GIVEN FOR EACH ACTIVITY UNIT. THIS BOOKLET 
WAS ADAPTED FROM «GRADE 7, A VOCATIONAL 
PLAN," DEVELdPED BY AMERICAN INSTITUTES FOR 
RESEARCH AND THE OUINCY, MASSACHUSETTS PUBLIC 
SCHOOLS AS A PART OF PROJECT ABLE. (AG) 

VT 016 297 
BAIRD, JOE A. 

MANUAL FOR MANPOWER INSTRUCTORS. 

ARIZONA STATE DEPT. OF VOCAT I ONAL^eCuCTfTON, 
PHOENIX. f 
MF AVAILABLE IN VT-ERIC SET. / 
PUB DATE- - MAR72 133P. / 

DESCRIPTORS - MANUALS; RESOURcl MATERIALS; 
♦MANPOWER DEVELOPMENT; *PROJECf TRAINING 
METHODS; ADULT BASIC EDUCATIOnI ♦VOCATIONAL 
L^VELOPMENT; VOCATIONAL EOUCATmN; 
♦DISADVANTAGED GROUPS; *T EA CHER XOUCATION ; ^ 
LEARNING PROCESSES; TEACHER CHARAtT=eirrST ICS; 
EVALUATION TECHNIOUES; PROGRAM DESCRIPTIONS 

ABSTRACT - THIS COMPREHENSIVE MANUAL FOR 
MANPOWER DEVELOPMENT AND TRAINING INSTRUCTORS 
DESCRIBES THE PLANNING AND I MPLEMENTATION OF 
PROJECT TRAINING METHODS FOR THE 
DISADVANTAGED, SPECIFICALLY FOCUSING ON 
STUDENT AND TEACHER CHARACTERISTICS, THE 
LEARNING PROCESS, AND INSTRUCTIONAL PLANNING. 
BACKGROUND INFORMATION ON THE PROGRAM IS 
DETAILED, IN ADDITION TO DESCRIBING CLASSROOM 
PROCEDURES, TEACHING TECHNIQUES, AND THE USE 
OF INSTRUCTIONAL AIDS* STUDENT AND TEACHER 



EVALUATICN SUGGESTIONS AND THE ESTABLISHMENT 
OF PERFORMANCE OBJECTIVES ARE DISCUSSED. 
DESCFIFTIONS OF OTHER MANPOWER PROGRAMS AND 
PRCGRAK FCPMS ARE INCLUDED IN THE EXTENSIVE 
RESOURCE MATEf<IALS FOR THIS MANUAL, DEVELOPED 
BY A VCCATIUNAL TRAINING COORDINATOR SERVING 
AS A TEACHER EDUCATOR. (AG) 

VT 016 305 

FILMS ON MANPOWER PRODUCED BY U.S. DEPARTMENT 
OF LABOR. 

NATIONAL AUDIOVISUAL CENTER, WASHINGTON, D.C. 
MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - JAN72 14P. 

DESCRIPTORS - ♦VOCATIONAL EDUCATION; 
COMMUNICATIONS; ♦MANPOWER NEEDS; VOCATIONAL 
DEVELOPMENT; ♦FILMS; ♦AUDIOVISUAL 
INSTRUCTION; CAREER PLANNING; ♦CAREER 
opportunities; PAMPHLETS; COSTS 
IDENTlhlERS - CAREER AWARENESS; ECONOMIC 
AWARENESb 

ABSTRACT - THIS PAMPHLET BRIEFLY DESCRIBES A 
SERIES Of 32 FILMS DEALING WITH CAREER 
PLANNING AND JOB OPPORTUNITIES AS RELATED TO 
MANPOWER NEEDS* THESE 32 FILMS ARE NOT RANDOM 

SAMPLES. They are part of a carefully planned 

"AUDIO-VISUAL SYSTEMS PROGRAM" TO PRESENT THE 
REAL STORY OF PEOPLE AND THEIR JOBS. ORDERING 
AND RENTAL INFORMATION FOR THE FILMS IS 
DETAILEC, AND COSTS ARE INCLUDED. (AUTHOR/AG) 

VT 016 319 

THE NATIONAL ORGANIZATION FOR STUDENTS IN 
AGRIBUSINESS AND NATURAL RESOURCES. 

FUTURE FARMERS OF AMERICA, WASHINGTON, 
D.C«;OFfICfc OF EDUCATION (DHEW), WASHINGTON, 
O.C» 

mf available in vt-eric set. 

future farmers of america, p.o. box 15159, 

alexandria, virginia 22309 ($.30) 

pub oate - no 26p. 

oescfiftors - ♦vocational agriculturje; 
consumer education; secondary education; 
cooperative education; ♦youth ci.u6s; ♦high 
school students; ♦agricultural education; 
program planning; ornamental horticulture 
occupations; occupational information; 
♦agribusiness; conservation education 
identifiers ♦future farmers of america; ffa 

abstract - this booklet, developed in 
cooperation with the u.s. office of education 
by the national future farmers of america 
(ffa), fccuses its attention on the newly 
expanded field of vocational agriculture, 
added to its traditional scope of 
agricultural production are the new fields cf 
processing, supply and service, mechanics, 
horticulture, forestry, and natural 
resources, which include the variety of 
occupations within the agribusiness and 
natural resources education in today's high 

SCHOOLS. NARRATIVES OF SUCCESSFUL FFA MEMBERS 
AND FOFMER MEMBERS ARE INCLUDED. (SN) 

VT 016 351 

HUMANIZING THE INSTRUCTIONAL PROCESS. A 
RESOURCE GLIDE FOR PRINCIPALS. 

MOBILE COUNTY PUBLIC SCHOOLS, ALA. DIV. OF 
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CURRICULUM AND INSTRUCTION* 
MF AVAILABLE IN VT-ERIC SET. 
BULL-770 

PUB DATE - ND ^^P. 

DESCRIPTORS - *RESOURCE UNfTS; 
' BIbLlCGPAPHlES; ♦ADMINISTRATOR GUIDES; 
' *STUDENT CENTERED CURRICULUM; TEACHER 

EVALUATION; ♦INSERVICE TEACHER EDUCATION; 

♦LEARNING PROCESSES; EDUCATIONAL NEEDS; 

EDUCATIONAL CHANGE; COGNITIVE OBJECTIVES; 

AFFECTIVE objectives; LEARNING ACTIVITIES; 

STUDENT TEACHER RELATIONSHIP 

IDENTIFIERS - EDUCATIONAL AWARENESS; HUMAN 

RELATIONS 

ABSTRACT - THIS PILOT EDITION OF A RESOURCE 
.UNIT FOR PRINCIPALS WILL BE USEFUL AS A GUIDE 
IN PLANNING ANP IMPLEMENTING AN INSERVICE 
PROGRAM FOR TEACHERS INVOLVING MUMANIZATION 

OF The learning processes by means of A 

STUDENT-ORIENTED CURRICULUM, DEVELOPED BY A 
TASK FORCE OF SEVEN EDUCATORS, THE GUIDE 
DETAILS 15 COGNITIVE AND U AFFECTIVE 
OBJECTIVES FOR TEACHERS. AN OUTLINE OF THe 
INSTRUCTIONAL CONTENT, TOGETHER WITH 
QUESTIONS TO BF CONSIDERED AND SUGGESTED 
FACULTY ACTIVITIES, IS PROVIDED FOR EACH OF 
FOUR MAIN CONCEPTS. TO MEET EDUCATIONAL 
NEEDS, CHAhiGES IN THE TEACHER STUDENT 
RELATIONSHIP WILL REI^LECT A MORE HUMANE 
TEACHING APPROACH. A BIBLIOGRAPHY IS 
INCLUDED. (4G> 

VT 016 360 ED 065 732 
HAINES, PETER G. ; HYSLOP, OAVID 
• A REFERENCE BIBLIOGRAPHY TOR GENERAL WORK 

EXPERIENCE AND COOPERATIVE OCCUPATIONAL PLANS 
OF INSTRUCTION. 

MICHIGAN STATE UNIV., EAST LANSING. DEPT. OF 
SECONDARY EDUCATION AND CURRICULUM. 
EDRS PRICE MF-$0.65 HC-$3.29. 
PUB DATE - ND 43P. 

DESCRIPTORS - ♦INSERVICE EDUCATION; ♦CAREER 
EDUCATION; REFERENCE MATERIALS; 
♦BIBLIOGRAPHIES; ♦WORK EXPERIENCE PROGRAMS; 
EDUCATION; ♦COOPERATIVE EDUCATION 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS BIBLIOGRAPHY OF REFERENCE 
MATERIALS ON COOPERATIVE EDUCATION AND 
GENERAL WORK EXPERIENCE PROGRAMS WILL PROVE 
USEFUL TO TEACHERS, COORDIN/U^S, AND 
ADMINISTRATORS IN I NSER V I C8 TB&jRS ES AND TO 
GRADUATE STUDENTS WHO SEEK IN-D|PTH 
INFORMATION. THE REFERENCES INCLUDE 
UNPUBLISHED STATE BULLETINS, RESEARCH 
REPORTS, AND ITEMS IN THE lt^4£/RETR I E VAL 
SYSTEM, IN ADDITION TO SOURCES AVAILABLE 
THROUGH LIBRARY COLLECTIONS OF PERIODICALS. 
COVERING SEVERAL DECADES IN ITS SCOPE, THE 
BIBLIOGRAPHY LISTS ITEMS BY TH&^ FUNCT IONS OF 
OPERATIONAL SCHOOL PRACTICE'. FUNDS FOR 
COMPILING THE REFER ENC ES WERE PROVIDED BY TWO 
PROFESSORS, ANO PRINTING COSTS WERE ' 
UNDERWRITTEN BY A STATE VOCATIONAL TEACHER 
EDUCATION PROJECT. (AG) 

VT 0L6 361 ED 066 574 
COHEN, ALAN, K., COMP. 

HANDBOOK FOR THE DISTRIBUTIVE EDUCATION 
■■ ^ TEACHER-COORDINATOR. 
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PLNNSVIVAMA STATE OtPl. OF tOUCATIUN, 

HAkPIStUhG. bliREAU OF VuCATIONAL, TECHNICAL, 

ANL LLNTINUINC EDUCATION. 

EDKi» PI- ICL NF-$0.65 HC-S6.5B. 

BLANCMt V. CU^RAN, DEPARTMENT OF ECUCATION, 

BOX 911, HARRlSrtURG, PA lliZb {COMPLIMENTARY) 

PUb UATt - 69 lOlP.. 

DESCJ^IPTLkS - *DISTRIBUTIVE EDUCATION; 
♦ INSTKUCTCf^ CtCRDINATORS; MANUALS; ♦PROGRAM 
GUICLS; PRCGKAM COORDINATION; ♦PROGRAM 
ACMIMSTPATICN; TEACHING METHODS; 
iNSTf^UCTIONAL AIDS; YOUTH CLUBS; POST 
SECCNQAKY tOUCATIGN; ADULT EDUCATION; PROGRAM 
EVALUATICN; PROGRAM PLANNING; TEACHER 
CERTIFICATION; OCCUPATIONAL GUIDANCE; 
RESOUf^Cl GUICfcS; COMMUNITY resources; 
LEOISLAT ION 

rOENTIFIEKi; - DECA; DISTHIBUTIVE EDUCATICN 
CLUBS OF AMtRiCA 

ABSTI-ACT - PREPARED BY STATE DEPARTMENT 
PERSONNEL WlTh THE HELP UF AN ADVISORY 
COMMITTEE: ANC A TEAM OF T E AC HER-COOR 01 NA TO«S • 
THIS Pf-OGfvAM GUIDE SHOULD BE OF PRACTICAL 
VALUE IN DtVELOPING DISTRIBUTIVE EJJUCATION 
PRGGfAMS AT SECONDARY, POST-SECONDARY, AND 
ADULT LEVELS. AIMED SPECIFICALLY AT 
ADMIMSTRATCf'S AND T EACHER -C OORDI NATORS , THE 
GUIDE IhCLUCES SECTIONS ON: (I) PRINCIPLES 
AND PHIICSC'PHY CF DISTRIBUTIVE EDUCA T I ON , ( 2 ) 
ORGAMiATICN AND ADMI N I STriAT 1 CN , (3) 
COCFDINATICN, <A) QJALITlEiy OF A ' COORD I NATGP , 
(5) METHCUS, TECHNIQUES AND INSTRUCTIONAL 
AIDS J-Cf TEACHING DISTRIBUTIVE EDUCATICN, ib) 
DISTf. 16UTIVL EDUCATION CLASSROOM-SALES 
LABC8AT0PY, (7) DISTRIBUTIVE EDUCATION CLUBS 
OF AKEFICA lOECA), i8) GUIDANCE 
RESPONSltlLlTI ES OF COORDINATOR, (9) POST- 
SECONDARY CPPCRTUNITIES IN DISTRIBUTIVE 
EDUCATION, (10) ADULT PROGRAMS, (LL) SELF- 
EVALUATICN, (121 PUbLiC RELATIONS IN 
DISTRIEUTIVE EDUCATION, AND U3) LAWS 
PERTAINING TO DISTRIBUTIVE EDUCATION. ALSO 
INCLUDED ARE A BI tJL lOGRAPHY AND VARIOUS 
SAMPLE FCKMS FOR USE BY PROGRAM CUOROI NAT08S . 
( JS) 

VT 016 362 

COURSE IN CARPENTRY, VOLUME 3— WORKBOOK. J.97L 
EDITION. 

CALIFORNIA STATE DEPT. OF EQUCATIONt 
SACRAMENTO. BUREAU OF INQUSTRIAL 
EDUCATION. ;CAL 1 FGRNIA STATEWIDE CARPENTERS^ 
JOINT APPRENTICESHIP C OMM ITT E E . ; UNI T ED 
BROTHEF^HCOD CF CARPENTERS AND JOINERS OF 
AMERICA. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
CALIFORNIA STATE DEPARTMENT OF EDUCATION, 
FISCAL OFFICE, 721 CAPIT04. MALL, SACRAMENTC, 
CALIFORNIA 9^814 U3.00I 
PUB DATE - 71 305P. . 

DESCRIPTORS « INSTRUCTIONAL MATERIALS? ♦STUDY 
GUIDES; ♦TRADE AND INDUSTRIAL EDUCATIONS 
♦CARPENTERS; *APPRENT I CESHI PS ; RESOURCE 
MATERIALS; *ADULT VOCATIONAL EDUCATI.ONS 
COURSE CONTENT 

IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - DEVELOPED IN CONSULTATION WITH 
INDUSTRIAL REPRESENT AT I VE S , THI S STUDY GUIDE 
WAS PREPARED TO AID APPRENTICES IN LEARNING 
THE SKILLS OF CARPENTRY. INCLUDED IN THE • 
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GUIDE AfvE 57 LFSSONS CiMFGCRIZf-:a AS FOLLOWS: 
(1) CONCRETE, (2) FORM DbTAlLiNG, 
CONSTRUCT lOM, ANOFRECTrON* {3) ©RECAST AND 
PR6STRFSSED CONCRbTE, HtAVY TIMBER 

CONSTRUCTION, (51 WELDING, AND (6) BUILDER'S 
LEVEL AND LFVFL-TRANS I T • THE LESSONS PROVIDE 
INTRnpucTORY MATERIALS, ASSIGNMENTS, 
ILLUSTRATIONS AND STUDY QUESTIONS. ALSO 
INCLIJOFO IN THE GUIDE 6PE A GLOSSARY AND A 
LIST OF REFERFNCF BOOKS FROM WHICH THE 
ASSIGNMENTS ARE TAKEN, VOLUMES I AND II OF 
THIS CARPENTRY SERIES APE AVAILABLE AS VT 005 
509 IN AIM WINTER 1963 AND VT 016 363 IN THIS 
ISSUE. (JS) 

VT 016 363 

COURSF IN CARPENTRY, VOLUME 2. 1970 EDITION. 

CALIFORNIA STATE DEPT. OF EDUCATION, 
SACRAMENTO. BUREAU OF INDUSTRIAL 
EDUCATION. ;CALIFQRNIA STATEWIDE CARPENTERS" 
JOINT APPRENTICESHIP C OMM IT T E E . ;U N I TE D 
BROTHERHOOD OF CARPENTERS AND JOINERS OF 
AMERICA. 

MF AVAILABLE IN Vf-ERIC SET. 

CALIFORNIA STATE DEPT. OF EDUCATION, FISCAL 
OFFICE, 721 CAPITOL MALL, SACRAMENTO, 
CALIFORNIA, 95814 ($3»00) 
PUB DATE - 70 242P. 

DESCRIPTORS - INSTRUCTIONAL MATERIALS; *STUOY 

guides; *trade and industrial education; 

♦CARPENTERS; ♦APPRENTICESHIPS; ASSIGNMENTS; 
RESOURCE MATERIALS; *AOULT VOCATIONAL 
EDUCATION; COURSE CONTENT 
IDENTIFIERS - EMPLOYMENT SKILLS 

ABSTRACT - DEVELOPED IN CONSULTATION WITH 
INDUSTRIAL REPR E SEN t AT I Vc S , - THI S STUDY GUIDE 
WAS PREPARED TO AID APPRENTICES IN LEARNING 
THE SKILLS OF CARPENTRYJ INCLUDED IN THE 
GUIDE ARE 59 LESSONS CATEGORIZED UNDER THE 
FOLLOWING HEADINGS: (1) ROUGH FRAMI NG, iZ) 
ROOF FRAMING, ( 3 ) .EXT ER I OR F IN ISH , (4) 
INTERIOR FINISH, AND (5) STAIR BUILDING. THE 
LESSONS PROVIDE INTRODUCTORY MATERIAL, 
ASSIGNMENTS, ILLUSTRATIONS, AND STUDY 
QUESTIONS. THE ASSIGNMENTS ARE TAKEN FROM 
REFERENCE BOOKS TO WHICH THE APPRENTICE 
SHOULD HAVE ACCE SS. VOLUMES I AND 11 I OF THIS 
CARPENTRY SERIES ARE AVAILABLE AS VT 005 509 
IN AIM WJNTER 1968 ANO VT 016 362 IN THIS 
ISSUE. (JS) 

VT 016 366 

A CURRICULUM GUIDE FOR AEROSPACE EDUCATION 
(K-12). 

OKLAHOMA STATE DEPT. OF EDUCATION, OKLAHOMA 
CITY. ;OKLAHOMA AERONAUTICS COMMISSION, 
OKLAHOMA CITY. 

MF AVAILABLE IN VT-ERIC SET. 
PUB DATE - 71 104P. 

DESCRIPTORS - *STATE CURRICULUM GUIDES; 
♦ACTIVITY UNITS; ELEMENTARY GRADES; SECONDARY 
GRADES; *AEROSPACE EDUCATION; HUMANITIES; 
BEHAVIORAL OBJECTIVES; RESOURCE MATERIALS; 
GLOSSARIES; VOCABULARY; BIBLIOGRAPHIES; 
♦LEARNING ACTIVITIES; COURSE DESCRIPTIONS 
IDENTIFIERS - EDUCATIONAL AWARENESS; ECONOMIC 
AWARENESS; ♦TEACHING GUIDES; PROGRAM GUIDES 

ABSTRACT - THIS STATE CURRICULUM GUIDE FOR 
AEROSPACE EDUCATION PRESENTS SEPARATELY FOR 



THt tlMEMARY AND SECONDARY LEVELS, A wlOt 
RANGf OF ACTIVITY UNITS FROM SATELLITES TU 
SPACE Tf^AVtl, FOCUSING ON TOPICS IN THE 
HUMAMTUS. GLNERAL PROGRAM OBJECTIVES, A 
SUGGESTEL CGUJ.SE OUTLINE IN AVIATION, A 
GLOSSAFV, ANO A BIBLIOGRAPHY ARE PROVIOEG. 
FOR EACH SUCJECT, BACKGROUND INFORMATION, 
CONCEPTS, GPCUP AND INDIVIDUAL ACTIVITIESt 
ANL OUi STICKS FOR STUDENT EVALUATION ARE 
GIVEN. RESOURCE AND VOCABULARY LISTS ARE 
PROVIDED. liNt DRAWINGS ILLUSTRATE THE TEXT, 
OEVELOfEC aY AN AEROSPACE EOUCATIUN WORKSHUP, 
A STATE AIR EDUCATION COMMITTEE, AND A STATE 
CURRICULLN IMPROVEMENT COMMI SS I ONk I N 
COCPERATHN WITH THE STATE AERONAuVicS 

co^MISSIC^• (/jg) \ 

VT 016 3e7 

BRIEN, OCLLY STERNFElS, ED., AND OTHERS 
ftUSI^ESS speech: a SECOND LANGUAGE FOR 
VOCATICNAL USE. 

SAINT f'ARY'S DOMINICAN COLL., NEW ORLEANS, 

LA. OtPT. CF ADULT EDUCATION; 

OFPICfc OF MANPOWER POLICY, EVALUATION, AND 

RESEAJ^CH (COL), WASHINGTON, D.C. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - NO 187P. 

DESCRIPTORS - *MANUALS; BEHAVIORAL 
OBJECTIVES; LEARNING ACTIVITIES; WORKSHEETS; 
♦ADULT VOCATIONAL EDUCATION; VOCATIONAL 
DEVELUPKENT; ♦BUSINESS SKILLS; ♦SPEECH 
INSTRUCTION; ♦BUSINESS EDUCATION; 
COMMUNICATIONS; SKILL DEVELOPMENT; UNITS OF 
STUDY (SUBJECT FIELDS) 

IDENTIFIERS - CAREER AWARENESS; BEGINNING 
COMPETENCE 

ABSTRACT - THIS STUDENT MANUAL FOR AN ACULT 
VOCATIONAL COURSE IN BUSINESS SPEECH, 
OEVELOPEC BY TWO SPEECH THERAPISTS, A SPEECH 
SPECIALIST, AND A PROFESSOR OF SPEECH AT A 
COLLEGE, AND FEDERALLY FUNDED, CONTAINS TEN 
UNITS CEALING WITH ORAL COMMUNICATION. 
DEVELOPMENT OF A WIDE RANGE OF SPEECH SKILLS 
WILL PROVE BENEFICIAL IN A JOB SITUATION. FOR 
EACH UNIT, AN OUTLINE OF IMPORTANT POINTS, A 
LIST OF SUGGESTED ACTIVITIES, BEHAVIORAL 
OBJECTIVES, AND WORKSHEETS ARE PROVIDED. 
CLASS EXERCISES INVOLVING USE OF AUDIOVISUAL 
AIDS AND PAIRS OF STUDENTS, OR "DYADS ARE 
PRESENTED. THE TOPICAL UNITS INCLUDE: (1) 
LISTENING, (2) ANATOMY, (3) VOICE 
IMPROVEMENT, (4) GRAMMAR, (5) ARTICULATION, 
(6) OFFICE ETIQUETTE, (7) TELEPHONE USAGE* 
(8J CONVERSATION AND DISCUSSION, (9) PUBLIC 
SPEAKING, AND (10) JOB INTERVIEWS. (AG) 

VT 016 368 

GUIDELINES FOR ESTABLISHING AND EVALUATING 
CIVIL ENGINEERING TECHNOLOGY PROGRAMS. 

FLORIDA STATE DEPT* OF EDUCATION, 

TALLAHASSEE. DIV. OF VOCATIONAL, TECHNICAi 

AND ADULT EDUCATION. 

MF AVAILABLE IN VT-ERIC SET. 

BULL-79L-'5 

PUB DATE - AU670 33P. 

DESCRIPTCRS - ♦POST SECONDARY EDUCATION; 
♦PROGRAM DEVELOPMENT; COURSE CONTENT; PROJECT 
TRAIMK-G METHCbS; CHARTS; GUIDELINES; 
♦PROGRAM GUIDES; ADMINISTRATOR GUIDES; ♦TRADE 
ANO INDUSTRIAL EDUCATION; ♦ENGINEERING" 



4J 

TECHNICUMS; CIVIL ENGINEERING; FACILITY 
REOJIREMENTS; MANPOWc'^ NEEDS; SALARIES; 

eiY io&«?APHies; ^tsoupce materials 
identifiers - career awareness; beginning 
competence; employment skills 

abstract - these guidelines ^or establishing 
and evaluating 2-yeap pos t- seco^jd ary civil 
engineering tfchnology prog^^^ms will be 
useful for apmi n i stratqf^s, sjptrvisorsf 
school board membersf faculty, and others 
interested in technical education. a list of 
20 possible fields in civil engineering, a 
definition of a civil engineering technician, 
manpower needs in the area, and salary ranges 
are presenteo. for a ppjgram a dm! n 1 sth ator , 
n steps in pphgram development are included, 
a wide range of charts illustrates the text. 

STUDENT SELECTION, An ADVISOkY COMMITTEE, 
CURRICULUM CONTENT, FACILITY REQUIREMENTS, 
AND FACULTY QUALIFICATIONS ARE TOPICS OF 
DISCUSSION. A BIBLIOGRAPHY AND A LIST OF 
SAMPLE TEXTHOOKS ARE PROVIDED. THIS UNIT WAS 
DEVELOPED BY ENGINEERS IN GOVERNMENT AND 
INDUSTRY, A TEACHER EDUCATOR, AND AN 
ADMINISTRATOR SERVING AS PROJECT COORDINATOR. 
(AG) 

VT 016 369 

TEACHING HEALTH OCCUPATIONS EDUCATION IN HIGH 
SCHOOL. 

FLORIDA STATE HEPT. OF EDUCATION, 

TALLAHASSEE. TECHNICAL AND HtfALTH OCCUPATIONS 

EDUCATION SECTION. 

MF AVAILABLE IN VT-ERIC SET. 

BULL-77L-9 

PUB DATE - MAR71 15P. 

DESCRIPTORS - ♦HEALTH OCCUPATIONS EDUCATION; 
SECONDARY GRADES; FACILITY REQUIREMENTS; 
PKOGRAM development; ^program DESCRIPTIONS; 
'^PROGRAM GUIDES; ^COMMUNITY ROLE; CAREER 
CHOICE; VOCATICNAL DEVELOPMENT; SCHOOL 
COMMUNITY COOPERATION; GUIDELINES; PROGRAM 
fVALUATION; STUDENT INTERESTS; RESOURCE 
MATERIALS 

IDENTIFIERS - CAREER AWARENESS 

ABSTRACT -THIS DESCRIPTION OF THE 
OEVt LOPMENT t)F A HEALTH OCCUPAT IONS PROGRAM 
AT THE HIGH SCHOOL LEVEL WI LL' BE USEFUL FOR ^ 
THE TEACHER AND ADM IMI STRATOR IN PLANNING A 
SIMILAR VOCATIONk PROGRAM. STUDENT INTERESTS 
AND COMMUNITY NEEDS MUST BE DETERMINED FOR 
SUCH COURSES AS "HEALTH SERVICE A1DE,« "NUI^SE 
AIDE," AMD ••CENTRAL SERVICE AIDE," FOR A 
HEALTH SERVICE AGENCY. FACI L I TY REQUI REMENTS , 
TEACHER REQUIREMENTS, AND THE COMMUNITY- ROLE 
ARE DISCUSSED. THE AREAS OF COURSE CONTENT , 
CURRICULUM SUGGESTIONS STUDENT SELECTION, AND 
PROGRAM EVALUATION ARE COVERED. THE 
APPENDIXES INCLUDE A SUGGESTED FLOOR PLAN FOR 
THE ••HEALTH SERVICE AIDE" COURSE AND A SAMPLE 
AGREEMENT WITH A COOPERATING HEALTH AGENCY. 
UNIT DEVELOPMENT WAS ASSISTED BY HEALTH 
OCCUPATION,^ EDUCATORS IN HIGH SCHOOLS AND 
VOCATIONAL SCHOOLS. (AG) 

VT 016 370 

GUIDELINES FOR THE TRAINING OF NURSE AIDES. 

FLORIDA STATE DEPT. QF EOUCATIONt 
TALLAHASSEE. TECHNICAL AND HEALTH OCCUPATIONS 
EDUCATION SECTION. 
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AV/^lL<^-BLt IN VT-Cf^IC SET. 
hULL-771"-^ 

PUH LATf - JAN70 2JP. 

OEStf- II- TLfvS - *CULKSE CtSCK I PT lUNS ; ♦HEALTH 
OCCUPATUNS EDUCATION; RESOURCE MAteRlALSi 
P^CJfcCT TJ^AIMNG METHODS; SECCNOARY GRACES; 
VOCATICNAL LEVELOPMENT; ♦NURSES AIDES; 
♦ Pf'UCK/y GUlCtS; HEALTH SERVICES; KEHAVICMAl 
OrtJECTlVbi^; TASK PERFORMANCE; JOB TRAINING; 
*FAC ILITV PECUMEMENTS 

IDENTIflEKS - CAREER AWARENESS; ficGINNiNG 

cOMPtreNct; t^PLOYMENT Skills 

ABSTRACT - ThtSE GUlU.FLINES FOR ObVELUPMFNT 
OF A itU-HCUf- PROGRAM AT THE SECONOARY LEVEL 
FOR TRAINING rURSES' AIDES INCLUDE 
SOGGtSUCNS FlR STUDENT SELECTION, FACILITY 
AND TEACHEh RE QU I REM EN T S r CRITERIA FOR HEALTH 
SFRVItt- AGENCIES PARTICIPATING IN THE PROJECT 
TRAINING MbThCDS, AND A DEFINITION OF A 
MUFSE'S AlLt. A COURSE DESCRIPTION INCLUDES 
SIX pKuGFAM OBJECTIVES, A SUGGESTED LIST OF 
TASKS ANC TCPICS FQK SEQUENTIAL LEARNING, AND 
SUGGtSTtC TEACHING TECHNIQUcS. THE APPENDIXES 
INCLLbi A SAMPLE AGREEMENT F08 LEARNING 
EXPEf^IfcNCtS IN A HOSPITAL OR NURSI'NG HuME, A 
LIST OF RtAulKG MATERIALS, AND AN EQUIPMENT 
LIST. I AG) 

VT 016 371 

CCUKSE CLTLINE FCR DRAFTING. 

•TENNESSEE STATE BOARD FOR VOCATIONAL 
EDUCATION. fsASHVlLLE. 

"^F AVAU^ELt IN VT-ERiC SET. ^ 
.PUb C;ATb - JAN69 26P. 

DFSCf*lFTCRS - ♦TRADE ANOM NDUSTR I AL y 
EDUCATICK; SECONDARY GRADES; ♦BASIC SKILLS; • 
♦ORAFTINL; *AFCHITECTURAL DRAFTING; 
BEHAVIORAL OBJECTIVES; RESOURCE MATERIALS; 
VOCATIONAL CEVELOPMENT; TIME BLOCKS 
IDENTIFIERS - BEGINNING COMPETENCE; CAREER 
AWARENESS; trPLOYMENT SKILLS; ♦COURSE CONTENT 

ABSTRACT - THIS BASIC OUTLINE FOR A 2-YEAR, 
1060-HC;UR CFAFTING COURSE AT THE SECONDARY 
LEVEL, DESIGNED TO DEVELOP ENTRY-LEVEL 
FMHLCY^•E^T SKILLS, CONTAINS A P,4UGRAM 
RATIONALE, SIX COURSE OBJECTIVES, AND TIME 
ALLOTMENTS. FIVE SUBJECT AREAS FOR A 
CUFPICULU^ ON BASIC ARCHITECTURE ARE BRIEFLY 
OUTLINED, AS WELL AS 22 SUBJECT AREAS FOR THE 
DRAFTItG CURRICULUM. RESOURCE MATERIALS AND A 
BIBLIOGRAPHY ARE INCLUDED. (AG) 

VT 016 372 

COURSE OUTLINE FCR COSMETOLOGY. 

TENNESSEE STATE BOARD FOR VOCATIONAL 

EDUCATION, NASHVILLE. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - CCT7.1 18P* 

DESCPIPTCRS - SECCNOARY GRADES; BEHAVIORAL 
OBJECTIVES; ♦VOCATIONAL EDUCATION; VOCA/TIONAL 
yDEVELCPMENT; BIBLIOGRAPHIES; ♦HUMAN SERfVICES; 
♦COSMETOLOGY . ' 

.IDENTIFIERS - CAREER AWARENESS; BEGINNING 
COMPETENCE; EMPLOYMENT SKILLS 

■•* 

ABSTRACT - THIS OUTLINE FOR A 3-YEAR, r, 500- 
HOUR VOCATIONAL PREPV^RATION PROGRAM IM 
COSMETCLCGY AT THE HIGH SCHOOL LEVEL CONTAlT^S 
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4 PROGRAM RATICMALE, TEN BEHAVIORAL 
OBJECTIVES, A BRIEF OUTLINE OF 27 
INSTRUCTIONAL BLOCKS, AND A BIBLIOGRAPHY. 
ENTRY LEVEL EMPLOYMENT REQUI REMENTS APE TO BE 
MET IN A 3-HOUR CAIlY PROGRAM, MEETlf^^O FIVE 
DAYS PER WEEK, WHICH OFFERS TWO UNITSNdF 
CRfcOIT PER YEAR* MANIPULATIVE SKILL ANDv THE 
STUDY OF THEORY WILL MAKE UP 80 PERCENT NaNO 
20 PERCENT, RESPECTIVELY, OF THE JOB 
TRAINING. (AG) \ 

VT 016 373 \ 
COURSE OUTLINE FOR AUTO BODY REPAIR. \ 

TENNESSEE STATE BOARD FOR VOCATIONAL 

EDUCATION, NASHVILLE. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE ' ND I2P. 

DESCRIPTORS - SECONDARY GRADES; ♦tRADE AND 
INDUSTRIAL EDUCATION; VOCATIONAL DEVELOPMENT; 
BiBLlCGRAPHrES; COURSE OBJECTIVES; ♦AUTU BODY 
REPAIRMEN 

IDENTIFIERS - CAREER AWARENESS; BEGINNING 
COMPETENCE; ^COURSE CONTENT; ♦VOCATIONAL 
EDUCATION; WELDING; FINISHING; ^ASSEMBLY 
(MANUFACTURING) 

ABSTRACT - THIS SHORT OUTLINE FOR A COURSE IN 
AUTO BODY REPAIR INCLUDES A RATIONALE, SIX 
GENERAL COURSE OBJECTIVES, SEVEN UNIT 
OUTLINES, A BIBLIOGRAPHY, AND SOURCES OF 
TEACHING AIDS. THE COURSE INTENDED TO PROMOTE 
SOME DEGREE OF UNIFORMITY WiTHiN THE STATE, 
WILL BE HELPFUL IN PLANNING FOR DEVELOPING 
KNOWLEDGE AND JOR SKILLS FOQ ENTRY LEVEL 
EMPLOYMENT. (AG) 

VT 016 374 

COURSE OUTLINE FOR COMMERCIAL FOODS. 

TEMNESSEE STATE BOARD FOR VOCATIONAL 

EDUCATION, NASHVILLE. 

MF AVAILABLE IN VT-ERIC SET. 

F*UB DATE - QCT71 ZOP. 

DESCRIPTORS - SECONDARY GRADES; *VOCATI0NAt 
HOME ECONOMICS; *VDCATIONAL EDUCATION; HUMAN 
SERVICES; *FOODS INSTRUCTION; B I BLI OGRAf*H IE S; 
♦VOCATIONAL DEVELOPMENT 
IDENTIFIERS • CARfER AWARENESS 

ABSTRACT - THIS BASK OUTLINE FOR A 
VOCATIONAL PREPARATION COURSE IN COMMERCIAL 
FOODS INCLUDES BRIEF TREATMENT OF^SEVEN 
INSTRUCTIONAL BLOCKS: (1) AN INTRODUCTION, 
(2J WEIGHTS AND MEASURES, (3) FOOD NUTRIENTS 
AND NUTRITION, (4> HYGIENE AND SANITATION, 
(5) SAFETY, (6) COOKING EQUIPMENT, AND (7) 
FOOD PREPARATION. A RATIONALE FOR THE COURSE 
AND A BIBLIOGRAPHY ARE INCLUDED. (AG) 

VT 016 375 

COURSE OUTLINE FOR GENERAL WOODWORKING. 

TENNESSEE STATE BOARD FOR VOCATIONAL 
EDUCATION, NASHVILLE. 
MF AVAILABLE IN VT-ERIC SET. 
- PUB DATE - 0CT71 20P. 

DESCRIPTORS - *TRAOE AND INDUSTRIAL 
EDUCATION; CONSTRUCTION (PROCESS) ; 
♦VOCATIONAL DEVELOPMENT; SECONDARY GRADES; 
♦WOODWORKING; ♦INDUSTRIAL EDUCATION; 
Q iHAVIORAL OBJECTIVES; RESOURCE MATERIALS; 



TIME bLOCKS 

IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS; BEGINNING COMPETENCE; ♦COURSE CONTENT 

ABSTRACT - THIS BASIC COURSE OUTLINE IS FOR A 
2-YEAR, 1060-HOUR VOCATIONAL COURSE IN 
GENfcRAL hOCCWCRKIf^G AT THE HIGH SCHOOL LEVEL i 
MEETING THREE HOURS PER DAY, FIVE DAYS PER 
WE£K» IT CONTAINS A RATIONALE, THREE 
BEHAVICRAL OBJECTIVES, TIME ALLOTMENTS FOR 
THE MATEI^IAL COVERED, AND A RESOURCE LIST. 
FOUf'TEEN INSTRUCTIONAL BLOCKS ARE BRIEFLY 
OUTLINtO, AND A BIBLIOGRAPHY IS PROVIDED. 
ABOUT ONE THIRD OF THE COURSE IS RELATED TO 
THECf^Y, f'AThE^ATICS, AND SIMILAR AREAS WHILE 
\ THE REMAINDER OF THE COURSE IS SPENT IN 
\ PRACTICAL APPLICATION TO DEVELOP ENTRY-LEVEL 
\J0B SKILLS. (AG) 

VT 016 376 EO 066 575 
.CR\ITERIA FOR THE ESTABLISHMENT AND 
MAINTEKANCt OF ThO YEAR POST HIGH SCHOOL 
WASTEWATER TECHNOLOGY TRAINING PROGRAMS. 
VOLUME I: PROGRAM CRITERIA. 

CLEMSOK LNIV., S.C. DEPT. OF ENVIRONMENTAL 
SYSTEMS ENGINEERING. 

ENVIRtjNMENTAL PRCTEtTION AGENCY, WASHINGTON, 
D.C. 

EDRS PRiCt MF«$0.65 HC-S3.29. 
PUB DATE - 70 49P. 

OESCRIPTGRS • ♦GUIDELINES; ENVIRONMENTAL 
education; ♦water pollution control; POST 
SECCNCARY EDUCATION; ♦EVALUATION CRITERIA; 
♦SCHCOLS; ♦EDUCATIONAL SPECIFICATIONS; 
EDUCATIONAL PROGRAMS; PROGRAM GU I DES ; 
TECHNICAL EDUCATION 

ABSTRACT - THIS PROGRAM GUIDE, PREPARED BY 
REPRESENTATIVES FROM THE ENVIRONMENTAL 
PROTECTION AGENCY, PLANT OPERATIONS, 
yOCAT IGNAL-TECHNICAL SCHOOLS, PROFESSIONAL 
ASSOCIATIONS, AND UNIVERSITIES, IS THE FIRST 
OF A TWO-VCLUME SERIES AND PROVIDES AN 
OVERALL 'STATEMENT OF THE CRITERIA FOR THE 
SELfcCTIOli OF INSTITUTIONS LS TRAINING 
FACILITIES FOR WASTEWATER TECHNOLOGY TRAINING 
PROGRAMS. THESE CRITERIA, WHICH ARli lN A FORM 
APPROPRIATE FCR SOLICITING 5E LF-APFRAI SAL BY 
INTERESTED INSTITUTIONS, COVER SUCH ASPECTS 
AS: (1) PHILOSOPHY AND PURPOSE OF THE 
INSTITUTION, (21 CURRICULUM, (3) 
INSTRUCTIONAL METHODS AND MEOIA^, (4| 
RECRUITMENT OF TRAINEES AND PLACEMENT OF 
GRADUATES, AND (5) APPLICATION AND 
IMPLEMENTATION PROCEDURES. SUPPORTING THE 
BASIC SELF-APPRAISAL CRITERIA ARE STATEMENTS 
ON TRAINEE CHARACTERISTICS BEFORE AND AFTER 
TRAINING, THE FORM AND FUNCTION OF THE 
MANAGEMENT STRUCTURE FOR THE OVERALL PROGRAM, 
AND A GLOSSARY OF IMPORTANT TERMINOLOGY. 
VOLUME II CONTAINING THE CURRICULUM 
GUIDELINES IS AVAILABLE AS VT 016 377 IN THIS 
ISSUE. (AUTHCP/SBI 

VT 016 377 BO 066 576 
CRITERIA FOR THE ESTABLISHMENT AND 
MAINTENANCE OF TWO YEAR POST HIGH SCHOOL 
WASTEWATER TECHNOLOGY TRAINING PROGRAMS. 
VOLUME II: CURRICULUM GUIDELINES. 

CLEM50N UNIV., S.C* OEPTr OF ENVIRONMENTAL 
SYSTEMS ENGINEERING. 

ENVIRONMENTAL PROTECTION AGENCY, WASHINGTON, 
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PUB DAie 71 <»83P. 

DESCRIPTORS - ♦CURRlCUtUM DEVELOPMENT; 
♦GUIDELINES; ENVIRONMENTAL FDUCATION; POST 
SECONOARV education; ♦HATEP POLLUTION 
control; ♦BEHAVIORAI OBJECTIVES; PROGRAM 

development; educational programs; vocational 
education; ♦technical education 
identifiers - beginning competence; 

EMPlOYMeNT SKILL 

ABSTRACT - THI' » K^TtON, " ^rpARED r>Y 
REPRESENTATIVE^ 1"HE ENVIRONMENTAL 

PROTECTION AGENCY, ^LANT OPERATIONSt 
VOCATIONAL-TECHNICAL SCHOOLS, PROFESSIONAL 
ASSOCIATIONS. AND UN IvERS IT lES IS THE SECOND 
OF A TWO-VOLUME SERItS AND CONTAINS 
GUIDELINES WHICH MAY BE USED IN ESTABLISHING 
A TWO-YEAR OR LESS POST -S EC ONDARV WASTEWATER 
TECHNDLQGY TRAINING PROGRAM. FOCUSING ON THE 
POSTTRAINING PERFORMANCE DESIRED OF TRAINEES, 
THE GUIDELIMES ARE DFSIGNED TO PROVIDE 
PRACTICAL, HAsDS-ON SKILL AND KNOWLEDGE 
DIRECTLY RELATED TO THE OPERATION AND 
MANAGEMENT DF A WASTEWATER TREATMENT PLANT. 
THE GUIDELINES CONSIST OF SPFXIFtC BEHAVIOP 
SHEETS WHICH ARE GROUPED ACCORDING TO StVEN 
GENERAL CRITERION BEHAVIOR CATEGORIES AND 
CHNTAIn'^A COMPOSITE MODEL PLANT PROCESS NAME 
AND LETTER DESIGNATION, SPECIFIC PROCESS 
UNITS, AND STP'ULUS AND RESPONSE DETAIL. AN 
INTRODUCTORY SECTION DESCRIBES THE COMPONENTS 
OF THE BEHAVIOR SHEETS AND USE OF THE 
GUIDELINES. A PROCESS CHART AND SPECIFIC 
PROCESS UNITS FOR A COMPOSITE MODEL PLANT, 
STIMULUS AND RESPONSE DETAIL FOR THE GENERAL 
CRITERION BEHAVIORS, TRAINEE CHARACTERISTICS 
AND A GLOSSARY ARE APPENDED. VOLUME I 
CONTAINING PROGRAM GUIDELINES IS AVAILABLE AS 
VT 016 376 IN THIS ISSUE. (SB> 

VT 016 379 

DISTRIBUTIVE EDUCATION. AUTHORUED COURSE OF 
INSTRUCTION FOR THE OUINMESTER PROGRAM. 

OADE COUNTY PUBLIC SCHOOLS, MIAMI, FLA. OIV. 

OF INISTRUCTION. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - 71 119P. 

DESCRIPTORS - VOCATIONAL EDUCATION; 
ECONOMICS; *OISTRIBUTIVe EoVjCATIONj BUSINESS; 
SECONDARY GRADES; ♦CURRICULUM GUIDES; ♦COURSE 
DESCRIPTIONS; OCCUPATIONAL INFORMATION; 
TEACHING TECHNIQUES; BUSINESS SKItLS; 
BEHAVIORAL OBJECTIVES? MERCHANDISING; 
♦MARKETING; CAREER PLANNING 

IDENTIFIERS - CAREER AWARENESS; EDUCATIONAL 
AWARENESS; BEGINNING COMPETENCEr --"^ 

ABSTRACT - THESE FIVE UNITS OF STUDY MAKING 
UP SEPARATE CURRICULUM GUIDES FOR 45-HOUR 
DISTRIBUTIVE EDUCATION LABORATORY COURSES ON 
THE SECONDARY LEVEL INVOLVE CAREER 
EXPLORATION IN MERCHANDISING, MARKETING* AND 
BUSINESS ORGANUATION, AS WELL AS COOPERATIVE 
WORK EXPERIENCE AND «REAL-LIFE«» ACTIVITIES^ 
DEVELOPED BY TEACHERS* SUPERVISORS, AN 
ADVISORY COMMITTEE, AND THE COUNTY VOCATIONAL 
EDUCATION SERVICES, WITH THE APPROVAL OF A 
COUNTY VOCATIONAL CURRICULUM COMMITTEE, EACH 
i'^'lIDE CQNTAINS A COURSE DESCRIPTION, CONTENT 
V-ITLINE, GENERAL GOALS, SPECIFIC BEHAVIORAL ' 



fll^JlCT IVf S, ANiJ A HI131 lObRAPHY. SUoCiESTlQNS 
Ft'h tV^lUATK.N» SUCH AS PU:>T TESTS WITH 
ANSwtP NtYS AND SlUOENT RATING ShEETS, ARt 
iNCLUOfcD. A WIDE VA^^IETY Of SUGGESTED 
TEACHING TfCHMQuES INCLUDE THE USE OF 
AUDICVISUAI AIDS, WRITING A MANUAL AS A 
PESEAPCH Pf-tJECT, RESOURCE PEOPLE, 
DISCUSSIONS, CEMCNSTRATIUNS, AND FIELD TRIPS. 
(AO) 

VT 016 362 , 

v^UTt, uLPttN; HRCUCK, HOWARD 

^^hihl^L a*.'JS FDR INSTITUll ^AL 

CORNELL LMV. , ITHACA, N.Y. 
P^CUN'ENt NCT AVAILABLE FROM EDRS. 
THE INSTRUCTUNAL MATERIALS SERVICE, 
DFPARTMENT CF tDUCATlONi ROOM 201, STONE 
HALL, LU8NELL UMVERSItV, ITHACA, NEW YORK 
l^,85C ICAT, k u l.l, SLIOES, HO. 25) 
PUB O^^TE - 8P. 

DESCI^IPTCRS - ^VOCATIONAL AGRICULTURE; 
♦OPNAMFNTAL HURT ICULTURt ; ♦LANDSCAPING; 
AGKICOLTLFAL EOUCATICN; INSTRUCTIONAL AICS; 
TEAtHlfG guides; *RES0URCE MATERIALS; HIGH 
schools; *SLI0ES^ 

A3STRACT - This GUIDE IS FOR USE BY 
HCF-TICULTUPb TEACHERS IN THE PLANNING AND 
EFFECTIVE TEACHING OF A UNIT ON ORNAMENTAL 
PLANTS FCK INSTITUTIONAL L ANDSC AP*I NG. SOME OF 
THt LUKTfcNTS INCLUDED ARE: (11 A SET OF THE 
BEhAVICR^L ObJECTUES TO BE ACHIEVED, (2> 
SUGGESTED METHODOLOGY FOR INSTRUCTION, (31 A 
LIST OF PELATfO REFERENCES, AND (A> A ROSTER 
OF Ob SLIDES ^ACCOMPANIED BY INFORMATION AS TO 
THE ILLUSTRATIONS PROVIDED AND/OR SUBSTANCE 
CONTAINtC IN EACH. (SN) 

VT 016 365 

APPLbGATE, RCKALO W. , AND OTHERS 

DECA LOCAL CHAPTER LEADERSHIP HANDBUOK. 

DELAWARE STATE COLL., DOVER. 
MF AVAILABLE IN VT-ERIC SET. 
PUB CATE - • 72 l6lP. 

descriptors - ♦distributive education; 
leaders guides; *leaoershlp training; high 
school students; ♦youth leaders; ♦vocational 
education; ♦yguth clubs 

IDtNTIFIERS - OECA; DISTRIBUTIVE EDUCATION 
CLUBS OF AMEf^ICA 

ABSTRACT - DEVELOPED BY INTERNS IN 
DISTRIBUTIVE EDUCATION UNDER THE DIRECTION OF 
A PKCFESSCR AT ,A STATE COLLEGE, THIS HANDBOOK 
IS iNTbNCED TO SERVE AS A GUIDE IN THE 
PROMOTION AND DEVELOPMENT OF LEADERS IN^ 
DISTRIBUTIVE EDUCATION PROGRAMS NATIONWIDE. 
IN AN EFFORT TO ADVANCE THE IDEA OF 
LEADERSHIP, A GREAT DEAL OF ATTENTION IS 
FOCUSED CN THE ORGANIiATIONAt COMPOSITION OF 
DECA (DISTRIBUTIVE EDUCATION CLUBS OF 
AMERICA) AS WELL AS ON THE PURPOSE FOR THE 
ESTABLISHMENT OF SUCH CLUBS* DECA IS AN 
INDEPENDENT OkGANI ZATI CN WHICH FUNDS ITS OWN 
ACTIVITIES, WHICH INCLUDE INSTALLATION AND 
INITIATION CEPEMONIES, CHAPTER MEETINGS, 
EMPLOYER-EMPLOYEE BANQUETS, STATE CONFERENCES 
FOR THE TRAINING OF OFFICERS, SCHOLARSHIP 
LOAN AWARDS, AND MERIT AWARD PROGRAMS. (SN) 
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VT 016 i88 

AVlATir.<«N MECHANICS IPOUEk PLANT) ANO 
AUTOMOTIVE MECHANICS. AUTHORIZBC COURSE OF 
iNSTRUCTinN FOR THE QUINNESTPR PROGRAM. 

OAOc CCUNTY PUBLIC SCHOULS. MUmI, fLA. OIV. 

OF INSTRUCTION, 

MF AVAILABLE IN VT-EPIC S^T. 

Pua DATE - 71 59P. 

DESCRIPTORS - BEHAVIORAL OBJECTIVES; TIME 
BLOCKS; ENGINES; POWER MECHANICS; 
Bn^LlCGRAPHIES; ♦COURSE DESCf^ I PTI ON S ; *TRADE 
ANO IMOUSTRIAL EDUCATION; SKILL OEVELOPMENT; 
TEACHING TECHNIQUES; TRANSPORTATION; *AUTC 
MECHANICS; ♦AVIATION MECHANICS; SKILLED 
OCCUPATIONS 

IDENTIFIERS - CAREER AWARENESS; BEGINNING 
COMPETENCE 

ABSTRACT - THESE TWO OUTLINES MAKING UP 135- 
HOUR BASIC VOCATIONAL PRE PAR AT I ON. COURSE S 
DEAL WITH AIRCPAFT PROPELLERS ANO COOLING 
SYSTEMSf EMPHASIZING MAINTENANCE AND' 
TROUBLESHOOTING TECHNIQUES IN AVIATION 
MECHANICS AND AUTOMOTIVE SUSPENSION 
ALIGNMENT, AND BRAKES IN AUTOMOTIVE 
MECHANICS. INTENDED AS PART OF A SERIES OF 
UNITS TO DEVELOP ENTRY-LEVEL EMPLOYMENT 
SKlLLSt THE INSTRUCTIONAL OUTLINES WERE 
DEVELOPED BY INSTRUCTIONAL AND SUPERVISORY 
PERSONNEL, AN ADVISORY COMMITTEE, AND THE 
VOCATIONAL TEACHER EDUCATION SERVICE, WITH 
THE APPROVAL OF THE DADE COUNTY VOCATIONAL 
CURRICULUM COMMITTEE. A VARIETY OF TEACHING 
TECHNIQUES FOR THE UNITS INCLUDE LECTURES, 
DEMONSTRATION, DISCUSSION, AUDIOVISUAL AIDS, 
RESOURCE PERSONS, AND PRACTICAL APPLICATION. 
BIBLIOGRAPHIES AND SAMPLE POST TESTS WITH 
ANSWER KEYS ARE PROVIDED. EACH COURSE 
CONTAINS GENERAL AND SPECIFIC PERFORMANCE 
OBJECTIVES AND GOALS, A CURRICULUM 
DESCRIPTION, TIME BLOCKS, ANO. UNIT 
PREREQUISITES. (AG) 

VT 016 391 

COURSE OUTLINE FOR TROWEL TRADES. 

TENNESSEE STATE BO/JrO fOV. VOCATIONAL 

EDUCATION, NASHVILLE. 

MF AVAILABLE IN VT-ERIC SET. 

eua DATE - 0CT71 15P. 

DESCRIPTORS - ♦TRADE AND INDUSTRIAL 
EDUCATION; SECONDARY GRADES; ♦CONSTRUCTION'' 
(PROCESS); ♦BRICKLAYING: SKILL DEVELOPMENT; 
♦SKILLED, OCCUPATIONS; VOCATIONAL DEVELOPMENT; 
BEHAVIORAL OBJECTIVES; BIBLIOGRAPHIES; TIME 
BLOCKS; PRACTICAL MATHEMATICS 
IDENTIFIERS - CAREER AWARENESS; BEGINNING 
COMPETENCE 

ABSTRACT— THIS COURSE OUTLINE FOR A 2-YEAR, 
.1090-HOUR HIGH-SCHOOL VOCATIONTAL PROGRAM FOR 
THE TROWEL TRADES INCLUDES A PROGRAM 
RATIONALE, FOUR PROGRAM OBJECTIVES, AND A 
B:;XEF OUTLINE OF THE SEVEN INSTRUCTIONAL 
BLOCKS. ABOUT ONE THIRD OF THE COURSE WILL 
FOCUS ON MATHEMATICS, THEORY, AND RELATED 
SUBJECTS. AND THE REST WILL INVOLVE PRACTICAL 
EXPERIENCE. TECHNICAL INFORMATION AND TRACE 
SKILLS WILL BE DEVELOPED, INCLUDING SUCH 
SKILLS AS BLUEPRINT READING, ESTIMATING, AND 
CONSTRUCTION DETAILS. A BIBLIOGRAPHY IS 
O LUDED. (AG) 



VT 016 392 

COUf.SE CUTLINt FOR RAlHl BROADCASTING. 

TENNtSSCE STATE BQARP FOli VnCAflilNAI 
EDUCATION, NASHVILLE* ~ 
MF AVAlLAQLk IN VT-ERIC SET. 
PUb CATE - CCTTl 15P. 

DESCI^UTOS - CCMMUNICATIONS; SECONDARY 
GRADES; »VCCaTICNAL EDUCATION; SKILL 
DEVELOPMENT; TIME BLOCKS; ♦BROADCAST 
INOUSTKV; ♦kADIO; ♦VOCATIONAL DEVELCPMFNT; 
8EHAVKRAL ObJECTIVES 

IDENTIFIERS - CAREER AWARENESS; EDUCATIONAL 
AWARENESS; BEGINNING COMPETENCE; *COURSE 
CONTENT 

ABSTRACT - THIS COURSE OUTLINE FOR A 2-YEAR 
HIGH SCHOOL VOCATIONAL PROGRAM IN RADIO 
BROALCASriNG AIMS TO DEVELOP JOB SKILLS 
NECESSARY FCP EMPLOYMENT AND FOR STUDENTS TG 
PASS THE FEDERAL LICENSING E XAM I NA TI ON FOR 
RADIO BPCAOCASTING. FOURTEEN INSTRUCTIONAL 
UNITS ARE BRIEFLY OUTLINED AND A BIBLIOGRAPHY 
IS PROVICEO. TWO UNITS OF CREDIT PER YEAH ARE 
GIVEN fOh THIS 1080-HOUR PROGRAM, WHICH 
ALLOTS 30 iP 40 PERCENT OF ITS TIME TO 
MATHEMATICS, THEORY, AND RELATED SUBJECT.^, 
AND THE f5EST TO PRACTICAL EXPERIENCE. FOUR 
PROGRAM OBJECTIVES ANO A PROGRAM RATIONALE 
ARE PRGVIOED. (AG) 

VT 016 395 

SEX EDUCATION PROGRAM, GRADES 2, 5, 8, AND 
HIGH SCHCCL. 

ROCK ISLANC PUBLIC SCHOOLS, ILL. 

MF AVAILABLE IN VT-ERIC SET. 

PUB DATE - AUG72 20P.I972 REVISION 

OESCRIPTCRS - ♦RtSOURCE MATERIALS; 
♦EDUCATIONAL PROGRAMS; COURSE CONTENT; 
SECONDARY EDUCATION; ♦SEX EDUCATION; 
EDUCATIONAL* objectives; LESSON PLANS; 
♦TEACHING GUiLES; *B I BL lOGRAPHI ES ; 
AUDIOVISUAL AIDS; GRADE 2; GRADE 5; GRADE 8; 
TEACHING TECHNIQUES 

ABSTRACT - CUTLINED IN THIS DOCUMENT ARE SEX 
EDUCATION PROGRAMS FOR GRADES TWO, FIVE, ANO 
EIGHT ON THE ELEMENTARY LEVEL AS WELL AS A 
PROGFA// FOR THE HIGH SCHOOL LEVEL. INCLUDED 
IN THE CCCUMENT ARE OBJECTIVES, TEACHING 
SUGGESTICKS, AND LESSON PLANS. ALSO INCLUDED 
ARE A BIBLICGPAPHY ANO A LIST OF RESOURCE 
MATERIALS. (JS) 

VT 016 398 
ANDERSON, MILES H. 

CLINICAL INSTRUCTCR TRAINING PROGRAM* 
TRAINEE'S MANUAL. 

CALIFORNIA UNIV-,*LOS ANGELES* DIV. 0!= 
VOCATIONAL EDUCATION. 

SOCIAL AND REHABILITATION SERVICE (DHEW), 

WASHINGTON, O.C. 

MF AVAILABLE IN VT-ERIC SET. 

THE REGENTS, UNIVERSITY OF CALIFORNIA, 

DIVISION OF VOCATIONAL EDUCATION, ALLIED 

HEALTH PROFESSIONS PROJECT, 1003 WiLSHIRE 

BOULEVARD, SANTA MONICA, CALIFORNIA 90401 

(S2. 00) 

PUfc DATE - 70 107P.1970 REVISION 



44 



AIM/VOL 6 NO I 



DtSC»IPT()RS - ♦LEAOEHS oUIDE'j; *hEALTH 
OCCUPATIONS enuCATION; ^'TEACHER IMPROVEMENT; 
ON THt JOB training; MANPOWtf^ OEVELQPMENT; 
♦T^ACHFP tOUCATOR EOUCATION; MANUALS; HEALTH 
PfcoSONNEL; VOCATIONAL OtVELOPMENT; 
O'JESTinNiNG TECHNlOUtS; CLINICAL EXPERIENCE; 
SEv^UPNTIAL programs; PROGRAM PLANNING; 
♦TRAINING TECHMICUES 

lOENTIHERS - FDIJCATIONAL AWARENESS 

ABSTRACT - THIS TRAINING MANUAL FOR TEACHER 
fOUCATCRS WHO L?AO CLASSFS IN TEACHING 
TfCHNIOUES fOR CLINICAL INSTRUCTORS IN HEALTH 
OCCUPATIONS IS AlMeO AT IMPj^OVlNG ON-THE-JOB 
TRAINING 9Y IMPROVING THE TEACHERS' 
INST^^UCTI ONAL ABILITIES. BASED ON THE JOB 
INSTRUCTOR TRAINING T ECHMQUES DEVELOPED IN 
^iORLD WARS I AND lit PRELIMINARY PROGRAM 
PLANNING IS DISCUSSED AND FIVE 2-HOUR 
TRAINING SESSIONS ARE PRESENTED. QUESTIONING 
AND OEMONSTPATION TECHNIQUES ARE UStD IN THIS 
SEQUENTIAL PROGRAM. (AG) 

VT 016 403 
SMITH, FRANCES M. 

RESCURCES IN HOME ECONOMICS FOR THE BLIND 
HOMEMAKER. SUPPLEMENT. 

MASSACHUSETTS HOME ECONOMICS ASSOCIATION. 
MF AVAILABLE IN VT-ERIC SET. 

MASSACHUSETTS ASSOCIATION FOR THE BLIND, 120 
fiOYLSTON ST. BOSTUNt MASSACHUSETTS 02116 

PUB OATE - 72 I'^^m 

DESCRIPTORS - *i^ESOURCt GUlOtS: *H0ME 

economics; *HOMeMAKiNG f DUCAT I on; home 

MANAGEMENT; ♦BLIND; BRAILLE; TALKING BOOKS; 
WELFARE \ 

IDENTIFIERS - EDUCATIONAL AWARENESS; 
♦BIBLIOGRAPHIES; RESOURCE MATERIALS 

ABSTRACT • THIS SUPPLEMENTARY RESOURCE GUIDE 
TO HOME ECONOMICS MATERIALS FOR THE BLIND 
HOMEMAKER, INCLUDING BOOKS IN BRAILLE AND 
TAPES, COVERS TEN SUBJECT AREAS RANGING FROM 
MONEY MANAGEMENT to FAMILY RELATIONS. 
MAGAZINES AND MISCELLANEOUS PUBLICATIONS ARE 
INCLUDED IN THE GUIDE, DEVELOPED BY A HOME 
ECONOMICS EDUCATOR AT A UNIVERSITY, THIS 
DOCUMENT IS RELATED TO ••RESOURCES IN HOME 
ECONOMICS FOR THE BLIND HOMEMAKFR,** AVAILABLE 
IN AIM FALL 1970 AS VT 010 742. (AG) 

VT 016 407 

HAYES, ANNE C, COMP . 

A SUPPLEMENTARY TRAINING PROGRAM FOR SCHOOL 
FOOD SERVICE PERSONNEL. 

JEFFERSON COUNTY SCHOOL FOOD SERVICE PROGRAM, 
LOUISVILLE, KY.;KENTUCKY UNIV.* LEXINGTON. 
DEPT. OF HOME ECONOMICS EDUCATION. 
MF AVAILABLE IN VT-ERIC SET. 
PUB OATE - 71 12^P. 

DESCRIPTORS - *PROGRAM DESCRIPTIONS; 
PARAPROFESSIONAL SCHOOL P ERSONNEL ; *FOODS 
INSTRUCTION; FOOD SERVICE; *FOOD SERVICE 
OCCUPATIONS; OCCUPATIONAL HOME ECONOMICS; 
RESOURCE MATERIALS; *ADULT VOCATIONAL 
EDUCATIONS PROGRAM EVALUATION; COURSE 
CONTENT; VOCATIONAL DEVELOPMENT 
IDENTIFIERS - CAREER AWARENESS; BEGINNING 
V^PETENCE 



A^STf-ACT - THIS SUPPLEMENTARY TRAINING 
PROGfAN fOh SCHOOL FOOD S ER V I CE PERSONNE L 
CCMMr.S A CESCrtlPTICN uf THE PROGRAM ANC ITS 
OEVbLCPMiNT, IN AOOlTlONtO THREE TEACHER- 
OEVtUrtC L'MTS (jN THE BASIC PRINCIPLES CF 
VOLUME FCCL PREPARATION AND FOOD SERVICE 
MANAGfcMtNT. eAKiNG BREADS, RQLlSf AND 
OESitKTS IS DISCUSSED. FOR EACH OF THE 
INSTf^LCT ILNAL UNITS, EIGHT LESSON PLANS 
OUTLINE TKaINING OBJECTI VfcSt SUGGESTION 
SUBJECT CCrTENT, AND TEACHING PROCEDURES. 
RESOUPCt ^^ATt^*IALS AND wORK SI MPL I F I CA T I C\ 
IDEAS ^PE INCLUDED. DEVELOPED BY AN 
OCCUPATJCKAL KO^'E ECONOMICS SPECIALIST AT A 
UNIvCKSITY ANi CTHER VCCA T I ON Al\|DUC ATOi^S ♦ 
THIS CURMCULLM GUIDE PROVIDES SUMMARY SHEETS 
FOk EACH LESSCN AND A PROGRAM EVALUATION 
FORM. (AG) 

VT 016 4 08 
THKELKtLC, JCVCE C. 

SuMINAK CN SA^ITATION FOR RESTAURANT OWNERS. 
ANU MANAGER S. UN I T I . 

KENTUCKY UMV., LEXINGTON. INSTRUCTIONAL 
MATEF lALS LAb. 

MF AVAlL^bLE IN VT-ERIC SET. 
"Ub CAT^ - 72 46P% 

DESCKI^TORS - ^SANITATION IMPROVEMENT; 
CONCEPTUAL SCHEMES; RESOURCE MATERIALS; 
HEALTH CCNLITICJNS; ADULT STUDENTS; ♦SEMINARS; 
♦FCUt SERVICE; ♦VOCATIONAL EDUCATION; 
VOCATUNAL btVELCPMENT; ^MANAGEMENT 
EOUl^TlON; BEHAVIORAL OBJECTIVES; FOOD 
STANLAFCS; Tt^CHlNG PROCEDURES; PROGRAM 
EVALtATlCN 

loentifieps - career awareness; economic 
awareness; beginning competence 

abstract - this instructional guide for the 
first cf two 4-hour seminars on sanitation 
for j^fcstaufant owners and managers intencs tc 
upgrade sanitary practices in food service 
estaelisfments-, developed by an occupational 
home economics specialist at a university and 
other vocational educators, the unit includes 
a conceptual outline focusing on the effect 
of sanitary practices on profits and ways to 
prevent contamination of food. guidelines for 
organization of tht seminars and suggestions 
for the teacher are provided. for the major 
and suppcrting ccncepts, general and specific 
behavioral objectives are presented. teaching 
pkoceoures are correlated with 
general uaticns and resource materials in a 
3-column chart format. a program evaluation 
sheet and a detailed resource list are 
includtc. a wide variety of appendixes 
included check lists, tables, pretests, and 
transparencies. (agi 

VT 016 413 

WISEJ'AN, RCY; HUSSON, ERNEST 

MINE MAINTENANCE MANUAL. FINAL REPORT. 

KANAWHA COUNTY BOARD OF EDUCATION, 
CHARLESTCN, W.VA. 

WEST VIRGINIA STATE DEPT. OF EDUCATION, 

CHARLESTCN. ei>REAU OF VOCATIONAL, TECHNICAL, 

AND ADULT EDUCATION. 

MF AVAILABLE IN VT-ERIC S£T. , 

PUB DATE - 01APR72 56P. 

DESCRIPTORS - NATURAL RESOURCES; ♦STUDY 
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GUIDES; STUDENT fESriNG; PROSLEM SOLVING; 
♦FUELS; »INOUSTRrAL EDUCATION; VOCATIONAL 
DEVELOPMENT; MAINTENANCE; ♦ELECTRICITY? 
DIAGRAMS; ♦INDUSTRIAL TECHNOLOGY; HYDRAULICS 
IDENTIFIERS - CAREER AWARENESS; EDUCATIONAL 
AWARENESS 

ABSTRACT - THIS STUDY GUIDE ON MINE 
MAINTENANCE, WRITTEN BY A VOCATIONAL EDUCATOR 
AS A FINAL PROJECT REPORT, CONTAINS READING 
MATERIALS ABOUT COAL, A QUIZ, A PAGE OF 
DEFINITIONS, AND AN OUTLINE OF BASIC 
ELECTRICAL THEORY WITH PROBLEMS TO SOLVE. 
REGULATIONS ABOUT ELECTRICITY IN MINES ARE 
INCLUDEOt AS WELL AS INFORMATION ON ^ 
HYDRAULICS AND AN ANSWER KEY FOR THE 
PROBLEMS, LINE DIAGRAMS ILLUSTRATE THE TEXT. 
<AG» 

VT 016 4U 

AVIATION MACHINIST'S MATE J 3 AND 2. RATE 
VRAINIMG MANUAL. 

DEPARTM6fy»T OF THE NAVY, WASHINGTON, D.C. 

BUREAU OF NAVAL PERSONNEL. 

Mf AVAIlABLE IN VT-ERIC SET. 

N2kVPEPS-l0 341-B 

PUB DATE - 71 303P. 

DESCRIPTORS • INDEXES (LOCATERS); *STUDY 
GUIOPS; ♦ADULT VOCATIONAL EDUCATION; 
♦MILITARY TRAINING; PROMOTION (OCCUPATIONAL); 
DIAGRAMS; GOVERNMENT (ADMINISTRATIVE BODY); 
ARMED FORCES; VOCATIONAL DEVELOPMENT; 
♦AVIATION TECHNOLOGY; MANUALS; ^MACHINISTS 
IDENTIFIERS - CAREER AWARENESS;- EMPLOYMENT 
SKILLS 

ABSTRACT - THIS RATE TRA INI NG- MAjJiUAL IS ONE 
OF A SERIES DESIGNED FOR ENL I ST ED .PERSONNEL 
OF THE NAVY AND NAVAL RESERVE -WHO ARE 
PREPARING FOR AOVANCEMEf^T TO PETTY OFFICER . 
THIRD CLASS AND PETTY OFFICER SECOND CLASS IN 
THE RATING OF AVIATION MACHINIST'S MATE J, 
WORKING DIAGRAMS ILLUSTRATE THE STUDY GUIDE, 
WHICH CONTAINS .NECESSARY INFORMATION ON 
OCCUPATIONAL QUALIFICATIONS AND MACHINE 
SYSTEMS IN AVIATION. AN INDEX IS INCLUDED. 
!AG) 

VT 016 415 

AVIATION ELECTRONICS TECHNICIAN 1 AND C. RATE 
TRAINING MANUAL, 

DEPARTMENT OF THE NAVY, WASHINGTON, D^C. 

BUREAU OF NAVAL PERSONNEL. 

MF AVAILABLE IN VT-ERIC SET. 

NAVTRA-10318-0 

fUB DATE - 72 347P. 

DESCRIPTORS - *ADULT VOCATIONAL EDUCATION; 
PRC^OTION (OCCUPATIONAL!; ♦MILITARY TRAINING; 
♦ El^'ECTRONIC TECHNICIANS; GOVERNMENT 
(ADMINISTRATIVE BODY); ARMED FORCES; 
♦SUPPLEMENTARY TEXTBOOKS; ♦VOCATIONAL 
EDUCATION; MANUALS; VOCATIONAL DEVELOPMENT; 
DIAGRAMS; INDEXES (LOCATERS); RESOURCE 
MATERIALS; ♦AVIATION TECHNOLOGY 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THIS RATE TRAINING MANUAL IS ONE 
OF A SERIES DESIGNED ESPECIALLY FOR NAVY AND 
.NAVAL RESERVE PERSONNEL PREPARING FlOR 
ADVANCEMENT TO AVIATION ELECTRONICs\ 



TrCHMCIAN FUST CLASS AND CHIEF AVIATION 
ELtCTRLNICS TtCHNICIAN* INFORM/ MON ON RADAR 
ANL OTHER NtCbSSARY PHASES OF THESE POSITIONS 
ARE DETAILED. AS A SENIOR PETTY OFFICER, 
SUPERVISGKY, INSTRUCTIONAL, AND LEADERSHIP 
ABILITIES Af^E REQUIRED IN AUDITION TO 
DEVELOPMENT Of TECHNICAL KNOWLEDGE AND 
SKILLS. THE APPENDIX GIVES ELECTRONIC 
SYMDCLS, FORMULAS, AND THE USE OF THE GREEK 
ALPHABET. LINf DIAGRAMS ILLUSTRATE THE TEXT, 
WHICH INCLUDES AN INDEX, THIS DOCUMENT IS 
RELATEL TO •^AVIATION ELECTRONICS TECW^ICIAN 3 
£ 2f^ AVAILABLE AS VT Ol2 789 (AIM FACL 
1971). (AO) 

VT 016 416^ 

POST^b^-CirPK 3 AND 2. RATE TRA*INING MANUAL. 

DEPAFTMENT CF THE NAVY, WASHINGTON, D.C. 
8UKEAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPERS-10215-A 

PUB DATE - 68 269P, 1967 REVISION. 

DESCRIPTCRS - ♦MANUALS; VISUAL AIDS; ARMED 
FORCES; GOVERNMENT (ADMINISTRATIVE BODY); 
RESOURCE MATERIALS; OCCUPATIONAL INFORMATION; 
♦MILITARY TRAINING; ♦PROMOTION 
(OCCUPATICNALI ; ♦CLERICAL OCCUPATIONS; 
SUPPLEMENTARY TEXTBOOKS; GLOSSARIES; ♦ADULT 
VOCATIONAL EDUCATION; VOCATIONAL DEVELOPMENT 
IDENTIFIERS - POSTAL CLERKS; CAREER 
AWARENESS; EMPLOYMENT SKILLS 

A0STI^ACT - This RATE TRAINING MANUAL WAS 
DESIGNbO AS A COURSE BOOK FOR NAVY AND NAVAL 
RESERVE PERSONNEL WHO ARE STUDYING FOR 
ADVANCEMENT TC THE POSITIONS OF POSTAL CLERK 
3 AND POSTAL CLERK 2. NECESSARY INFORMATION 
FOR MEETING JOB QUALiF ICA T I ONS ARE PROVIDED, 
INCLUDING THE USE OF RESOURCE MATERIALS AND 
OCCUPATIONAL INFORMATION. MAIL SERVICES'ANO 
PRLCEOUPES ARE DETAILED. THE ORGANIZATION AND 
ADMINISTRATION OF THE NAVY POSTAL SERVICE .1$ 
DISCUSSED. THE APPENDIX INCLUDES A GLOSSARY 
OF POSTAL T^RMS,- A LIST OF TRAINING FILMS, 
AND THE POSTAL AGREEMENT BETWEEN THE 
DEPARTMENT CF DEFENSE AND THE POST OFFICE 
OePARTfft^KT. AN INDEX IS PROVIDED. A WIDE 
RANGE CF SAMPLE POSTAL FORMS AND OTHER VISUAL 
AIDS ILLUSTRATES THE TEXT. (AG) 

VT 016 417 

DAMAGE CCNTRCLMAN 3 AND 2# RATE TRAINING 
MANUAL. 

DEPARTMENT OF THE NAVY, WASHINGTON, O.C. 
BUREAU Of NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPEPS-10571-F 

PUb DATE - 69 281P. 196.9 RE VI SI ON. 

OESCRIPTCRS - VISUAL AIDS; *MILltARy 
TRAILING; GOVERNMENT (ADMINISTRATIVE 
BODY); ARMED FORCES; ♦MANUALS; ADULT 
VOCATICNAL EDUCATION; VOCATIONAL DEVELOPMENT; 
SERVICE OCCUPATIONS.; OCCUPATIONAL 
INFOf-MAT IUN; ^^EPAIR^; ♦SECURITY; RESOURCE 
MATERIALS; *PROMQJION (OCCUPATIONAL!; 
♦ACCIDENT PREVENTION 

IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS; FIRE FIGHTERS; CARPENTERS 

ABSTFACT - THIS RATE TRAINING MANUAL WAS 
DESIGNED FOR NAVY AND NAVAL RESERVE PERSCNN^EL . 



1 



*,HC' i^'E STUDYI^G ^^'i- iDVANCL^ENT TO THE PETTY 
':FFI-:5P PCSITIC\S D*^ Oi^^Gr C3M='.uL''AN 3 AND 
GAVA-Gt COM=.OLM&\ 2. '.ECESSA^^Y. ir^FQRMATICN 

• f J^- MEETING JOE' &UAL IFICATIONS IS P'=^0VIOED, 
riCL'JtlNo THE USE 0- -fSPURCE VATEPUlS AND 
CCCuPATIONiAL I^FC-M*TIO^. SUPc^ VI SO^Y AND 
LtartPSHlo ABILITIES AJ<E »EgiJl«ED, IN 
AOCITICN TO KNOWLEDGE CF BOAT REPAIPt . 

F I EF TGhT I%G. CAPPENTRY, iNJ SHIP DEFENSE. 
SEC'J^ITY ^EiSUPES ARE OISCJSSED I\ DETAlLt 
■FUCUSING ON EMERGENCY PFE-PA R E DN E S S . AN INDEX 
15 INCLUDED* A WIDE r'^NGE OF PHOTCGRAPHS AND 
LINE DISGRA^S ILLUSTRATES THE TEXT. (AG) 

VT 016 418 

PASIC ELECTPOMCS VOLU^'E 1. RATE TRAINING 

DtPAnTVENT OF THF NiXVY., . WASHINGTON, O.C. 
BU-EAJ OF NtVAL PE^S'iNNEL. 

AVAILABLE IN VT-E=3IC Sv^T... 
NAVPEPS-lOaB7-C 

S'jPPR INTENDENT nc r)7CU ME '>iTS , U.S. GOVERNMENT 
POINTING CFFICEt WASHINGTON, 'D.C. ZO^rOZ 
(J-r.OO; D ^OB.ll: EL 2/ I 0/97 1/V . 1 J 

• PU*^ DATE ~ ND 571P. 

DESCRIPTORS - VISUAL AIOS; GOVERNMENT 
{ ADMIMSTRATIVE 500Y I ; *M RI T A TR AI N I NG ; 
♦ TELECOMMUNICATION; *EL EC TRON I C S; *ADULT 
VOCATIONAL education; armed FORCES; *MANUALS; 
ViKATiCNAL DEVELOPMENT: TABLES (DATA); 
INDEXES (LOCATERS) 

IDENTIFIERS - CA-^EEO AWARENESS; BEGINNING 
COMPFTtNCE 

ABSTRACT - THIS RATE TRAINING MANUAL COVERS 
BASIC ELECTRONICS PRINCIPLES FOR NAVY AND 
NAVAL RESERVE PERSONT^EL. GENERAL INFORMATION 
CONCERNING NAVAL ELECTRONICS EQUIPMENT, 
TESTING DEVlCESf AND SAFETY PROCEDURES 
PRECEDES A DETAILED STUDY OF CIRCUITS AND 
FUNDAMENTAL ELECTRONICS DEVICES, SUCH AS 
TRANSISTORS AND ELECTRON TUBES. 
COMMUNICATIONS THEORY AND TRANSMISSION 
METHODS ARE DISCUSSED. A WIDE RANGE OF 
PHOTOGRAPHS AND LINE DIAGRAMS ILLUSTRATES THE 
TEXT. THE APPENDIX I NCLODES ^SC I EN T I F I C TABLES 
AND SYMBOLS. AN INDEX IS PROVIDED. (AG) 

VT 016 419 

ENGINE^AN 3 AND 2. RATE TRAINING MANUAL. 

DEPARTMENT OF THE NAVY, WASHINGTON* D.C. 

BUREAU OF NAVAL PERSONNEL. 

MF AVAILABLE IN VT-ERIC SET^ 

NAVPERS-10541-B 

PUB DATE - 72 - 554P. 

DESCRIPTORS - ARMED FORCES; VISUAL, AIDS; • 
GOVERNMENT (ADMINISTRATIVE BODY); ^MILITARY 
TRAINING; ^MANUALS; PROMOTION (OCCUPATIONAL); 
♦ADULT VOCATIONAL EDUCATION; VOCATIONAL 
DEVELOPMENT; *eNGlNES; ♦MACHINISTS; INDEXES 
(LOCATERS); RESOURCE materials; OCCUPATIONAL 

information 

identifiers^ career awareness; employment 
skills 

abstract • this rate training mu.«ual was 
designed for navy and naval reserve personnel 
who are studying for advancement to the petty 
q officer positions of engineman 3^ and 2. 




NECESSARY .INFORMATION FOR MEETING 408 
QUALIFICATIONS IS PROVIDED, INCLUDING THE USE 



iiM/v.)L c n: i 

CP riS.Uf-cE ^.ATEi^IALS am: CCCuPATUNAL 
I\f >: ?«^AT !lf . tN^INE SYSTEr^S AkE OlSCuSSrC 1% 
DET-IIL, INCLUCING Al^ CONO I T 1 CN i Nv^ AN:^ LAT^-t 
.OPLrATILr.S. A\ INCEX IS INCLUDEO. A nlOE 
RANGE Lf LINE CUGP.AmS ILLUSTRATES ThE TExT, 
( AGi 

VT 016 420 

Fi^lLY LIFE AfsJ Hl^AT, Sr».UALlTY. i CU^-ICULliM 
GUlCf. 

PAkt^W^Y SCHCCL DISTRICT, CHESTERFIELD, MC. 
MF AVAlLABLt IN VT-ERIC SET. 

PiFKVsAY SCHCCL DISTRICT, ^55 NORTH ^CCCS HILL 
ROAD, ChESTEPFIELD, MISSOURI 63017 (V2.50) 
PUL CATE - CCTTl HOP. 

DEi-CUFTCPS - eiBLlQGRAPnlC CITATIONS; 
*FAML> LIFE tOUCATICN; «SEX bOUCATION; 
♦sexuality; WELFARE; H4JMAN RELATIONS; 
ELEMtNTAFY GFADES; SECONDARY GRADES; 
bFHAVUF^L OtJtCTlVES; LEARNING ACTIVITIES; 
RESoUHCE MATEFIALS; "^C JR^ [ C J L UM GUIDES; 
GLCSSAKIES; Cl-NCEPT FC^^vATIUN 
IDENTIFIEFS - EDUCATIONAL AWAKENHSS; 
ATTlTUChS APPF ECIATIQNS; ROLE PERCEPTION; 
FAKILY ( SCCILLCGICAL UNIT) 

^ ArSlf-^CT - THI.S REVlStC CURkUULUM GUIDE FOR 
A CL^-rKtrhtrSIVE FAMILY LIFE ANO HUMAN 
SEXUALITY PfCuRAM IN THE bLEMENTARY AND 
SECONCAFY OkACES PRESENTS, FOR EACh GRADE 
LEVtLf LCNCLPTS CORRELATED wITH LEARNING 
ACTIVITIES AM kFSJURCE MATERIALS IN A THREE- 
COLU^'^ ChAFT FGr^f'AT, A BRIEF PROGRAM 
RATlLNALt f-hO GENtRAL TEACHING SUbGESTICNS 
PRECtCE SEVEN BASIC G ENfcR AL U AT iONS ANU FOUR 
BEHAVICFAL CbJECTIVES FOR THE PROGRAM. 
SEPAFATE fclHLlOGRAPHlES ARE PROVIDED FOR THE 
ELthENTAFY, JUNIOR HIGH, AND SENIOR HIGH 
GRADES. AN EXTENSIVE GLOSSARY IS INCLUDED IN 
THIS FtSCUFCE GUIDE, OEVELOPFO BY A COMMITTEE 
OF TEACHERS, CONSULTANTS, AND ADMINISTRATORS. 
THE USE OF AUCIOVISUAL AlOSr ROLE PLAYING, 
ANL [ISCUSSION ARE TEACHING TECHNIQUES USED 
TO FOCUS OK VAKICUS ASPfcCTS OF HUMAN' 
RELATIONS.' (AC ) 

VT 016 ^22 

AVIATRN MACHINIST'S MATE R 3 AND 2. RATE 
TRAINING MANUAL. 

DEFAhThENT CF THE NAVY, WASHINGTON, D.C, 

BUREAU OF NAvAL PERSONNEL. 

MF AVAILABLE IN VT-ERIC SET. 

NAVPERS-10342-A 

PUB DATE - 70 3I5P. 

DESCFIFTCRS - ♦MILITARY TRAINING; ARMED • 
forces; GOVERNMENT (ADMINISTRATIVE BODY); 
♦MANUALS; ♦AVIATION MECHANICS; ♦MACHINISTS? 
♦PROMOTION (OCCUPATIONAL); OCCUPATIONAL 
INFORMATION; VISUAL AIDS; INDEXES (LOCATERS); 
VOCATIONAL EDUCATION; VOCATIONAL DEVELOPMENT; 
RESOURCE MATERIALS 

ABSTRACT - THIS RATE TRAINING MANUAL IS ONE 
OF A SERIES PREPARED FOR NAVY ANO NAVAL 
RESERVE PERSONNEL WHO ARE STUOYINC* FOR 
ADVANCEMENT TO THE PETTY OFFICER PUSITIONS OF 
AVIATION MACHINIST'S MATE R 3 C 2. NECESSARY 
INFORMATION FOR MEETING jpBT QUALIFICATIONS IS 
PROVIDED, DESCRIBING THE USE OF RESOURCE 
MATERIALS. THE NAVAL AIRCRAFT HAlHjJ^mfiC^ 
PROGRAM IS C)ISCUSSEO, FOCUSING ON ^NGINlE"^ 



IS iNCLUOt:;. i wIoE ?i%Ot TABLES A%D LINE 
DlftGHA^S ILLJST^iTES iHh TEXT. THIS l)CCU*^E\T 
IS -ELiTEC TO «AVUTinN ^ACHIM5T«S MATE ?< 1 
i C," AV£.ILA5Lf -S i/T olo ^23 IN ThIS ISSUE, 
(AG) 

VT C16 423 

AVIATION •'ACHIMST'S ^ATE ^ 1 A^C C. fATE 
TrAlNiNO MANUAL, 

CEPAPT^ENT Of THE NAVY, WASHINGTON, D.C. 
dU^EAU OP NAVAL Pt^SCNNEL, 
MF AVAILABLE IN VT-E^^IC SET. 
NAVPE«S-I0344-A 

PU3 DATE - fc9 2J6P.1967 EDITION. 

DESCRIPTORS - *MILITA&r TRAINING; ARMED 
FPrCrS; G:^VERNWENT J A I M S T:; AT I V E rODY); 

^manuals: ^ppomotion ( occup at ignal > ; visual 
aids; resgupce materials; occupational 
infccmatijn; «aviation mechanics; vocaticnB^I 
education; vocational develjpment ; 
♦machinists 

abs^.i^lj - this rate training manual is one 
cf a^sepies of ccupses prepareu for navy and 
naval resepve personnel who are studying for 

ADVANCEMENT Tojlnfi POSITIONS OF AVIATION 
MACHINIST'S MaW R I AND C.^ A LIST OF 
ADDITIONAL READING MATERIALS FOP w^ET ING JOB 
QUALIFICATIONS AND OCCUPATIONAL INFOR^'ATICN 
PRECEDE TEN CHAPTERS DESCRIBING ENGINE 
SYSTEMS AND THEIR MAINTENANCE, AS WELL AS 
OTHER AIRCRAFT SYSTEMS* A LIST OF FILMS AND 
AN INDEX IS PROVIDED. A WIDE RANGE OF LINE 
DIAGRAMS ILLUSTRATES THE TEXT. THIS DOCUMENT 
IS RELATED TO "AV2ATI0N MACHINIST»S MATE R 3 
L 2," AVAILABLE AS VT 0l6 422 IN THIS ISSUE. 
(AG) 

VT 016 424 

SHIP SEPVICEMEN'S HANDBOOK. RATE TRAINING 
MANUAL. 

DEPARTMENT OF THE NAVY, WASHINGTON, D.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-'ERIC SET. 
NAVPERS--10292-A 

PUB DATE ' 72 262P.1^7l REVISION. 

DESCRIPTORS - *HUM«N SERVICES; GOVERNMENT 
(ADMINISTRATIVE BODY); *MILITA«Y TRAINING; 
ARMED forces; *ADULT VOCATIONAL EDUCATION; 
♦OCCUPATIONAL INFORM AT I 0>^ ; ♦SEAMEN; 
SUPERVISORY ACTIVITIES; SERVICE OCCUPATIONS; 
BARBERS; SEAMSTRESSES; VOCATlONAt 
DEVELOPMENT; EQUIPMENT UTILIZATION; MANUALS 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - THIS RATE TRAINING MANUAL IS A 
HANDBOOK DESIGNED TO PROVIDE ENLISTED NAVAL 
PERSONNEL IN ThE SHIP'S SERVICEMAN RATING 
WITH BASIC INFORMATION ON THE VARIOUS SHIP«S 
SER\/IQE SPECIALTIES. ADMINISTRATION OF THESE 
ACTIVITIES, INCLUDING THE SUPERVISION AND 
TRAINING OF PERSONNEL, IS DISCUSSED* SECTIONS 
ON THE LAUNDRYMAN, TAILOR* AND BARBER 
SPECIALTIES DEAL WITH THE OPERATION AND 
MANAGEMENT OF THESE SERVICE ACTIVITIES As/ 
WELL AS THEIR BASIC PROCEDURES AMD PROCESSES,, 
SUCH AS EQUIPMENT OPERATION AND MAINTENANCE. 
O k WIDE RANGE OF PHOTOGRAPHS AND CHms 
ER^C LLUSTRATES THE TEXT, AN INDEX IS INCLUDED. 



( At J 

VT Oi6 425 

STt£Lnu^K':^- 1 C. rATt: T-^ilM^u MASJAL. 

CEFArT^'EM lF TrE NAVY, A S 1 NGT , D.C. 
a'WrcAU Cf NAvAL PECSG\?*FL. 
MF AVAILABLE IN VT-E^IC SET. 
NAVPEFS- leci^'C ^ 

PUb LATE - 71 /21f:P, I97i REVISION. 

OESCPIPTCKS - INDEXES ILOCATERS); •ADULT 
VCCATKNAL EDUCATION; ♦METAL «0RKING 
OCCUfATKNS; STEEL iNCUSTRY; ^MILITARY 
TRAINING; *Pf<CMOTICN ( OCC vJP AT I ONAL ) ; 
GOVtfNKtNT (ALMIMSTRATiVE BODY); ARMED 
FORCES; VLLATIONAL OE VbLO PME NT ; •MANUALS; 
DIAGRAKS: SKILL btVELOPMENT 

ICENTiFIErS - STEELfiCRKtK; CAr<£E'^ AwARrNESS; 
EMPLCYMENT 5MLLS , 

ABSTRACT - ThIS RATE TkalMNG IS 
iNTtrCtL SPECIFICALLY TO PROVIDE NECESSARY 
INFCfMATlCN FGR MEN IN THE NAVY 0^ NAVAL 
RESt^VL CN THE CCCUPATIONAL QUALIFICATIONS 
FOR ALVAN-CEf-iEM TO THE POSITIONS OF 
STEELWGRKtP FIR^T CLASS AND CHIEF 
STEELWCKKER. EXERCISES TO DEVELOP JOB SKILLS 
ANL KNCWLELGE ARE PROVIDED, AND JOd DUTIES 
AND F ESPCNSIEILIT lES ARE STRESSED. MANAGEMENT 
ANC PLANNING ABILITIES ARE REQUIRED IN 
AODITILN TC SUCH BASIC SKILLS AS WELDING ANC 
TESTING ^ETALS. AN INDEX IS INCLUDED, AND 
LINE tIAORAMS ILLUSTRATE THE TEXT. THIS 
DOCUMtNT IS RELATED TC "STEELhORKER 3 C 2,*' 
AVALIAHLE AS VT 013 854 (AIM VOL. 5, NC. 2) 
(AG) 

VT 016 426 

COIsiSTRUCTIONMAN. RATE TRAINING MANUAL. 

DEPARTMENT CF THE NAVY, WASHINGTON, D.C. 
BUREAU CF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPtkS 10630- E 

PUb LATE 71 291P. 1*^71 REVISION. 

OESCRIPTCRS - VISUAL AIDS; GLOSSARIES; 
INLtXES (LCCATERS); ^MILITARY TRAINING; 
♦MANUALS; *ADGLT VOCATIONAL EDUCATION; 
♦PROKOTICN (OCCUPATIONAL); ARME D FO-^CES ; 
GOVERNMENT (ADMINISTRATIVE BCOY); VOCATICNAL 
DEVELOPMENT; '►CONSTRUCTION (PROCESS); 
BUILDING TFADtS; MECHANICAL EQUIPMENT 
IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ASSTRAC" - THIS RATE TRAINING MANUAL PROVIDES 
NECESSARY iNFCliMATION FOR NAVY AND NAVAL 
RESERVE FfcRSCNNlEL WHO ARE STUDYING TO MEET 
QUALIFICATIONS FOR ADVANCEMENT TQ THE 
POSITICN OF CONSTRUCTIONMAN. A HISTORY OF THE 
••SEABEES" AND THE CIVIL ENGINEER CORPS 
PRECEDES 10 CHAPTERS COVERING EQUIPMENT, 
TRANSPCRTATICN, AND VARIOUS ASPECTS OF 
CONSTRUCTION, SUCH AS PAINTING AND SITE 
PREPARATION. A WIDE RANGE OF PHOTOGRAPHS AND 
LINE DIAGRAMS ILLU^STRATES THE TEXT. A 
GLCSSAf^Y OF "SEABEE" TERr?S AND AN INDEX ARE 
INCLUDED. (AG) 

VT 016 427 

AEROGRAPhEF* S MATE 3 AND 2. RATE TRAINING 
MANUAL. 

\ 



•'F .:V-£lLA6Lf !^ VT-E^K ScT. 
Pljr^ jATf - 71 721P. 

DESCRIPTORS - ^MILITA^Y TPilNllNG; p=OmQTIGN 
(ncC'JPATIONAL ) ; OlAGR^^; OCCUPATIONAL 
INFPRMATIC\: ^rSCiJRCr A Ttt^ I A L 5 : iK^EC 
FQi^CES: GOVt^N^'cMT < ACV IMST^iiTIVc tODYJ: 
♦MtTECPCG^APHY; ^OCEAMjLOGY ; * ACULT, 
VOCATIONAL EDUCATION: VXATIa^lAL DEVELOPMENT: 
♦MANUALS: EQUlP^E^iT UTILIZATION 
lOFMif-I^RS - CAnrE« AwAHENESS: E^PLCY^'ENT 
SKILLS 

AcSTRACT - THIS RATE TP;^I:\I^-o MANUAL IS ONE 
OF A SERIES P^'EPAPED FO- .'^AVf AND NAVAL 
PtSE^Vf PE'^SONNEL STJ0Y!\G FO^ ACVANCE*^ENT TO 
AE^OGRAPHFk* S VATE TMico C* ^SS ANL' SECOND 
CLASS. ^ECESSAk^r UjPC=M/'iO\ FOk "iEETlNG JCt? 
JUALIFICATIONS IS P^/CvlDEO, »^hICH WILL BE 
VALUAHLF FOR PEVlFW AND FOP CCMPL£TIQ\ OF A 
CO=;PESPONi;tNCE CCUkSE FO? ^i)^i^ATED PERSONNEL, 
A eESCf?lPTION IF ^E^^UPCE -MATERIALS A\0 
OCCUP.MIOfML iMFHt-^MATlOrvi PKtCEQES 2- CHAPTE-S 
CuVEPING VAPiOuS ASPECTS OF MET EQi^ JL OGY AND 
aCEA?\ IGP APHY, INCLUDING LOUIPMENT 
UTILIZATION. A WIDE RANGE OF wORKING DIAGJ^A^S 
ILLUSTRATES THE TEXT. thE APPENDIX INCLUDES A 
. GLUSSAOY or ELECT&ONICS TF=.VS AND TWU TABLES, 
Ar: INCtX IS Pf^OVlOED. UG ) 

VT 016 ^86 

HO>^E ECONOMICS FOUCATION CGU-lSE OF STUDY W 
OCCUPATIQNALLY G-IENTrO CLASSES. G^^ADES S, 9, 
ANt^ 1 0. 

( 

F'AIRF&X COUNTY SCHOJLSf VA. DEPT. OF 

cJlJ^^ciICULUM AND INSTPUCTION. 

MF AVAILABLE IN VT-E^IC SET. 

FAIRFAX COUNTY PUBLIC SCHOOLSt 10700 PAGE 

AVENUE, FAipFAXt VIRGINIA ($5,001 

PUR DATE ' AUG66 Il*?P. 

OFSCOIPTORS - GRADE GRADE 9: GRAOE 10; 
HO'IE economics education: *nCCUPATI3NAL HC^E 

economics; *hcmemaking educaticn: ♦cupriculuw 
Guioes: occupational surveys: *stuoent 

centered CURRICULUM; RESOURCE MATERIALS: 
' VUCA3ULAPY: POTENTIAL DPOPOUTS: *INTEGRATED 
ACTIVITIES: BEHAVIORAL OBJECTIVES; PERSONAL 
GROWTH 

IDENTIFIERS - SELF AWARENESS: CAREER 
Ai^'APENESS; BEGINNING COMPETENCE; EDUCATIONAL 
AWAPENESS 

ABSTRACT - THE SCOPE OF THIS CURRICULUM GUIOE 
. FOR HOME ECONOMICS COURSES IN GRADES 8, 9, 
AND 10 INCLUDES HUMEMftKlNG EDUCATION ANO 
OCCUPATIONAL HOME ECONOMICS. DEVELOPED BY 
HOME ECONOMICS TEACHEfiS AND. FIELD TESTED IN 
THE CLASSROOM, Tf^E INTEGRATED STUDENT- 
CENTERED CURRICULUMS STRESS ACTIVITY LEARNING 
AND THE CORRELATION BETWEEN HOME ECONOMICS 
AND OTHER SUBJECT AREAS. TEN INTRODUCTORY 
UNITS FOR GRADE 8, SEVEN SKILL DEVELOPMENT 
UNITS FOR GRADE 9, ANO TWO TENTATIVE UNITS 
FOR A GRADE 10 OCCUPATIONAL SURVEY LEADING TO 
FURTHER SPECIALIZATION' PRESENT GOALS AND 
CONCEPTSi LEARNING ACTIVITIES, AND RESOURCE 
MATERIALS IN A 3^C0LUMN CHART FORMAT* GENERAL 
Q'l SPECIFIC COURSE OBJECTIVES AND SUGGESTED 
Cnip'-IE BLOCKS PRECEDE THE INSTRUCTIONAL 
LlvV>rERIALS DEALING WITH SELF DEVELOPMENT, 



f:CLS, iLCThP^G, IcXTILcSf CHlLO CASE, FAMILY 
llrLf AM. ^b^SI^G TEChMwJES. A PILCT 
ClL?vSE It hCVtMAKiNG FCa GRADE 8 SOYS kHC ARE 
J^CTtMIAL lRC»=^OUTS is CESCRieEO. A VOCABULARY 
LIST LlHlf -^ESCURCE LISTS AkE PRGVICEC. 

{ iGl 

VT 491 

•^Ci-El VLCATICf-At uFflCc* A SIMULATED TRAINING 
P^LGf- AV lv7C-l <i71. 

FiiIrFA> CCLNTY PU3LIC SCHOOcSt VA. DEPT. OF 
INSThUCTIGNAL SERVICES. 

ViHGlMA STATE DEPT. OF ELiUCATIGN» RICHMGNC, 
DIV. CF euSIMSS EDUCATION 
MF *.VAlLAbLL IN vT-ERIC SET. 
PJr DATt - 71 7cP. 

D^lSCr IPTLr-S - *SI^ULAriU\: ♦nPFICE 
CCCUf- AT Itr^S ElUCATION: G^AUE 12: *VOCATIGNAL 
OEVtLLFMtf T: tOUlPMENT; JOB TRAINING: STUDENT 
EV^LLATKN: PrCbRAM EVALUATION; «OCCUPAT lONAL 

iNfUr^:^! icr. : individualized instruction: 

^^cbLLKcE y.ATtrULS; PRUDUCE^ SERVICES: 
BEh£.VILHAL LtJECTiVES: *PIL0T PROJECTS 
lOEr.TlfltfS - CARtER AWARENESS: BEGINNING 
CGMPbTLfXE : EMPLOYMENT S^ILLS 

AbSThACT - This REPORT OF A PILOT PROJECT IN 
PFFICfc OCCUPATIONS EDUCATION FOR GRADE 12 
DEALS kITH AN OFFICE SIMULATION IN A 
VaCATKK^L TRAINING PROGRAM. MODELED UPON THE 
AMKIC/.N VCCATTJNAL ASSOC I AT lUN OFF ICE IN 
WAShlNOTCfv, D.C.t THE PROGRAM REOUIRED 
CCMPLETiCN CF A GRADE II 2-HOUR BUSINESS 
Pt^COFAN', A JCt INTERVIEW, AND TESTS IN BASIC 
aUSIKtSS SKILLS. JOB DESCTv I Pt I ONS , AN 
ORGAMZATUNAL CHART, A FLOOR PLAN, AND AN 
EOUIFMLNT LIST ARE PROVIDED. COURSE 
OeJiC7lVtS, OtNEHAL AND SPECIFIC PERFORMANCE 
GOALS rC;R EACH JOB, SAMPLE TASKS, SUPPLIES 
LISTS, A^L FLtW CHARTS ARE INCLUDED. 
PHCTLGKAfHS ILLUSTRATE THE TEXT. METHODS CF 
STUCtNT AND Pf-QGRAM EVALUATION ARE DISCUSSED, 
GIVING A rtUE RANGE CF EVALUATION FORMS AS 
RESOURCE MATEt-lALS. IDEAS FOR ADAPTATION OF 
THIS HIUF-LC'NG OAIlY PROGRAM TO OTHER SYSTEMS 
AND IXTENSION OF THE 9-WEEK ORIENTATION TO 14 
WEEKS i-kt PFEStNTEO. (AG) 

VT 016 500 ED 066 605 
MCGlfLtY, GEFkY P. 

WOfiLL CF MIFK. CARtER AWARENESS DEVELOPMENT 
PRLGJ^AK EOF THE ELEMENTARY GRADES. 

NEVACA UMV.f RENO. COLL. OF EDUCATICN. 
OFFICE UF EDUCATION (DHEW), WASHINGTON, D.C. 
EDFS PKICt K.F-s4.65 HC-i6.58. 

CVTE-000359 

PU^ DATE - • 72 138P. REVISION 

DESCKiPTLRS - *CAREER EDUCATION; »ELEMENTARY 
GRADES; *VCCATICNAL DEVELOPMENT; *TEACHlNG 
GUIDESV ♦CCCUF ATIONAL INFORMATION; 
OCCUPATlCNS 

IDENTIFIERS - *CAREER AWARENESS; SELF 
AWARENESS; ATTITUDES APPRECIATIONS; ECONOMIC 
AWARENESS 

ABSTRACT * THIS GUIDE CONTAINS TEACHING 
SUGGEST ICNS ANO INFORMATION FOR TEACHERS' USE 
IN A CAREER Ah.AREN£SS PROGRAM FOR GRADES K^6- 
THE ACTIVITIES ARE DESIGNED TO OEVELOP BASIC 
ATTITUDES CCNC6RNING THE IMPORTANCE ANO 
FUNCTIONS OF WORK BY: (II AROUSING CURIOSITY 
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ABOUT THE WCRLC GF WC»K, (2 1 ENLARGING 
0CCUl>ATlCr4AL H?R|ZONS, (3) ANSWERING 
QUESTIONS CGNCEPNING OCCUPATIONS, i^) 
OtVELOPiNG BASIC CONCEPTS, {5\ INVESTIGATING 
SOM? OCCUPATIONS AT GP6ATEP DEPTH, ANC 16) 
DEVELOPING POSITIVE ATTITUDES TOWARD ONE • S 
SELF, OTHER PEOPLE, AND WORK. TO MEET THE 
OBJECTIVES OF THE PROGRAM, ACTIVITIES AND 
RESOURCES ARE SUGGESTED BY GRADE LEVEL FOR 
CONCEPTS, WHICH ARE INTRODUCED IN OROEROF 
DIFFICULTY AND OEGREE GF ABSTRACTION. AI THE 
EARLIEST GRADE LEVELS, EMPHASIS IS PLACED ON 
A GENERAL UNDERSTANDING THAT PEOPLE WORK FOP 
A VARIETY CF REASONS AND THAT THERE ARE A 
NUMBER OF WORKERS WHO PRODUCE GOODS AND A 
NU*i6ER WHO PRODUCE SERVICES. BY THE SIXTH 
GRADE, EMPHASIS IS PLACED ON ORIENTING 
STUDENTS TO THE CONCEPT OF CLUSTERS WITH THE 
INTENTION OF PROVIDING A LEAO-IN TO A CYCLE 
OF HANDS^CN EXPERIENCES WITH MANY CLUSTERS. 
<SB) 

VT 016 511 

PHOTOGPAPHEK'S MJME 3 AND 2. RATZ TRAINING 
MANUAL. 

DEPARTMENT OF THE NAVY, WASHINGTON, O.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPERS-10355-A 

SUPERINTENDENT OF DOCUMENTS, U.S. GOVERNMENT 
PRINTING OFFlce, WASHINGTON, O.C. 20^02 
(0208. II: P56/6/971, %b.QO) 
PUB DATE - 72 685P. 1971 EDITION 

DESCRIPTORS - *STUDY GUIDES; ♦MILITARY 
TRAINING; *PROM0TI0N (OCCUPATIONAL); VISUAL 
AIOS; GOVERNMENT (ADMINISTRATIVE BODY); 
VOCATIONAL DEVELOPMENT; ARMED FORCES; 
♦VOCATIONAL EDUCATION; ♦PHOTOGRAPHY; 
PHOTOGRAPHIC EQUIPMENT; INDEXES (LOCATERS) 
IDENTIFIERS - FMPLOYMENT SKILLS; CAREER 
AWARENESS 

ABSTRACT - THIS RATE TRAINING MANUAL IS ONE 
OF A SERIES WRITTEN FOP NAVY PETTY OFFICERS 
AND NAVAL RESERVE PERSONNEL WHO ARE SEEKING 
TO QUALIFY FOR ADVANCEMENT TO THE THIRD CLASS 
AND SECOND CLASS PETTY OFFICER LEVELS IN THE 
PHOTOGRAPHER'S MATE RATING, A WIDE RANGE OF 
PHOTOGRAPHS AND WORKING DIAGRAMS ILLUSTRATE 
THIS STUDY GUIDE, WHICH PROVIDES NECESSARY 
BACKGROUND INFORMATION ON OCCUPATIONAL 
QUALIFICATIONS. TWENTY-THREE CHAPTERS COVER A 
WIDE VARIETY OF SUBJECT AREAS, RANGING FROM 
AERIAL PHOTOGRAPHY TO MOTION PICTURE 
PHOTOGRAPHY, WHICH DESCRIBE IN DETAIL THE 
OPERATION OF CAMERAS AND THE USE OF OTHER 
PHOTOGRAPKIC SUPPLIES. AN INDEX IS INCLUOlD, 
THIS DOCUMENT IS RELATED TO "PHOTOGRAPHER'S 
MATE 1 C; C,'* AVAILABLE AS VT Oil 141 (AIM 
SPRING l<971). (AG) 

VT 016 512 

INSTRU.^FNTMAN 3 AND 2. RATE TRAINING MANUAL. 

DEPARTMENT OF THE NAVY, WASHINGTON, D.C. 
BUREAU OF NAVAL PERSONNEL. 
MF AVAILABLE IN VT-ERIC SET. 
NAVPtRS-l0193-'C 

PUe DATE - 71 A54P.1963 REVISION 

DESCRIPTORS • ♦MILITARY TRAINING; ARMED 
PjY^-iS; GOVERNMENT (ADMINISTRATIVE BODY); 
KIL^OTION (OCCUPATIONAL!; GLOSSARIES; VISUAL 



AIuS; *STUCY GUlOcS; * INSTRJMENTAT ICN 
TECHNICIANS; VOCATIONAL EDUCATION; 
♦VOCATIONAL DtVcLCPMENT 

IDENTIFIERS - CAREER AWARENESS; EMPLOYMENT 
SKULS 

ABSTRACT - THIS REVISED RATE TRAINING MANUAL, 
WRITTEN FCR NAVY AND NAVAL RESERVE PERSONNEL 
WHO ARE STUDYING FOR ADVANCEMENT TO THE 
PQSniCNS LF INSTRUMENTMAN 3 AND 2, WILL HELP 
PROVIDE PREPARATION FOR ADVANCEMENT 
EXAMINATIONS. A WlOE VARIETY Of TOPICS, 
RANGING FRCM PRESSURE GAUGES TO CLOCK AND 
OFFICE MACHINE REPAIRS AND MAINTENANCE, ARE 
COVEf^fcL IN 17 CHAPTERS. A GLOSSARY AND AN 
INDtX ^RE PROVIDED. PHOTOGPaPHS AND WORKING 
OIAGPA^S ILLUSTRATE THE TdXT. (AG) 

VT 016 $29 

A GUIDE FUR Planning career education in 
oregcn's seccnuary schools. 

oregcn state dept. of education, salem. civ. 
of ccmmu.nlty colleges and vocational 
education. 

mf available in vt-eric set* 

PUb DATE " LEC70 39P. 

DESCflPTCRS - ♦CAREER EDUCATION; 
♦ADMINISTRATOR GUIDES; ♦SECONDARY GRADES; 
♦EDUCATIONAL PLA^^NING; RESOURCE MATERIALS; 
OCCUPATICNAL clusters; HUMANITIES; 
♦VOCATIONAL DEVELOPMENT; OCCUPATIONAL 
GUIDANCE; EDUCATIONAL NEEDS; EDUCATIONAL 
CHAKCf; CATA COLLECTION 
IDENTIFIERS - OREGON 

ABSTRACT - THIS ADMINISTRATOR GUIDE FOR 
PLANNING CAREER EDUCATION PROGRAMS IN 
OREGON'S SECONDARY SCHOOLS DISCUSSES FIVE 
MAJOR CHANGES NEEDED FOR A CAREER CLUSTER 
APPROACH AND GENERAL AND SPECIFIC ASSUMPTIONS 
CONCERNING FRtGRAM REQUIREMENTS. TYING THE 
FIVE STEPS INVOVVEO IN EDUCATIONAL PLANNING 
TO THE FIVE PARTS OF THE GUIDE: THE PLANS 
GIVE DETAILS ABOUT SURVEYS. REPORTS, >ANC 
OTHER LATA NEEDED. SAMPLE RESOURCE MATERIALS 
TO BE CU^'PILEt; ARE GIVEN FOR EACH SECTION, 
WHICH INCLUDES COMMUNITY DATA, SCHQD«. DATA, A 
MASTER CAREER EDUCATION PLAN, FACTORS OF 
IMPLEMENTATION, AND LONG-RANGE PLANNING 
SHEcTS. A STEP-BY-STEP PROCEDURE IS PROVIDED 
FOR DETERMINING THE SPECIFIC CAREER EDUCATION 
NEEDS EOR ANY GIVEN COMMUNITY OR SCHOOL. (AG) 

VT 016 533 

VA CENTER SAFETY TRAINING MANUAL. 

VA CENTER, HCT SPRINGS, S. DAK. 
DOCUMENT UOJ AVAILABLE FROM EDRS. 
PUe CATE - SEP68 2aP. 

DESCFIPTCRS « ♦SAFETY EDUCATION; ♦SAFETY; 
♦MANUALS; TRAFFIC SAFETY; ♦ACCIDENTS 

ABSTRACT - THIS GUIDE WAS WRITTEN PRIMARILY 
TO ACQUAINT EMPLOYEES, CHIEFLY NEW ONES, WITH 
THE SAFE PRACTICES AND ACCIDENT PREVENTION 
METHClS RECOMMENDED BY THE NATIONAL SAFETY 
COUNCIL. IT PROVIDES A GENtR A L KNOWL EUGE OF 
SAFETY PRACTICES IN ORGANIZATIONS AND METHODS 
OF ANALYZING ACCIDENTS FOR SUPERVISORY USE. 
CONTENT AREAS INCLUDED: (1) INFORMATION 
REGARCING THE SUPERVISORY RESPONSIBILITY FOR . 
SAFETY, (2) THE Sc'^UENCE OF ACCIDENTS, (3) 



iCCIDEM SjjRCES ^'iO C^USESt (<t) DE^^IMTICNS 
0*^ ACCICt\T FACTC^^St (5) A CJ^PILATIQN DF 
ACClDE?a CAUSfS. <6) FINDING A\D C0«!^£CTING 
HAZAJ^CS, (73 SAFfTir IfiiSPECT IDNS, (8) JOB 
SAFcTr ANALYSISf (9) ACCIDENT INVESTIGATION, 
(10) PLANT hOUSHKccP iNGf (111 HAND TOOLS, 
(121 LCw VOLTAGE ELcCTPICAL HAZARDS, (13) 
PREVENTION OF FALLS, (14) nOnl TO SAf£ GUARD 
MACHINERY, (15) ACCIDENT REPORTS AND RECORDS 
AS i^ELL AS <16) THE FIVE ••SEEING STEPS" OF 
SAFE DRIVING. (SN) 

VT 016 537 

ACCIDENT INVESTIGATION, ANALYSIS, AND 
REPDPiTING. SAFETY TRAINING FOR SUPERVISORS. 
CONFERENCE LEADE^R*S GUIDE.' 

department cf cd»^merce, washington, d.c. 
office of admimstrative services, 
mf available in vt-eric set. 
pus date * nd 21p. 

descriptors - teaching guides; "^instructional 
materials; job training; ♦supervisory 
training; *safety; traffic safety; 

♦ACCIDENTS; police; ^technical REPORTS; 

public officials 

abstract - oevelcped by the department of 

COMMERCE, Tf^IS GUIDE PfcVlDES INSIG.^,T FOR 
QUALIFIED SAFETY OFFICIALS AND SUPERVISORS 
RELATIVE TO MAKING EFFECTIVE ACCIDENT 
INVESTIGATIONS, ANALYSES, AND REPORTS. 
INCLUDED IS A COMPLETE INSTRUCTIONAL PROGRAM 
BASED ON •'THE NATIONAL SAFETY COUNCIL 
ACCIDENT PREVENTION MANUAL" AND CENTERED 
AROUND THIS THEME. TOPICS COVERED ARE SUCH 
THINGS AS: (11 SUGGESTIONS FOR THE CONFERENCE 
LEADER, (2) APPROACH TO THE SUBJECT* (3) WHAT 
TO 00 IN ADVANCE OF THE SESSIONS, (4) 
METHODOLOGY FOR PRESENTING THE INFORMATION, 
AND C0^:?XTING THE DISCUSSION, AND (5) A COPY 
OF THE SAFETY STANDARDS MANUAL. DATA 
CONCERNING THE MATERIALS NEEDED FOR THE 
PRESENTATION ARE ALSO GIVEN IN THE BOOKLET, 
THE TIME SUGGESTED FOR THE ENTIRE SESSION IS 
FROM 1 1/2 TO 2 HOURS. (SN) 

VT 016 538 

INDUSTRIAL SAFETY EDUCATION FOR SHALL 
INDUSTRIES. 

STOUT STATE UNlV.t MENOMONIE, WIS. 
WISCONSIN STATE BOARD OF VOCATIONAL, 
TECHNICAL, AND ADULT EDUCATION, MADISON 
MF AVAILABLE IN V^-EPIC SE^^ 
PUB OATE - 05NOV71 U8P. 

DESCRIPTORS - *CURRICULUM GUIDES; PILOT 
PROJECTS; CURRICULUM DEVELOPMENT; ♦ADULT 
EDUCATION PROGRAMS; COURSE DESCRIPTIONS; 
♦INDUSTRIAL education; ♦INDUSTRIAL PERSONNEL; 
♦SAFETY education; ACCIDENT PREVENTION; 
LEARNING ACTIVITIES; RESOURCE MATERIALS; 
BEHAVIORAL OBJECTIVES 
IDENTIFIERS - EDUCATIONAL AWARENESS 

ABSTRACT - A SERIES OF COLOR KEYED CURRICULUM 
GUIDES FOR A PILOT INDUSTRIAL SAFETY 
EDUCATION PROGRAM AIMED AT OWNERS OF SMALL 
INDUSTRIES PRESENTS TEN INSTRUCTIONAL UNITS 
FOCUSING ON MANAGEMENT AND SUPERVISORY 
RESPONSIBILITY FOR ACCIDENT PREVENTIONt AN 
O VIEW OF THE OCCUPATIONAL SAFETY AND 
g[^(^TH ACT OF 1970t AND CONSIDERATION OF 



PC.i'lNTii:.l CCCuPATIGNAL -lAZA^vCS. DEVELDPE: 
A Cu^«RICLlU^ fiiOJ'^CT TEA^ «ITh THE AID OF 
LEAiJEKS IN EC-UCAUGN A%D INOUSTRY, .THE CC'^^^SE 
OESCPIFTILNS INCLUDE CONTENT OUTLINES, LISTS 
OF KESlLPtt f-ATERIALS, AND STUDENT ACTIVITIES 
IN A 3-CCLUMN CHART FORMAT. COURSE OBJECTIVES 
AM TtKM CEFIMTIONS ARE PROVIDED. 
-ECLKHfc\DATI0N5 FOR PROGRAM IMPLEMENTATION 
AND A PRCGFAM RATIONALE ARE INCLUDED, AS WELL 
AS A fcJ-lEF clbLlOGRAPHY ANO aESOURCE 
M*T£P UL S. (AC ) 

VT 0X6 5 60 

Safety schcol, fv 73. 

NAVAL AKMIjMTIUN DEPOT, C^A.^E, IND. 
MF AVAILABLE IN VT-EPIC SET. 
PUB GATE - NO 75P. 

DESCRIPTGkS - ♦SAFETY; CAREERS; CAREER 
PLA^.^.I^G; FIElQ EXPERIENCE PROGRAMS; 
CURRICULLM GUIDES; PROGRAM CONTENT; *PROGRAM 
DESCF IFT lOKS; SPECIALIZATION; CAREER 
OPPORTUNITIES; MILITARY PERSONNEL; ARMED 
FQkCES; ♦military training; ♦safety EDUCATION 

ABSTFACT - KPJTTEN AND DEVELOPED BY THE NAVAL 
AMKUMTiCNS CtPOT. THIS BULLETIN CONTAINS 
INFCFKATICN RELATIVE TO THE NAVAL ORDINANCE 
SYSTEMS COMMAND SAFETY SCHOOL, AND COVERS 
SUCH THINGS AS ELIGIBILITY REQUIREMENTS, 
LOCATICN, and DATA CONCERNING WHERE TO 
INWUIKE FOR FURTHER INFORMATION AND 
ASSISTANCE IN REGISTERING FOR CLASSES. 
GENtFAL PRCtRAMS IN EXPLOSIVES SAFETY, 
SYSTEMS SAFETY, AND INDUSTRIAL SAFETY ARE 
OFFEREC BY THE SCHOOL. INCLUDED IN THE 
BOOKLET ARE: (1) GENERAL INFORMATION 
GOVEFMNG ADMISSIONS POLICIES AND PROCEDURES, 
(2) A CESC*^IPTI0N OF THE 2-WEEK COURSES 
OFFfcFEC, (3) A DESCRIPTION OF THE 1--WEEK 
SEMINARS OFFERED, (A) DESCRIPTIONS OF 
SUPERVISCP SAFETY TRAINING COURSES, CAREER 
DEVELLFMENT PKOGnlAMS AND (6) AN EXECUTIVE 
TRAIMNG PPCGFAM OFFERED. (SN) 

VT 016 580 EO 067 469 

3ENSCN, ARLAND 

A RfcSCUfvCb GUIDE FOR CAREER DEVELOPMENT IN 
THE JUMCR HIGH SCHOOL. 

MINNESOTA STATE DEPT. OF EDUCATION, ST. PAUL. 

PUPIL PEPS(JNNfcL SERVICES SECT ION. ;ROS£ VI LLE 

AREA SChCDL DISTRICT 623, MINN. 

OFFICE OF EDUCATION (OHEW), WASHINGTON, O.C. 

EDRS PFICE Mf-SO.65 HC-S9.87. 

XXXII I-'A-'25 

PUB CATE - 72 222P. 

DESCRIPTORS - *JUNIOR HIGH SCHOOL STUDENTS; 
♦CAREER education; ♦VOCATIONAL DEVELOPMENT; 
♦RESOURCE GUIDES; ♦DEVELOPMENTAL PROGRAMS; 
BEHAVIORAL OBJECTIVES; PROGRAM EVALUATION; 
LEARNING ACTIVITIES; PROGRAM DESCRIPTIONS; 
COMMUNITY resources; HUMANITIES; WORKSHEETS; 
STUDENT evaluation; OCCUPATIONAL GUIDANCE; 
SIMULATION 

IDENTIFIERS - DECISIONS; CAREER AWARENESS; 
SELF AWARENESS; ELEMENTARY AND SECONDARY 
EDUCATION ACT TITLE III; ESEA TITLE III 

ABSTFACT - THIS RESOURCE GUIDE FDR A 
DEVELOPMENTAL JUNIOR HIGH CAREER ECyCAUfi^^ 
PROGRAM CONTAINS GENERAL AND J^PECIFIC 
BEHAVIORAL CfiJECTIVES, A PROGRAM DESCRIPTION, 
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INCLUDING STUDENT AND T£aCh£R i^G^KSHEETS AND 
cVAL'JATlCN POPE'S • jt VELCPrD 3y A JUNIO? hIGh 
COjNSELOn AND FUNDED ev THE ELEMENTARY 
SECONiDARY EDUCATION AC V , TITLE HI, GUIDANCE 
AND CCUNSELING, Th? UNIT IS TH^EB-HOLe 
PUNCHED FOR INSERTION IN A alNG 6IN3EP, 
LEA^NI^G ACTIVITIES, SPECTrlC SUBJECT tk^A 
AND GRAPE LEVFL. ANO PESOJ«CE LISTS AftE 
PRESENTED IN A 3-CCLU^N C.HART FGAMflT, AN 
A^^NUTATEO LIST OF FILMS IS INCLUDED, 
Si"ULATICN GAVES AND OTHER GRCJP ACTIVITIES 
A^E PPCVIDrD, (AG) 

VT 016 6^8 ED 067 ^90 

KICftOt ICHE COLLECTION OF CL G AR iNGKOuS 6 
DOCUMENTS PFPOPTED IN ABSTRACTS OF 
INSTRUCTIONAL MATERIALS IN VOCATIONAL A^t 
TECHNZCAt EDUCATION (AlMJ, VOLUME 5, NUMBER 

OhIC STATE UNIV.f COLUMPUS. CENTER F0« 

VOCATIONAL AND TECHNICAL EDUCATION. 

OFFICE OF EDUCATION JDMEw)» .WASHINGTON, C.C. 

EDRS PRICE MF*S3.65 HC NOT AVAILABLE FROM 

EORS. 

PUS DATE - 72 27013P. 

DESCRIPTORS - *I NSTRUCT lONAL MATERIALS; 
♦VOCATIONAL EDUCATION; *TECHNICAL EDUCATION; 
BUSINESS EDUCATION; AGRICULTURAL EDUCATION; 
DISTRIBUTIVE EDUCATION; HEALTH OCCUPATIONS 
EDUCATION; HOME ECONOMICS EDUCATION; 
INDUSTRIAL ARTS; TRADE AND INDUSTRIAL 
EDUCATION; INDEXES (LOCATERS); 
CLEARINGHOUSES; ♦MICROFICHE; DOCUHENT AT ION; 
INFORMATION STORAGE; INFORMATION RETRIEVAL 

ABSTRACT - DOCUMENTS ANNOUNCED WITH VT 
NUMBERS ONLY IN VOLUME 5, NUMBER 4 (VT 016 
6471 OF ••ABSTRACTS OF INSTRUCTIONAL MATERIALS 
IN VOCATIONAL AND TECHNICAL EDUCATION" (AIM) 
ARE INCLUDED IN THIS MICROFICHE SET. THE 
MICROFICHE SET IS ARRANGED IN THE FOLLOWING 
SEQUENCE: (I) A VOCATIONAL TECHNICAL (VT) 
NUMBER INDEX TO DOCUMENTS IN THE MICROFICHE 
COLLECTION, (2) THE SUBJECT AND AUTHOR 
INDEXES FROM AIM, AND (3) THE FULL TEXT OF 
^ DOCUMENTS LISTED IN THE VT NUMBER INDEX. THE 
TEXTS ARE FILMED CONTINUOUSLY IN VT NUMBER 
SEQUENCE. (CO) 

VT 016 633 0 

YOUR FUTURE AS A DIETICIAN. ARCO-ROSEN CAREER 
GUIDANCE SERIES. 

AMERICAN DIETETIC ASSOCIATION, CHICAGO, ILL. 
DOCUMENT NOT AVAILABLE FROM EDRS« 
7230-08253 

ARCO PUBLISHING COMPANY, INC., Z:9 PARK 

AVENUE SOUTH, NEW YORK, N.Y. 10003 

PUB DATE - 71 160P.PMM COLLECTION; 

REVISION 

DESCRIPTORS - CAREER EDUCATION; SECONDARY 
GRADES; RESOURCE MATERIALS; ♦SUPPLEMENTARY 
TEXTBOOKS; OCCUPATIONAL INFORMATION; CAREER 
OPPORTUNITIES; OCCUPATIONAL GUIDANCE; 
♦DIETITIANS; ♦FOOD SERVICE OCCUPATIONS; 
HEALTH OCCUPATIONS; ♦HEALTH OCCUPATIONS 
EDUCATION; HUMAN SERVICES 

IDENTIFIERS - EDUCATIONAL AWARENESS; ♦CAREER 
AWARENESS 

o 

ABSTRACT • THIS BOOK DISCUSSES THE VARIED 



CArtE^S TrAT i.Ct 2Pz\ TO DIETITIANS AS 
REStAhCHttc, iC^IMSlKATO^Sf AND TEACHERS Iff 
HOSPITALS AND AS f>R ACT I T I ONER S IN FOOC 
SEFVICCS FCP $;CHQGLS. HEALTH A-GENCIcS. AND 

eusu-EiStS, The tasks perfo^^med and the 

ACACtMIC f^E^UIftEMENTS FOR EACH TYPE OF *!CRi^ 
ARE CESCRlPEa. THE WORK OF SIX PROFESSIONAL 
DIETITIANS, THIS DuCUMENTS IS DlRECT^Q TC 
THCSt ^hC CCUKSEL WITH YOUNG PEOPLE iH iHtrlR 
CAhEE^ ChLRES AND TO ThE STUDENTS 
THrhi>tLvES. (f'uJ 

VT 016 834 
KRAL*-tF, JAKES £• 

YCUl- FuTL'Pf IK PHARMACY. AHCC -^<0:*E.V >r 
GUIDANCE Si^ IE S. 

DOCUMENT hiJ AVAILABLE FROM EOR'.;, 
7230-0E274 

AR:c PtbLlSHlNO CCMPANY, INC., 2l- v 

AVENUE SCUTH, NEW YORK, N.Y. lOOOj 

PUE LATE - 71 i56P.PMM COLLECTION; 

REVISICN 

OESCFIPTCRS - CAREER EDUCATION; 
♦SUPPLEMENTARY TEXTBOOKS; SECONDARY C-R^CtS: 
♦HEALTH. OCCUPATIONS; *OCCUPAT I ONAL 
INFORMATION; CAREER PLANNING; CAREER 
OPPGFTUMTIES; PROFESSIONAL OCCUPATIONS- 
HEALTH SERVICES; ♦HEALTH OCCUPATIONS 
EDUCAT|L^; ♦PHARMACISTS 

IDENTIFIERS - EDUCATIONAL AWARENESS; *CAREER 
AWARENESS 

ABSTRACT - THIS SUPPLEMENTARY TEXTBOOK OFFERS 
STUDENTS GI^ADES 9-U PROFESSIONAL GUIDANCE 
FOR A FUTURE CAREER IN PHARMACY. IT OFFERS 
CAREER INFCRMATION AND GUIDANCE WITH EMPHASIS 
PLACED ON EDUCATIONAL AND CAREER AWARENESS. 
THE CCllEGE CF PHARMACY, JOB OPPORTUNITIES, 
ANC PHAPMACtUTICAL VIEWS AND CONTROVERSIES 
ARE EXAMINED AND CISCUSSED. AMONG THE POINTS 
INCLUDED THAT WILL HELP A STUDENT MAKE A 
CAREER DECISICN ARE: WHAT KINO OF PERSON IS 
BEST ACAPTEO FOP THIS CAREER? WHAT 
EDUCATIONAL BACKGROUND IS HELPFUL? WILL YOU 
AS AN INDIVIDUAL LIKE THIS CAREER? (APR) 

V7 016 837 
CHERNCK, NOFHA B. 

YOUR FUTURE IN MEDICAL ASSISTING. ARCO-ROSEN 
CAREER GUICANCe SERIES. 

DOCUMENT NCT AVAILABLE FROM EDRS. 
7230«C62e6 

arco publishing company, inc., 219 park 
avenue scoth, new york, n.y. 10003 
pub date - 71 127p.pmm collection; 
revisicn 

descriptcrs - career education; supplementary 
textbooks; secondary grades; ♦supplementary 
textbgcks; ♦health occupations; health 
occupations fccucation; health personnel; 
♦pafamtolcal occupations; ♦medical 
assistants; medical record technicians; 
technical education; vocational education; 

MEDICAL SERVICES; *OCCUPAT ION AL INFORMATION 
IDENTIFIERS - ♦CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABSTRACT - PART OF THE ARCO-ROSEN CAREER 
GUIDANCE SEFIES, THIS BOOK DESCRIBES THE 
CLINICAL AND ADMINISTRATIVE ASPECTS OF BEING 
A MEDICAL ASSISTANT IN THE PRIVATE 



PrifSlCIAN'S CPFICc, T«i|\tO ^£ClCAt 
ASSISTAMS xlT^ SKILLS IN TyPiNGt «eDIC&U 
TEKV|N':LaGy, ••ACHir^S Tf^ANSC^^IPTIOS HAY 

ALSO ^IMO JC5S I?^^ HOSPITALS AND rOUSTRf tS 
MEDICAL SeC-ET^^I?S- THE 30?< IS AHEC 
PKlMinlLV AT FH^iiLr HlG^ SCHOCL STJDEMS *iHO 
PLAN TO ATTE^O ^ JJNIC't^ COLLEGE* ^hE pR jCeSS 
OF CEJ5TIF JC&TICN ESTAeLlSHED ThE AKE^ICAN 
ASSOCIATIDN H^DfCAL iSSISTANTS 15 
DESCRIBED. THE APPENDIX INCLUDES A J^EPPINT Of 
THr hIPPOCkATIC OATH, a STATEMENT OF THE 
ETHICS OF THE tn^RlCi^^ MEOIC^L ASSQCIATlOSt 
AND LIST Of ACC^EOITED JUM as COLLEGES 
CFFE^ING ASSOCIATED C-bG^EE PPCGRAf'S IN 
MEDICAL ASSISTANCE. (AG) 

VT 016 a3e 

G^gE^, l-IICHAEL 

\'D\J0 FliTUPt IN; I\T£Rl^;i DESIGN, APCJ-«^OSE\ 
CAaEE«? GUIPANCF ScnlfS. 

ODCUMEf'T NOT AVAILABLE ^^0=^ E^kS. 
7230-08265 

ARCO PUBLISHING CO»^PANY, INC., ?n PARK. 

AVENUE SbUTHt NE^ YCPK, fu^Y* 1^003 

PUB DATE - 71 157P.PMM COLLECTICN; 

REVISION 

DESC'^IP'^Of^S " CA^eeP EDUCATION; SECONDARY 
GRAUfS; *OCCUPAT lONAL INFORMATION; GUIDANCE; 
*H<^rC -cCONC*^ICS EDUCATION; BIBLIOGRAPHIES; 
INSTnUCTIONAL MATERIALS; RESOURCE MATERIALS: 
♦INTePIOR DESIGN; CAREF^ PLANNING; CAREER 
CHOICE: OCCUPATIONAL GUIDANCE 
IDENTIFIEPS - EDUCATIONAL AWARENESS; ♦CAREER 
AhAPENFSS 

ABSTRACT - THIS BOOKf WRITTEN BY A SUCCESSFUL 
INteRIOR OESIGNFRi IS FROM THE AHCO-ROSEN 
CAREER GUIDANCE SERIFS, BUT CAN BE USED 
INDEPENDENTLY WITH GRAPES 9-12. IT PROVIDES 
INFORMATION ABOUT THE JOB OF THE INTERIOR 
DESIGNER* THE PRACTICE OF INTERIOR DESIGN, 
OPPORTUNITIES WiTHiN THE FIELD, PERSONAL 
OUALIFICATIONS NEEDED, RELATED FIELDS, 
EDUCATIONAL PFCU I REMENTS, STARTING YOUR OWN 
BUSINESS* AND THE FUTURE OF THE FIELD. 
INCLUDED IS A BIBLIOQiAPHY AND A LIST OF 
MAJOR SCHOOLS WHICH OFFER COURSES IN INTERIOR 
DESIGN. (RR) 

VT 016 839 

HANABURGHf DAVID H. 

YOUR FUTURE IN FORESTRY. ARCO-ROSEN CAREER 
GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08259 

ARCO PUBLISHING COMPANY* INC., 219 PARK 

AVENUE SOUTH, NEW YORK, N.Y. 10003 

PUB DATE • n 159P.PMM COLLECTION; 

REVISION 

DESCRIPTORS * CAREER EDUCATION; SECONDARY 
GRADES; POST SECONDARY EDUCATION; 
♦SUPPLEMENTARY TEXTBOOKS; FORESTRY; 
CONSERVATION EDUCATION; AGRICULTURE; 
♦FORESTRY OCCUPATIONS; »VOCATI0NAL 
AGRICULTURE; OCCUPATIONAL INFORMATION; CAREER 
CHOICE; FORESTRY AIDS; »OFF FARM AGRICULTURAL 
OCCUPATIONS; NATURAL RESOURCES 
IDENTIFIERS - ♦CAREER AWARENESS; 
Q !:HPL0YA8ILITY SKILLS 

ERJCftBSTRACT - THIS BOOK IS DESIGNED TO PROVIDE 



B-'Th T^£ STulEM ANJ HIS COUNSELGn WITH A 
GvIi^E Tt-E VCCATICN OF FORESTRY AND TO ThE 
T^iAIMrb NEtuED FCk /N ACE'.UATE START IN ThE 
FIfcLu. ThE AUTHuR ;jESCkIBES HDw TRAINING IN 
fr^rSTrl CAN rE US£j IN TECHNICAL, PUBLIC, 
I\utSr^>lAL, £IUCATICNAL» ANJ SELF-EMPLOYf'ENT 
CAPACITIES. TJ-E POST-SECONDARY INSTITUTICNS 
IN The UMTEC- STATES WHICH OFFER PROFESSIONAL 
r-^cccjiLY Tf-AlNr>iG APE LISTED ALONG WITH 
SjU^Ct^ Cf FINANCIAL AID, ALSO INCLUDED AKE 
CHAPTCf-S LN Pf-EPARlNG A PERSONAL RESUME, A 
SELF EVALUATION TEST THAT POSES VARIOUS 
P-lcLE^^'S LIKELY TO BE ENCOUNTERED IN A 
FOPEST^Y CARhtR, A LIST OF STATc AND CThER 
AGENCUS r^elCH CAN PRCVlDE FURTHER 
I^FC^MATIL^ it FORESTpy AS A CAREER, ANC A 
LISI OF REFE^-LNCE. (AG) 

VT Olb BAD 

GOUllt STcf^EN 

rOUt^ FLTLW£ u THt FEDERAL GOVERNMENT. ARCC- 
PCStN CAhtEf- CUlCANCt SERIES. 

DOCUVEM NLT AVAILABLE PROM EDRS. 

ARCl PteLiSHiNG CCMPANY, INC., 21^ PARK 

AVEME SCUTH, NEW YORK, N.Y. 1J003 

PUfc LaTE - 71 15^P.PMM COLLECTION; 

REVlSItN 

DESCfI»-TCRS " CARrtR EDUCATION; SECONDARY 
GRADES; ♦StPPLEMENTARY TEXTBOOKS; GOVERNMENT 
(ADf'IMSTR/TIVE BODY); ♦GOVERNMENT EMPLOYEES; 
♦ PUBLIC ACMMSTRATION EDUCATION; VOCATIONAL 
EDUCATION; CCCUPATIONAL GUIDANCE; PUBLIC 
OFFICIALS; ♦FEDERAL GOVERNMENT; ♦OCCUPATIONAL 
I NfChMATlON 

lOENTlHERS - ♦CAREER AWARENESS; EOUCATICNAL 

AWAFfNfcSS 

ABSTRACT - PART OF THE ARCO-ROSEN CAREER 
GUIDANCE SERIES, THIS BOOK HAS WRITTEN FOR 
HIGH SCHCOt STUDENTS BY THE DIRECTOR OF 
PERSCNNEL AT THE GENERAL SERVICES 
ACMINISTkATlCN TO POINT OUT THE CAREER 
OPPORTUNITIES THAT EXIST IN THE FEDERAL. 
SERVICl, THE OUTSTANDING PEOPLE WHO ARE 
ENGAGED lU ITS WORK, AND THE COMPARATIVE 
ADVANTAGES CF FEDERAL VS. PRIVATE EMPLOYMENT. 
THE DEPARTMENT OF DEFENSE, THE POST OFFICE, 
AND THE VETERANS ADMINISTRATION ARE THE 
LARGEST EMPLOYERS, BUT THE AUTHOR LISTS THE 
WILE VARIETY CF JOBS AVAlLA,Bt£ IN THE FEDERAL 
SERVICE. CHAPTERS TAlCLUDE^d^I SCUSSI ONS OF HOW 
TO ENTER THE FEDERAL SERVICE, SALARY ANC 
BENEFITS, ANC ATTITUDES NECESSARY FOR A 
FEDERAL CAREER. ONE CHAPTER IS DEVOTED TO 
WOMEN IN GOVERNMENT. THE APPENDIX INCLUDES 
THE CLASSIFICATION SET SALARY SCHEDULE, A 
SELF fVALUATICN TEST FOR THE FEDERAL SERVICE 
ENTRANCE EXAM, A LIST OF CIVIL SERVICE 
COMMISSION OFFICES, AND A BIBLIOGRAPHY OF 
GOVERNMENT-PPEPARED PAMPHLETS ON CAREERS IN 
THE FEDERAL SERVICES. (AG) 

VT 016 84,1 

YOUR FUTURE IN FASHION DESIGN. ARCO-ROSEN 
CAREEP GUIDANCE SERIES. 

THE FASHION GROUP, INC., NEW YORK, N.Y. 
DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08257 

ARCO PUBLISHING COMPANY^ INC., 219 PARK 

AVENUE SCUTH, NEW YORK, N»Y. 10003 

PUB DATE - 71 IA3P.PMM COLLECTION; 
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0ESC«<IPTOOS - CAPEE^ cDaCATlON; 
•SUPPLEMENTAPY TtXTaOOKS; SECQNDABY GnADES? 
♦ CCCUPATIONAL INFOft^^ATION; *QCC UPaT rONAt 
GUIDANCE; CAREER PLANNING; ^CLOTHING DESIGN; 
♦HOWE ECONO»«ICS EDUCATION; INSTRUCTIONAL 
MATERIALS; *T£XTILES INSTRUCTION 
IDENTTcigRS - CAREER AWARENESS; EDUCATIONAL 
AWARENESS 

A3STRACT - THIS SUPPLEMENTARY TeXTBCOK OFFERS 
STUDENTS. GRADES ^12 PROFESSIONAL GUIDANCE 
FOR PLANNING A FUTURE CAREER IN FASHION 
DESIGN. IT PROVIDES CAREER INFORMATION AND 
GUIDANCE WITH EHPHASIS ON CAREER AND 
EDUCATIONAL AWARENESS. AMONG THE POINTS 
INCLUDED IN THIS 600K THAT WILL HELP A 
STUDENT NAKE A DECISION ARE: WHAT KIND OF 
PERSON DOES THIS CAREER REQUIRE? WHAT 
EDUCATIONAL BACKGROUND IS HELPPUL? WitL YCU 
AS AN INDIVIDUAL LIKE THIS CAREER? CAPR) 

VT 016 8A2 
NOYESt NELL 8RALY 

YOUR FUTURE AS A SECRETARY. ARCO-ROSEN CAREER 
GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS* 
7230-08280 

ARCO PUBLISHING COMPANY, INC.? 219 PARK 

AVENUE SQUTHf NEW YORK, N.Y. 10003 

PUB DATE - 63 162P.PMH COLLECTION 

DESCRIPTORS - CAREER EDUCATION; SECONDARY 
GRADES; *OCCUPATIONAL INFORMATION; 
♦SUPPLEMENTARY READING MATERIALS; 
♦OCCUPATIONAL GUIDANCE; *OFFICE OCCUPATIONS; 
OFFICE OCCUPATIONS EDUCATION; COMMUNICATIONS; 
♦SECRETARIES; CLERICAL OCCUPATIONS; 
BIBLIOGRAPHIES 

IDENTIFIERS - EDUCATIONAL AWARENESS; *CAREER 
AWARENESS 

ABSTRACT - THIS BOOK, PART OF THE ARCO'-ROSEN 
CAREER GUIDANCE SERIES, FOR GRADE 9-12, 
DISCUSSES CAREERS AS A SECRETARY* MATERIAL 
COVERED INCLUDES SELECTING A VOCATION, 
VOCATIONAL ASPIRATIONS AND INSPIRATIONS, JOB 
HUNTING AND A BIBLIOGRAPHY. SPECIFIC 
INFORMATION ON SECRETARIAL CAREERS INCLUDES 
BASIC QUALIFICATIONS, SCHOOLINGt PERSONAL 
ASSETS, PAY, HAVING YOUR OWN BUSINESS, JOB 
SATISFACTIONS, VARIOUS SECRETARIAL JOBS AND 
HOW TO BE SUCCESSFUL AS A SECRETARY. (JE) 

VT 016 843 

NEWMAN, BERNARD 

YOUR FUTURE IN THE HIGH FIDELITY INDUSTRY. 
ARCO-ROSEN CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08260 

ARCO PUBLISHING COMPANY, INC., 219 PARK 
AVENUE SOUTH, NtW YORK, f^.Y. 10003 

pu8 date • 71 128p.pmm collection; 
revision 

descriptors - career education; secondary 
grades; *occupational information; 
♦supplementary textbooks; industrial 
technology; *engineerlng technicians; 
technical education; instructional materials; 
o .esource materials; ♦distributive education; 

•If ARKETING; MANUFACTURING; BIBLIOGRAPHIES; 



*t\jLlC E&UlPMfNT; CAREER PLANNING; 
OCCUPATICNAl GUIDANCE; VOCATIONAL COUNSELING 
IDtNTlFlfcRS - ECUCATICNAt AWARENESS? *CAPEER 
AWARENESS 

A8STFACT - This BCCk, WRITTEN BY A hIGh 
FIDELITY IXPtfJf IS FROM THE ARCO-ROSEN 
CARE6P GUIDANCE SERIES BUT CAN BE USED 
IMtEFENDENTLY ^ITH GRADES 9-^12. IT CONTAINS 
INFOFMATICK AdJUT THE HISTORY OF HIGH 
FIDELITY, THE FACTORY, THE SALES DEPARTMENT, 
THS SAtES REPRESENTATIVE, THE RETAIL 
OPERATION, REPAIR AND WARRANTY STATIONS, 
FINANCIAL REWARDS, FINDING A JOB IN HIGH 
FIDELITY, AND PREPARING A RESUME. INCLUDED 
ARt APPENDIXES LISTING UNIVERSITIES AND 
COLLEGES OFFERING COURSES IN ELECTRICAL 
ENGlNEeRiNG, HIGH FIDELITY PERIODICALS, IHF 
MEMBER EICGFAPHlESf AND SELECTED READINGS. 
(RR) 

VT 016 

PAUL, GRACE 

YOUR FUTURE IN MEDICAL TECHNOLOGY. ARCO-RCSEN 
CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-0626^ 

ARCO PUBLISHING COMPANY, INC.. 219 PARK 

AVENUE SCUTH, NEW YORK, N.V. 10003 

PUB DATE - 70 156P.PMM COLLECTION 

OESCRIFTCRS - CAREER EDUCATION; SECONDARY 
EDUCATION; OCCUPATIONAL INFORMATION; 
♦ SUPPLEMEMApy TEXTBOOKS; GUIDANCE; HEALTH 
PEf<SQNNEL; *HEALTH OCCUPATIONS; HEALTH 
OCCUPATIGNS eCUCATION; TECHNICAL EDUCATION; 
TECHNICAL OCCUPATIONS; MEDICAl LABORATORY 
ASSISTANTS; ♦VEDICAI. TECHNOLOGISTS; 
BIOCHEMISTRY; CYTOLOGY 

IDENTIFIERS - ^CAREER AWARENESS; EDUCATIONAL 
AWARENLSS 

ABSTRACT - PART OF THE ARCO-ROSEN CAREER 
GUIDANCE SERIES, THIS BOOK WAS WRITTEN BY A 
PRACTICING MEDICAL TECHNOLOGIST IN THE 
FEDERAL GOVERNMENT TO ACQUAINT HIGH SCHCCL 
STUDENTS WITH THE WIDE VARIETY OF CAREERS IN 
MEDICAL TECHNDLCGY. CHAPTERS INCLUDE 
DISCUSSIONS OF HOSPITAL AND LA6 WORK IN 
BACTERIOLOGY, BIOCHEMSITRY, CYTOLOGY, 
HEMATOLOGY, MYCOLOGY, AND TOXICOLOGY. A FINAL 
CHArJER ENTITLED "MEET SOME OUTSTANDING 
TECiNOLOGISTSi" HIGHLIGHTS THE CAREERS OF 
Sfc.'ERAL WOMEN IN THE FIELD* A BRIEF SELF 
EVAuUATICN FORM ASKS THE STUDENT TO CONSIDER 
HIS SUITABILITY FOR THE FIELD* (AG) 

VT 016 8A$ ^ 
THOMPSON, WILLIAM E., JR. 

YOUR FUTURE IN NUCLEAR ENERGY FIELDS. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08271 

arco publishing company, inc., 219 park 
Avenue scuth, new york, n.y. 10003 
pub date - 71 160p.pmm collection; 
revision 

descriptors - career education; secondary 
grades; ♦supplementary reading materials; 
♦career cppofttunitles; occupational guidance; 
vocational counseling; instructional 
materials; resource materials; ♦physical 



SCIENCtS; *NUCUiiH J>^.fSICS; CA?»£€k PLANNING; 
SCltNTIfIC 5tS6Aa.CH 

cNt-uY cNGI\ee:?i.f IS The A?C0-R3S£N 

C4'<tE» GUICANCE Scries BUT CAN 66 U5EC 
INOEPENOENTLY WITH ORAOE IT CON^TAINS 

I\fPRf«£.T ION AgOUT NJCLEAP E\£RGY kESEARCh, 
pH£PA»5fsG FCR A NUCLEAR? ENEkSY CAi^EER AND 
SELECTING & CACcE« IN NUCLEAR ENERGY, 
INCLUDED IS AN APPEtjDlX LISTING I^ELLOkSH IPS » 
STUOENT^JOBS. SELCCTEO HEADINGS, PROFESS ICNAL 
SOClETieSr AND PUBLICATIONS GIVING 
INFORHATIjN AbCUT E><PLOYMENT IN THE FIELD. 
(RR) 

VT 016 847 

SjNr.ABENUt ROGFk p. 

YOU^^ ^^UTURE IN HOTEL '^ANGEM^nT. APCC-aCStN 
CAiJt eR GUIDANCE SE=? lES. 

30CU*«ENT NOT AVAILABLE FRO»^ EDRS- 
7230-08263 

APCO PUBLISHING COMPANY* INC.t 219 PARK 
AVENUt SOUTH* NEW YORK, N.Y. 10003 
PUe DATE - 71 158P.PMV COLLECTION; 

REVI SIGN 

DESCRIPTORS - CARtER EDUCATION; RESOURCE 
MATERIALS; SECCNOARY GRADES; *SUPPLEMENT ARY 
TEXTSOOKS; GUIDANCE; *0 ISTRiaUT IVE EDUCATION; 
MARKETING; BIBLIOGRAPHIC CITATIONS; 
OCCUPATIONAL GUIDANCE; BUSINESS 
ADMINISTRATION; HUMAN SERVICES; *CCCUPAT lONAL 
INFORMATION; ♦HOTELS 

IDENTIFIERS - EDUCATIONAL AWARENESS; CAREER 
AWARENESS; ^INNKEEPERS 

ABSTRACT - WRITTEN BY THE PRESIDENT OF HOTEL 
CORPORATION OF AMHRICAr THI5 GUIDANCE REAUNG 
RESOURCE INTRODUCES VMt ^-12 GRADES TECHNICAL 
EDUCATION CR OISTRIBUUVE EDUCATION 
MANAGEMENT STUDENT TO CAREERS IN HOTEL 
MANAGEMENT. VARIOUS TOPICS INCLUDE: ii\ THE 
MANAGEMENT TEAM-HOT^L HIERARCHY, 12) CREATING 
THE IMAGEf (3J THE MANAGER-MAN OF MANY HATS» 
AND i^) THE PEOPLE INDUSTRY-SERVICE WITH CAPE 
AND FLAIR. AN APPENDIX INCLUDES A DIRECTORY 
OF TRAINING SCHOOLS AND A SUGGESTED READING 
LIST. THE BOOK IS SUITABLE FOR SELF- 
INSTRUCTION OR GROUP DISCUSSION FOR GUIDANCE, 
(OH) 

VT 016 848 

SUMMER, ARMANO; KEDZIE» DANIEL P. 

YOUR FUTURE IN INSURANCE. ARCO-ROSEN CAREER 

GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-0B26A 

ARCO PUBLISHING COMPANYi INC.* 219 PARK 

AVENUE SOUTH, NEW YORK, N.Y. 10003 

PUB DATE - 71 157P.PMM COLLECTION; 

REVISION 

DESCRIPTORS • CAREER EDUCATION; 
♦SUPPLEMENTARY TEXTBOOKS; OCCUPATIONAL 
INFORMATION; VOCATIONAL EDUCATION; *flUSINESS 
education; ♦INSURANCE OCCUPATIONS; INSURANCE 
PROGRAMS; SECONDARY GRADES; GUIDANCE; 
COUNSELING; RESOURCE MATERIALS; DISTRIBUTIVE 
O ^UCATION 

IOENTIFIERS - *CAR£ER AWARENESS; EDUCATIONAL 



tbb^*rACl - ^l^T CF iHt A;^Co-«<-ScN CArit^^ 
G'JlLAf.CE St^ItS* THIS cuZ^ *iAS nf^ITTEN cY T itC 
VICt PrcSKEMS CONTINENTAL CASjAlTy 
iNSuf/r.Cfc CCHPANY TO i%TRODOCc HIGH SChCCL 
STOLbfTS TL THE e-CAC PIcLD JF InSUkANCE 
iNCLtCiNG tIFbt HEALTH, PhCPERTY, ANO 
LIABILITY INSURANCE. THE wIOc VARIETY CF JCBS 
IK The FIELC AhC ClSCUSS^t. AND iLLuSTKfllbC 
wITh <-£At-tlFt CASE HiSTjfltS. THE FINAL 
CHAPTEfvS PRCVILE iNf GRf^AT 1 0|ki ABOUT MCn TG 
ENTtf- Tnt INSURANCE BUSINESS. AN APPENDIX 
tISTi> COLLEGES ANC UMVERSITIES OFFERING 
INSO^AfCE r^JikSt ALONG WITH SOURCES OF 
FINANCIAL AlC. A 9 1 ^3 L I CGR A PHY OF EDUCATfCNAt 
DPPLJ^ TUMT lES IN THE INSURANCE FIELD IS 
INClULtL. <^PC-I 

VT 016 849 

Odf-ST, StYVLU^ t5.: STERN, i-ALTEK n. 

YCUk rUTU-t iK REAt ESTAT6. APCG-nJSEN CAt<ctR 

GUUANCt SFPUS. 

O^^CU^'e^T Nut available Ff<OH tORS. 
7230-0e27t 

ARCO PUBLISHING COMPANY, INC.» ^19 PAPK 
AVENUE SCUTH, NEW YORK, N.Y, 10003 
PUb GATE ' 71 159P.PMM CCLLECTIQN; 

PEVIS ILN 

OESCKiPTCFS - CAi^EER EDUCATION; 
*SUPPLEMtNTAFY TEXTBOOKS; MARKETIf^G; 
SECONDARY GhAtE-S; GUIDANCE; RESOURCE 
MATERIALS; ^BUSINESS EDUCATION; *REAL ESTATE; 
♦HEAL ESTATE CCCUPATIONS; *SALES OCCUPATIONS; 
OISTJ^ ItOTlVE EDUCATION 

IDENTIflEFS - ♦CAREER AWARENESS; EMPLOYMENT 
SKILLS 

ABb-TPACT - PART OF THE ARCO-ROSEN GUIDANCE 
SERIES, THIS hUCK WAS WRITTEN BY A BUILDER 
AND A REAL ESTATE REPORTER FOR THE NEW YORK 
TIMES TCi I^TPCDUCE HIGH SCHOOL STUDENTS TO 
THE FIELC CF REAL ESTATE AND THE JOBS 
AVAlLAbLE >^ITHIN IT. TOPICS COVERED INCLUDE: 
(1) FeSKE^TIAL AND CCMMERCIAL BROKERAGE, (2) 
REALTV MANAGEMENT. (3) BUILDING* (4) REALTY 
FINAKCt, A^L (5) RELATED FIELDS. A SELF 
EVALUATION TEST IS INCLUDED TG HELP STUDENTS 
DECILE ON The PHASE OF INSURANCE MOST 
SUfTABLE FCF HIM. UG) 

VT 016 850 
GAMKAGEf ALLEN I* 

YOUK FUTURE IN LAW ENFORCEMENT. ARCO-ROSEN 
CAFEER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM ED^S* 
7230-06267 

ARCO PUBLISHING COMPANY* INC.* 219 PARK 

AVENUE SOUTH, NEW YORK, N.Y. 10003 

PUB DATE - 71 159P.PMM COLLECTION; 

REVISILN 

DESCFIPTOKS - ♦SUPPLEMENTARY TEXTBOOKS; 
CAREER ECUCATION; HUMAN SERVICES; *POLICE; 
♦LAW ENFORCEMENT; VOCATIONAL EDUCATION; 
POLICE ACTION; SECONDARY GRADES; GUIDANCE? 
EMPLOYMENT QUALIFICATIONS; EMPLOYMENT 
OPPORTUNITIES; OCCUPATIONAL INFORMATION 
IDENTIFIERS - ♦CAREER AWARENESS; EDUCATIONAL 
AWARENESS 

ABSTRACT - PART OF THE ARCO-ROSEN GUIDANCE 



Se-:irS, THI5 eCOK 13 CtSIGNEl. TG INTh-QDUCE 
nlGn SCnrCL STUDENTS TO THf JC35 IN THE fltlD 
OF LA, E^?JiiCEHE\T« SPECIAI. Et'PHASIS IS 
^>LACEu ON The =ESf>QNS!5ILlTIES AND PnCcL£»-S 
0? THE POLICE CFPICE^. SALA?^Y AND -FRINGE 
BENEFITS A5E PP^S^ST^O ALONG #iITH EDUCATIONAL 
«£wUI^£*-Et^TS AND OPPORTUNITIES FOR Iff-SERVICE 
AND COLLEGE TR&lNlNo. ThE FINAL SECTION IS A 
a^-iTEM SELF EVALUATtPN TEST DESIGNED TO HELP 
THE STUDENT DETE^*ilNE HIS SJITAsILHY FOP A 
CA^cEP IN LA* ENFORCEMENT. lA^G) 

VT 016 851 

GREGG, JA«ES P. 

YQUR FUTU^iE IN OPTG-ETi^Y. ARCo-RGSEN CAREE*? 
GUIDANCE SECIES, 

DOCUMENT NOT AVAILABLE FRQm ED^S. 
?230^06273 

Ar^CC PUBLISHING CCMPANYt INC., 219 PAS< 

Avenue squth, new yoo<, n.y. 10003 

PUB DATE - 71 IfcOP.PMf^ collection; 

KEVr SIGN 

OESC^^IPTORS - GUIDANCE; CAREE*? EDUCATIONS- 
HEALTH SERVICES; SECONDARY GRADES; RESOURCE 
MATERIALS; HEALTH OCCUPATIONS; *OCCUPAT I ONAL 
GUIDANCE; *SUPPLEMENTAPY READING MATERIALS; 
CAREERS; EMPLOYMENT OPPORTUNITIES; ♦CAREE'^ 
CPPORTUMTIES; CAREER PLANNING; *HUMAN 
SERVICES; ♦CPTCMETRISTS 

IDENTIFIERS - EDUCATIONAL AWARENESS; ♦CAREER 
AWARENESS 

ABSTRACT - WRITTEN BY AN OPTOMETRY INSTRUCTOR 
FOR THE 9-12 GRADE STUDENT, THIS GUIDANCE 
READING TEXT EXPLORES THE OPTOMETRY 
PROFESSION AND EDUCATIONAL REQUIREMENTS FOR 
IT, THE OCCUPATIONAL ALTERNATIVES, AND THE 
NECESSARY BACKGROUND EXPERIENCE, THE BOOK MAY 
0E USED FOR SELF-INSTRUCTION OR GROUP 
DISCUSSION, AND INCLUDES RcfERENCES TO 
OUTSIDE READINGS AND ADDRESSES OF SEVERAL 
OPTOMETRY SCHOOLS FRt?M WHICH THE STUDENT MAY 
REQUEST FURTHER INF13RMATICN (DHl 

VT 016 852 

KIRK, WEIR RICHARD 

YOUR FUTURE IN HOSPITAL WORK, ARCO-ROSEN 
CAREER GUIDANCE SERIES, 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08262 

ARCO PUBLISHING COMPANYt INC, » 219 PARK 
AVENUE SOUTH, NEW YORK, N.Y, 10003 
PUB DATE - 71 124P.PMM COLLECTION; 

REVI SION 

y 

DESCRIPTORS - CAREER EDUCATION; 
♦SUPPLEMENTARY T£XTBOOKS; SECONDARY GRADES; 
RESOURCE GUIDES; *OCCUP AT lONAL INFORMATION; 
CAREER PLANNING; CAREER OPPORTUNITIES; 
GUIDANCE; HEALTH OCCUPATIONS; *PAPAMEOICAL 
OCCUPATIONS; DENTAL HYCI6NISTS; HEALTH 
OCCUPATIONS EDUCATION; *HO$PITAL PERSONNEL; 
MEDICAL LABORATORY ASSISTANTS; PHYSICAL 
THERAPISTS 

IDENTIFIERS - EDUCATIONAL AWARENESS; *CAREER 
AWARENESS 

ABSTRACT - THIS SUPPLEMENTARY TEXTBOOK OFFERS 
STUDENTS GRADES 9-12' PROFESSIONAL GUIDANCE 
FOR A CAREER IN HOSPITAL WORK. IT PRESENTS 
O EER INFORMATION AND GUIDANCE WITH EMPHASIS 
ERJC^^^ ON CAREER AND EDUCATIONAL AWARENESS. 



HCi^PlTiL CCCtPiTICNS, SjCH AS A*'=..lANC£ 
C=lvFrS, MrSISG SE^^VICE, CENTAL TECHMCJiNSt 
OCCliP/TlCP.AL TrtERAt^Y AND pJ^t S ICALT t-E^ APY 
ASSISTANTS AFt EXA»-InEC. A^-uNG ThE PCI%TS 
INCLLLtL ThAT nILL hELP i STuOcNT MA*^c A 
DECISirNCCNCE-NING I S FUTURE A^E: nHAT KlNC 
Cf^ ftrSCN IS tEST ADAPTED F3R THIS CA^iEER? 
WHAT cttCATlCKAL SACkGRC^UNC IS HELPFUL? liiLL 
vnu AN INLIVICUAL LI^E ThIS CA«cEER? tt^t) 

VT 016 653 
y^Zhlif, ELfEJ^ L. 

YOUJ- fUTUPt IN YCUR CWN tsUSlNESS, AnCG-ftCSEN 
CAPrEK GtlLANCE SERIES. 

UC^U^^ENT NCT AVAILABLE F^O** tORS. 
723U-0t2E2 

A<=CC PU8LISHI^G CO»*PANY, INC., 21S PAPK 
AV^:^UE SCUTh, NEW YGrV» N.Y. 10003 

pua TATE - n ie7P»PMM cgllecticn; 

PEViSICN 

OEbCMJ-TCKS - CAREER tOUCATlJN; %D I STR I BUT I V£ 
EOUCATlLN; MARKETING; SECGNDAPY GRADES; 
QCCbFATlCNAL INFORMATION; GUIDANCE; 
♦SUPPLtMENTAf^V TEXTBOOKS; INFORMATION 
SOURCES; BUSINESS; *BUSINESS EDUCATION; 
*CAf^EtR PLANNING; *DCC UP AT IONAL GUIDANCE; 
VCCATILNAL EDUCATION; CAREER CHOICE; 

vocaticnal counseling 

identifiers - *eoucaticnal awareness; career 
Awareness 

abstpact - this book, written by a successful 
eusINESS^'A^, is fhcm the arco-rosen career 

GUIDANCE SEPieS BUT CAN BE USED INDEPENDENTLY 
WITH GRACES 10-12. IT IS DESIGNED TO HELP 
ANSWER UUtSTILNS SUCH AS: WHAT KIND OF PERSCW 
DOES A BUSINESS CAREER REUUIRE? WHAT 
EDUCATIONAL BACKGRCUND IS HELPFUL? WHAT ARE 
THE PERSONAL SATISFACTIONS? WHAT ARE THE 
OPPOPTUMTItS? WHAT ARE THE DISADVANTAGES? 
WHAT SKILLS OP TRAINING ARE NECESSARY? HOW 
MUCH CLES THE AVERAGE PERSON EARN? INCLUDED 
ARE APPENCIXES LISTING FRANCHISIN»G COMPANIES, 
SMALL BUSINEciS ADMINISTRATION FIELD OFFICES, 
U.S, OtPARTMENT OF COMMERCE FIELD OFFICES. 
AND CRGAMZATitjNS PUBLISHING PAMPHLETS ANO 
PFklCLlC^LS ABOUT BUSINESS. (RRI 

VT 016 854 
WINTER, ELMER L. 

YOUk FUTURE IN JOBS r.&ROAC. ARCO-ROSEN CAREER 
GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08266 

ARCO PUBLISHING COMPANY, iNCi 219 PARK 
AVENUE SOUTHf NEW YORK^ N.Y% 10003 
PUB DATE - 71 191P.PMM COLLECTION; 

I REVISION 

DESCRIPTORS -.CAREER EDUCATION; 
♦SUPPLEMENTARY TEXTBOOKS; SECONDARY GRACES; 
♦OCCUPATIONAL INFORMATIONS OCCUPATIONAL 
guidance; career planning; OCCUPATIONAL 
CHOICE; VOCATIONAL COUNSELING; ♦JOBS; JOB 
MARKET; ♦FOREIGN COUNTRIES 
IDENTIFIERS - CAREER AWARENESS 

ABSTRACT - THIS SUPPLEMENTARY TEXTBOOK OFFERS 
STUDENTS GRADES 10 THROUGH 12 PROFESSIONAL 
GUIDANCE FOR PLANNING A FUTURE CAREER IN JOBS 
LOCATED ABROAD. IT OFFERS CAREER INFORMATION 
AND GUIDANCE WITH EMPHASIS PLACED ON CAREER 



i«C\G THt PClNTS tSCLUOea 1^% THIS 
dGOK Th^T •Iti HElJ> a STuOt^r ^M^B A CAPEER 
96CISICN ^kE: what k.I\0 GF PERSON DOES ThIS 

c^^it^ AEaui<^t? WHAT pc-jcatioual eACKuiicuNO 

IS ^Sl^^fUL? hItL YOU iS AN P^DIVIDuAl Li<6 
THIS CA^?Ee-? (APfl 

#i^STa«^OCKf JAVES H, 

iCO^ FliTuF? IN ?<6Sr&Ui5 A\rS A%C F:^Oa SE«^vICt» 
A5Cn--CSE% CA^EEJ^ GUIDANCE SE=IES* 

QCCU^^Nt OTT AVAltAblt FSO*^ tO«=S« 

A?.CO PUBLISHING COMPANft INC., 219 PA^^K 

AVENUE SOUTH. \Sm YORK. N.Y, I00J3 

PJc^ !>ATE ' 6^ IQ2P.PW»^ COLLECTION 

OESCNlf^TCv-S - CAP'Eh SlUCATU';; StCONDA^^Y 
GRADES; FO'^D SenVlCE nORkEpS; »DCCUPAT[ J\AL 
iNif :j«^*«ATSOn; *SlIPPLE^EMASY 3£ADZ\G 
•^ATE^IAlSJ ul^eCTORIES; »OCCjPATirNiL 
UUIuANCE; DIST'^IfiUTI VE tDiJCfiTIUN; HJMAN 

SERVICES; aiBiioca/iPHiES; *f^aoD service 

OCCOf^ATICNS; fCOO SE^fVlCE; *F3'^D SERVICE 

IPE\iTJf^I£<^S - E^^PLJYMEM SKILLS; *CARtEC 
AWAPENESS 

AbSTt^ACT - THIS t^nOK, OF THE AJ<C3-£?0SEN 

CAkEE*^ GUIDANCE SERIES. FOa ;ftADES 9-12. 
DISCUSSES CAREERS INI RESTAiJFANT ANO FOOD 
SpaVICE. MflkTE*^IALS COVERED KJCL'JUE A 
DESC^l'^TIOS THE EMPCQYEf^S, SUE ANC GRCwTH 
OF THE INDUSTRY. »^HE&E JOBS APE LGCATfcU, THF 
JOB FUTUPE, JOB DfcSCi^lPTiQNS, A SAMPLE RESUME 
ANO alBLIOGJ^APHY. OTHER INFOs^MATICN CONCERNS 
f<0»KINO ENVnONMENTS, CONDITIONS* EA«!NlNGS» 
ANO PROMOTIONS* fJCEl 

VT 016 856 

PARIS* JEANNE 

YOUR FUTUf^E AS A HpNlE ECGNIHIST. ASCO-ROSEN 
CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FRO,«i ED«S. 
7230-08261 

A^CO PUBLISHING COMPANY, INC. % 21^ PARK 
AVENUE SOUTH, NEW YOPKt N.Y. :0003 
PUtJ DATE - 71 IbOP.PM-- COLLECTION; 

^lEVlSEO EDITION 

DESCRIPTORS • CAREEp EDUCATION; HOME 
ECONOMICS SflLLS; ♦KOME ECONOMICS EDUCATION; 
J0& SKILLS; OCCUPATIONAL HOf^E ECONOMICS; 
SECONDARY GR ADE S ; - ♦SUPPLEME NT ARY TEXTBOOKS; 
POST SECONDARY EDUCATION; *OCCUPAT lONAL 
INFORMATION; *HOME ECONOMICS 

IDENTIFIERS - ♦CAREER AWARENESS; EDUCATIONAL 
AWARENESS; EMPLOYMENT SKILLS 

ABSTRACT - THIS BOOK ANSWERS THF QUESTION: 
WHAT IS HOME ECONOMICS TODAY? SEPARATE 
CHAPTERS COVER SUCH DIVERSE AREAS AS 
TEACHING* DIETETICS, SOCIAL WELFARE AND 
PUBLIC HEALTH, THE HOME ECONOMIST IN 
BUSINESS* RESEARCH, HOMEMAKING IS A CAREER* 
AND FUTURE NEEOS» LATER CHAPTERS ARE 
CONCEPNEO WITH COLLEGE PREPARATION IN HOME 
ECONOMICS, FINANCING THE HOME ECONOMICS 
OEGReEff AND WHAT THE HOME ECONOMIST CAN DC 
AFTER CONPtETING COLLEGE^ AN APPENDIX 
CONTAINS A DIRECTORY OF COLLEGES AND 

O IVCRSITIES THAT GRANT DEGREES IN HOME 

•irO^IOMICS* <PMM| 



VT 016 S57 

L3CKLtX*i.t ci^KNC. JH. 

YCl;^^ FLTL^^E in ACCOuNTIN:,* APCC-^-^-ScN Ci^Etn 
GjlLANCt SfcKltS% 

jjCu^EKT NtT AVAlLAfLE FJ;C«* EOhS* 
T23o-ot-£<»3 

ArCu FUbLlShiNG CC-PANY. INC., 2l> PA^k 
AwENLt SCUTn, NiE»i iC^k^ N.f. Ijj03 
?Jv lAli - Tl 15S^.*^*«« CCLCtCTI^'^; 

^cVlStL EtITKN 

DESCfll-TCRS - INSTRUCTIONAL MATERIALS; 
REiCUPCE GUlLtS; CAREER ECUCaTICN; S^CCNCiinY 
G-flutS; »fcUSINESS EJUCATICn; *&CCCuf*TANTS; 

*:xcui^AT ILKAL infcrmation; ajic&NCE; 

*ACC Ctr T If.G 

Sf^lLL S 

tA'<^^e.i} - Tf-IS t^l-K, ^-vlTlLN ?Y A P-^ACTICJ\G 
ACclUMANT, IS CNE JF T^£ ArC^^-^oSEN CAkEE'^ 
QiJiLAKCE Str-ltS FG^ bToOcNTS IN O^ACES S-U, 
4F7tF LlSLJ-IEINu mrtMl AN ACCCU>jTANT IS, THE 
AjTHCf^ lEALS *iITh SUCH SU5JcCTi> AS: Ul 
GtTTiM- KEAGY FOR ACCGL'^lTiG, (21 PICKING 
V?Ufi ^Itt i3l ACCCU'UING JCdS IN ^SGVERNKTM, 
A*iO I<r> mPEf. I\ Av-CC'*NTING. A Sll^ - 
EvAltvTlC^ Tt^T APPEARS AT THE c Mi-' Cf THE 
eJLK FCLlC^^tL t)Y r^-TAREO UlRfcCTICNS uN HPi, 

TO mFklv ^^^^ jo^. At. a^penoix iNCLuotS 

OlrtCUMES ACCLUNTl'VG ASSOCIATIONS. 
SChLLA^SHUS ANC LCANS, A 6-PA.^S CODE Cf 
PRCFESSKN/L tTHlCS IS INClUUE' , t'-M) 

VT oit, bse 

DALY , t LfALC f . 

YOLfs fcTtK IN AIR CONDITICNIN& AND 

REf ^^lolf'.ATICN, ARCO-RCSEN CAREER GUIDANCE 

SERIES. 

DOcUrtKT MT iVAILAbLE FROM EQKS. 

ARCG FtbLlS» 1 CCNPANY. 1 NC • • 219 PARK 
AVt^Uc i»CUlh. \tW YORK, N.Y. 10003 
PUH t'ATfc * 71 l^OP.PM^* CULLECTILN; 

REVISIL ttlTIUN 

DFStFIFTCKS - CAkFER EDUCATION; •CCCUPATICNAL 
INFCF^ATION; tNGINE£«ING TECHNICIANS; 
SFCC'NUAKY OFAOES; * SUPPLE MENTARY READING 
MAttFULS; CCCUPATIONAL GUIDANCE; 
*«tFF lOERATICN MECHANICS; ♦TRADE AND 
INLUSTFIAL ECUCATION; ♦AIR CONCI T I UN I NG ; 
TECHNICAL ELUCATION; ♦MANUFACTURING 
IDLNTHIEkS - EDUCATIONAL AWARENESS; ♦CAREER 
AWARENESS 

ABSTPAIT - THIS 8U0K, PART OF THE ARCO-ROSEN 
CAREEK GUILANCE SERIES FOR GRADES S-12, 
DISCUSSES CAREERS IN AIR CUNCITIONING AND 
PEFRIbEKATION. MATERIALS INCLUDED ARE LISTS 
OF PUBLIC AND PRIVATE TRADE-TECHNICAL 
SCHLDLS, TRADE JOURNALS AND TRADE 
ASSOCIATIONS, AN EARLY HISTORY OF THE 
INCUSTRV, HCW TO GET A JOB. INFORMATION CN 
BASIC EOtCATIUNAL REQUIREMENTS AND THE 
FINANCING CF A TECHNICAL EDUCATION* JOBS IN 
COLD STORAGE, I NS T I TUT I ONAL t MARINE AND 
TRANSPCRTATION REFRIGERATION* AS WELL AS 
AUTOMOTIVE Alk CONDITIONING ARE DISCUSSED. 
( JEI 

VT 016 859 
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7233-06256 

ARCO PUBLISHING CQ*^5>ANY, INC., 219 PARK 
AVENUE SOUTH, NEirf YOPl^t N.Y. 10003 
PUl DATE - n ioOP.P^^ CDLLECTICN; 

i^EVlSED EOITIGK 

DESC»IPTGi^S - Ct^EEn EDUCATION; 
•SUPPLE*lENTARy TE^lTSOOicS; SECOWARY GRADES; 
EDUCA^TfON; *TEACHEJ^ eDUCATlG-<; VOCATIONAL 
C^f^ielS^^^; TEACHE^fS; TEAChE;^ ^ECRUlTMEf^T; 
•T^^B^P; *ELF>^ESTACV SCHOOL TEACHERS; 

£L^<f^U^Y education: ♦Career oppcrtumties 

IO£NtrFIE»S - ♦CAREER AWARENESS; 60UC AT I OfSiAL 
A**ARENESS 

ABSTRACT - PART ThE A«C3-R0SEN CAREER 
GUIDANCE SERIES. THIS BOOK kAS rtPlTTEN BY A 
MARYLAND SCHOOL SUPERINTENDENT FOR HIGH 
SCHOOL STUDENTS CONSIDERING A CAREER IN 
EOUCATICN. CHAPTERS DESCRIBE THE REiiAROS AS 
WELL AS fRUSTPATlQNS OF THE ELEMENTARY SCHOOL 
TEACHER AND PROVIDE PRACTICAL ADVICE ON 
TRAINING, TRAINING COSTS, CERTIFICATION, 
GETTING THE FIRST TEACHING JOB, AND PREPARING 
AND USING A RESU*<E. CAREERS OUTSIO€ THE 
CLASSROOH AND OPPORTUNITIES FOR TEACHERS IN 
PROFESSIONAL ASSOCIATIONS, PUBLISHING 
COMPANIES, SERVICE ORGANIZATIONS, CAHPING, 
COHHUNICATIONS, COLLEGES, AND UNIVERSITIES 

ARE Also discussed^ an appendix includes a 

LIST OF organizations AND BUSINESSES WHICH 
OFFER OVERSEAS TEACHING POSITIONS, A SALARY 
SCHEDULE FOR TEACHERS IN 25 LARGEST URBAN 
SCHOOL DISTRICTS FOR 1968-1969, AND A 
SELECTED BIBLIOGRAPHY. (ARG) 

VT 016 860 

O'CONNELL, DESMOND H, 

YOUR FUTURE IN THE BAKEPY INDUSTRY. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM cORS. 
7230-08246 

ARCC PUBLISHING COMPANY, INC., 219 PARK 
AVEN'^E SOUTH, NEW YORK, N.Y, 10003 
PUB JATE - 71 158P.PMM COLLECTION; 

REVISED EDITION 

DESCRIPTORS • CAREER EDUCATION; 
♦SUPPLEMENTARY TEXTBOOKS; SECONDARY GRADES; 
RESOURCE GUIDES; *OCCUP AT lONAL INFORMATION; 
CAREER OPPORTUNITIES; CAREER PLANNING; 
GUIDANCE; ♦FOOD PROCESSING OCCUPATIONS; FCOD; 
FOOD SERVICE INDUSTRY; *FOOD SERVICE 
OCCUPATIONS; DISTRIBUTIVE EDUCATION; 
MARKETING 

IDENTIFIERS • EDUCATIONAL AWARENESS; CAREER 
AWAf^ENESS 

ABSTRACT - THIS SUPPLEMENTARY TEXTBOOK OFFERS 
STUDENTS GRADES 9-12 PROFESSIONAL GUIDANCE 
FOR A CAREER IN THE BAKERY INDUSTRY, IT 
OFFERS CAREER INFORMATION AND GUIDANCE WITH 
EMPHASIS PLACED ON EDUCATIONAL AND CAREER 
AWARENESS. BAKERY PRCOUCTIONt DRIVER- 
SALESMAN, AND FINANCE TRAINING PROGRAMS ARE 
EXAMINED AND DISCUSSED, AMONG THE POINTS 
INCLUDED IN THIS BOOK THAT WILL HELP A 
.Y"OENT MAKE A CAREER DECISION ARE: WHAT KINO 
Y^PERSON IS BEST ADAPTED FOR THIS CAREER? 



WHAT cLoCATiCNAL BACKGROUND IS HELPFUL? nILL 
YOU AS Lh INDIVIDUAL LlKt T^IS CAREER? < AR ) 

VT 016 861 

BitfcY, DAUSE L. 

YCUf^ FUTUf^f IK The ELECTRONIC COMPUTER FIELD. 
APCC-?CStN CAf^EEn GUlCAJWCE SERIES. 

D0CU»*ENT NCT AVAILABLE FROM EDRS. 
7230-08255 

AmCC PteLlSHiNG COMPANY, INC., 219 PAR**; 

AVENoE SOUTH, NEW YORK, N,Y'. 10003 

RUB CATE - 7C 139P.PMM COLLECTION 

DESCRIPTC^^S - ELECTRONIC OaTA PROCESSING; 
CAREER tCoCATION; ♦SUPPLEMENTARY READING 
MATERIALS; *CAT& PROCESSING; RESOURCE 
♦MATERIALS; SECONDARY GRADES; OCCUPATIONAL 
INFCRVATIOK; •CAREER OPPORTUNITIES; *CCMPUTER 
SCIEf.tt education; computer SCIENCE 
lOENTlFlEikS - ECUCATIONAL AWARENCSS; ♦CAREER 
AWAr(EN£SS 

ABSTfACT - W^^ITTEN BY A MEMBER OF THE BCaRC 
GF DiKtCTORS CF THE SPERRY RAND CQRPCWATION, 
THIS GUICAKCE READING RESOURCE INTRODUCES THE 
9-12 GRACE STUDENT TO THE CAREER 
OPPORTUNITIES IN COMPUTER INDUSTRIES. TOPICS 
COVERED INCLUDE: ID THE INFLUENCE OF 
COMPUTERS, 12) APPLICATIONS GF COMPUTERS, AND 
(3i CAFEER OPPORTUNITIES, AN APPENDIX 
INCLUDES ACt^RESSES CF COMPUTER MANUFACTURERS 
FOR FUFThEF VOCATIONAL INFORMATION, A PARTIAL 
GLCSSARY CF COMPUTER TERMINOLOGY, AND A 
BIBLIOGRAPHY CF SUGGESTED READINGS. THE BOCK 
IS SUITABLE FOR SELF-|NSTRUCT|ON OR GROUP 
DISCUSSION AND GUIDANCE, (DHl 

VT 016 662 

KEPPLER, VICTOR 

YOUR FUTURE IK PHOTOGRAPHY. ARCO-ROSEN CAREER 
GUIDANCE SERIES, 

DOCUMENT NCT AVAILABLE FROM EORS, 
7230-0fc27i> 

ARCO PUBLISHING COMPANY, INC, 219 PARK 
AVENUE SOUTH, NEW YORK, N,Y, 10003 
PUb DATE - 71 159P,PMM COLLECTION; 

REVISEL EDITION 

DESCPIPTCRS - CAREER EDUCATION; *PhOTOGRAPHY ; 
SECONDARY Gf'AOES; EMPLOYMENT OPPORTUNITIES; 
INDUSTRIAL fcOUCATICN; RECREATION; 
♦OCCUPATIONAL INFORMATION; ♦EDUCATIONAL 
OPPORTUNITIES; HJMAN SERVICES; ♦CAREER 
OPPORTUNITIES 

IDENTIFIERS - ♦CAREER AWARENESS 

ABSTJ^ACT - THIS BOOK COVERS AN ARRAY OF 
SUGOrSTIONS AND INFORMATION RELATIVE TO 
BECOMING A COMMERCIAL PHOTOGRAPHER, SOME OF 
THE /&REAS COVERED ARE PORTRAIT PHOTOGRAPHY, 
PHOTCJCURNALISM, EDITORIAL ILLUSTRATION, 
ADVERTISING PHOTOGRAPHY, TECHNICAL 
PHOTOGRAPHY AND MOVIE MAKING, A SAMPLE JOB 
RESUKE I< FFCVIDEO ALONG WITH A SELF 
EVALUATICN TEST, A LIST OF COLLEGES AND 
UNIVERSITIES OFFERING LCGREE COURSEWORK IN 
PHOTOGfAPHY IS INCLUDED AND A BIBLIOGRAPHY 
FOF fUf'THER READING IS APPENDED, ( DB I 

VT 016 863 

KALBi S. WILLIAM ^ 
YOUf< FUTURE AS A PHYSICIAN. ARCQ-ROSEN CAREER 
GUIDANCE SEFIES, 



S^CytNT SIT AvtlL^blr ? t3-^S. 

A=Cj PUSLlShl-.G CC^^ASr, ISC, 21- = K 

PU? DAT? - 71 Ib^^^P^*^ C0LL€CTICN; 

-rVlS5D £3IT!C\ 

OESCftlPTCOS - CA«EE<i EDUCATION; SfCGMDASY 

*»hyskia\s; eC'jCATiON: *^Ei:iCAL schools: 

ncALTH CCCJPATIO^S; *»^ECICAL ?CUCATIO%; 
*CAf?tee CPPr;iTuNITItS: OCCUPATIONAL CHOICE; 
C3STS 

ILeMIflfJ^S - *CAfiE€1i A«A«rf.ESS: ^DJCATIGNAL 
Af^ACENFSS; ECONO*«IC A*<Aar^ESS 

A6ST0ACT - WHlTTrs f^y A PHYSIC IA\, fHiS 
IS eASED PRI-Aftltr D\ OU^STI?'r%S Fsny f:jTUrE 
J>HySICIiN CLUtS TO ThF CFFICCS GF Tr^E 
AVEnlCAN 54CCiCAt ASSCCIaTIC^. A\S«ECS ARE 
PROVIDED IN CH-IPTE^'S SUCH AS "^haT 15 AN 
•*u.?f* "^tHAT ^0 PHYSICIANS EARN?" "WHAT OCrS 
A t^^ECICAL EDUCATION COST?* uThER AC^AS 
PCLUDE w0*^EN in MEOlClNCf fUTij-E PMYSICUNS 
CLUBS* •MEDICAL SCHOOLt SP EC I AL I / AT JGN , 
GENERAL ^^kACTITIONE^^S. ANO FINANCING A 
♦'EOICAL EDUCATION, Af, APPENDIX OF APPROVED 
MEOICAL SCH*?OLS IN THF U.S. AND ABROAD ANC^ A 
BIBLI0<;PAPH> OF SUGGESTED READING MATERIAL 
Af^E INCLUOEC. (065 

VT 016 86^ 

SCRI BNER , KIM9ALL J. 

YOUP FUTURE AS A PILOT. AJiCC-ROSEN CAkrC« 
GUIDANCE SEPIES. 

COCUMENT NOT AVAILABLE fROM fcORS* 
723a-08277 

APCO PUBLISHING COMPANY, INC.. 21^ PAPK 
AVENUE SOUTH, NEi^ YORKf N.Y. 10003 
PUB DATE - 71 15AP.PMM CCLLECTICN: 

REVISED EDITION 

DESCQIPTORS - CA«EER EDUCATION; 
♦SUPPLEMENT AfJY TEXTBOOKS; RESOURCE GUIDES: 
SECONDARY GRADES; ♦ OCCUPAT I CN AL INFORMATION; 
OCCUPATIONAL GUIDANCE; CAREER OPPORTUNITIES; 
CAREER PLANNING; EMPLOYMENT OPPORTUNITIES: 
♦FLIGHT TRAINING; ♦AVIATION TECHNOLOGY 
lOENTIFIEOS • EDUCATIONAL AWARENESS; ♦CAKEER 
AWARENESS 

ABSTRACT THIS SUPPLEMENTARY TEXTBOOK OFFERS 
STUDENTS GRADES 9 THROUGH 12 PROFESSIONAL 
GUIDANCE FOR PLANNING A FUTURE CAREER AS A 
PILOT. IT PROVIDES CAREER INFORMATION AND 
GUIDANCE WITH EMPHASIS PLACED ON EDUCATIONAL 
AND CAREER AWARENESS. AMONG THE POINTS 
INCLUDED IN THIS BOOK THAT WILL HfLP A 
STUDENT MAKE A CAREER DECISION ARE: WHAT KIND 
OF PERSON DOES THIS CAREER REQUlRt? WHAT 
EDUCATIONAL BACKGROUND IS HELPFUL? WILL YOU 
AS AN INDIVIDUAL LIKE THIS CAREER? lAPR) 

VT 016 865 

GABERt NORMAN H. 

YOUR FUTURE IN OCEANOGRAPHY. ARCO-ROSEN 
CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EORS. 
7230-08272 

ARCD PUBLISHING COMPANY, INC. t 219 PARK 

(QjT' JE SOUTH, NEW YORKf N.Y. 10003 
ni/^")AT£ - 71 143P.PMM COLLECTION; 



S=i:^S; Pl E^-EnTi^ Y T£xTr^:c^'^S; GUILANCE; 

C --^Scir^G; I'.ST^uCT ICN^i. •-ATE-MALS; ?tSC'^-Ct 
"ilri^iiLS; «CCj:A%:L3GT; *7CEA\ cN^lNcE^ING; 

TcchMCIASS; SClESCrS; ♦CAfJEE^^ 
'L£^\riui; i^cci paticniAl SJi:a\CE; vocational 
C Cu^Stt K G 

A*ii- k M. i 5 

A-ST"AvT - Ihl^ 3G'*<^v, wnlTTEN BY AN ii*t>j:«T IN 
CCEAr Af^rY , is fHC^ TiE A?.CC-=JSEN CA*iFE^ 
ZOllAtXSr SEkUS, euT CA\ »E USED 
lM.£PJ:Mcr,TtY WITH GRADES Q-12. AFTtt. 
PHcWltlf.O I NT^CCUCT ION IC CCEA%CGPAPH Y , 

THh ^uThl^ lEALS hITH Such AREAS AS 
C-iAK li ATicNS IN CCtANjG- A?HY, CA*:EE-S IN 
C,C t-t uCf ^Pi- Y , ACA::t**lC PnEPA^ATICN FJs 
:Ct Ai- h> , ThS rJSlNtS:i AND fjTU-^t Fi^^i 

jCt-f tC^/P^Y , «htATcC SCI-^NCESt iNO -JIWIW 
ENGl\£J:r ING, INCLOi^Ei: A^t AP;»tNClCtS 
CLNTtiriNO LISTS If UNUtC^StA ^tSt^^^C^- 
VtrKLtS IN If'cfiATICN, iNlcnNAT IGnal 
GCtAKCGr APHIC L HGANi ZAT I uNS, U. 5. 
Pi^tf ESS ICNAL ;NC TnAUE A S SCC I AT I ON S t f^Jt^Al 
ANt STATE FUNCliNG PkGG^'AMS. SELECTED PRIVATE 
F IP^'S IN CCt AKOGRAPHY, PROCUCTS AND SERVICES 
USEL It CCf A^CG'^APHIC kJhK, QCEANjGkAPHiC 
PrnSLNNtL, AM COLLEGES A^U JNi Vf •^SI TI F S 
OFftJ-iNG UkOhU PRJGRAMS IN OCEANOGfi APHY ANC 
MA^.I^C SClENCt. (Pk> 

VT 016 866 

YOU^- fGTt*-t The bEAUTY buSlNtSS. AkCJ- 

I^CSEN CAFEEf. CUIOANCE SEJ<IES. 

THE fASHlCN Of^CUPf INC.t NEw YJkK, N.Y. 
OOCUKtrT NCT AVAILABLE FnOM EDPS. 
723C-ct2^fc 

AkCL PUfeLISHI^G COMPANY, INC.t 219 PAR\ 

AVENUE SCUT^', NEw YORK, N.Y. 10003 

PUb LATE - b<; 159P.PMM COLLtCTION 

OESCMKTL^S - TECHNICAL ECuCATIbN; ♦GUIDANCE; 
CA^fctK tCULATICN; *SUPPLEMENTARY READING 
HATfcHALS; f^eSOURCE MATERIALS; HUMAN 

Services; cistributive education; marketing; 

OCCUPATICNAL GUIDANCE: ♦OCCUPATIONAL 
INFCJ->*AT IG^ : eCUCATIUNAL RESOURCES; 
EMPLGYKfcNT COAL I F I C AT I CNS ; OCCUPATIONS; 
SECCNDAFY Gf^ALES; ♦COSMETOLOGISTS; 
♦COS^tTCLGGY; TRACE AND INDUSTRIAL EDUCATICN 
IDENTIFIERS - EDUCATIONAL AWARENESS; ♦CAREER 
AWARENESS 

ABSTFACT - THIS COMPLIATION OF 17 ESSAYS 
WRITTEN EY MEMBERS OF FASHION GROUPf INC., 
INTf^ODUCES THE DISTRIBUTIVE EDUCATION STUDENT 
IN HIGH SCHCOL OR TECHNICAL EUUCATION STUDENT 
TO THE BEAUTY BUSINESS. VARIOUS ESSAYS FCCUS 
ON PL'bLiC RELATIONS, THE MAKE-UP ARTIST, THE 
FItLC CF FFAGRANCE OR THE ADVERTISING AGENCY. 
AS A SUPPLEMENTARY READING RESOURCE, THE BOCK 
IS SUITABLE FCR SELF-INSTRUCTION OR GROUP 
DISCUSSICN FOR GUIDANCE. IDTH> 

VT 016 867 

KEEFE, JCHN E. 

YOUR FUTURE AS AN ELECTRONIC TECHNICIAN. 
ARCO-RCSEN CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EORS. 
7230-082 5^ 



a»CO PUatlS-'I'^G CGM^ANf, INC., 219 PAfiiC 

AVE'«U£ SC'JT-., u^^ YCliiKt \..r, 13^3? 

Pue 3ATc • 71 i60P.P*<** C3LLECTIG%; 

^tVlScC EDITION 

DSSCKjPTOnS - CA^c^p HDUCATIOn; 
•SUPPLE*'€NTAffY TEXTaCCKS; SECCNDA^Y GFAOES; 
i^ESOUi<Ct GUjDES; *0CCUPAT IQNAL INFOn^ATICN; 
CAOEEc PL&NfJifyG; CA^EEP OPPOR TUM TI ES ; 

3'u:a'.A'HKE; *£iEc^muNrc technicians; science 

.E'0'JCATi:;jAj; *TrecHN^lCAL EOUCATlCN; 
falBLlOG^.APHieS; TECHNICAL OCCUPATIONS 
ICcNTIFIEUS ' »EDUCATIGNAL AgiAftENF^S; CAREER 
AwAPENESS 

AbSTKACT - This SUJ>PLE»«ENTA»^y TEXTBOOK 
PJ^ESE*4TS STUDENTS ^ : 3RA0ES 9 IHRDOGH 12, 
PJ^OFESSIDNAI GJIDA.oE FCiR A FUTURE CA??ErP AS 
A\ ELECT?? JMC TECHNICIAN, IT OFFERS CA=>6EC 
INf □i^f'ATION ANC GUIDANCE NITH EMPHASIS PLACED 

m educaticnal and career AwAPEMESS. 
q jallficatfonst employment cpport um t i es . 
schools and pay scales and e»iployee benefits 
are exa*»lnen and discussed. among the points 
included ih. this ^00< that will help a 
student wake cfcisiqns concerning his future 
a«ie: what kind of person is 3est adapted fop 
This caree*^? what educational background is 
helpful? i^ill you as an individual like this 
career? <ar) 

VT 016 868 
BOYNTON, RALPH E. 

YOUP FUTURE IN BANKING. ARCU-ROSEN CAREER 
GUIDANCE SERIES, 

DOCUMENT NOT AVAILABLE FROM EDRS, 
7230-06247 

apco publishing company, inc., 219 park 

avenue south, new york, n.y. 10003 

pub date - 65 160p.pmm collection 

descriptors - capeer education; secondary 
grades; occupational information; 
♦supplementary textbooks; ♦banking; business 
education: ♦finance occupations: 
♦occupational guidanc»^; career planning: 
resource guides 

IDENTIFIERS • EDUCATIONAL AWARENESS; ♦CAREER 
AWARENESS 

ABSTRACT - THIS SUPPLEMENTARY TEXTBOOK OFFEPS 
STUDENTS GRADES 9-12 PROFESSIONAL GUIDANCE 
FOR PLANNING A POSSIBLE BANKING CAREER. IT 
OFFERS CAREEfi INFORMATION AND GUIDANCE FOR 
STUDENTS WITH EMPHASIS PLACED ON EDUCATIONAL 
AND CAREER AWARENESS. AMONG THE POINTS 
INCLUDED IN THIS BOOK THAT WILL HELP A 
STUDENT MAKE A DECISION ARE: WHAT KINO OF 
PERSON DOES THIS CAREER REQUIRE? WHAT 
EDUCATIONAL BACKGROUND IS HELPFUL? W|LL YOU 
AS AN INDIVIDUAL LIKE THIS CAREER? CPM> 

VT 016 869 

FROST, JANE C. 

YOUR FUTURE IN DENTAL ASSISTING. ARCO-ROSEN 
CAREER GUIDANCE SERIES. 

DOCUMENT NOT AVAILABLE FROM EDRS. 
7230-08251 

ARCO PUBLISHING COMPANY, INC., 219 PARK 

AVENUE SOUTH, NEW YORK* N.Y. 10003 

PUB DATE - 70 138P.PMM COLLECTION 

ni^UPTORS - CAREER EDUCATION; SECONDARY 



G^iALf S; GultAKCt ; *SUPPLeM£N f ARY J^EAOISG 
MATE^ULS; ♦HEALTH OCCUPATIONS cOjCATICN; 
HEALTH personnel; *0ENTAL ASSISTANTS; hu«-AN 
SERVICES; »CCCUPATIuNAL INFORMATION; CAREERS; 
♦OCCUPATICKAL GUIDANCE; 5 1 6L IGGRAPhI ES 
IDENTIFIERS - ECUCATIUNAL AwAREnESS; *CAREE« 
AiiAKf NESS 

ABSTiiACT • THIS BOOK* PART OF THE AfJCG-RCSEN 
CARcEh GLICANCE SERIES, fCR GRAOE 9-12. 
DlSCtSStS CAfEERS IN DENTAL ASSISTING. 
MATEf-IAL CCVEFEC INCLUDES CENTAL ASSISTANTS 
TASKS, THE fCLE OF THE DENTAL ASSISTANT CN 
THE LENTAL HEALTH TEAM, UH^^t MORE 
lNFCf.MATlCN CAN 6? OBTAINED, WHAT AND WHERE 
OPPCf'TONlTIES AREf THE DEMANDS, REWARDS ANL 
!NTE«^tSTlNG EXTRAS, NEEDED APTITUDES, A DAY 
:^ITh a CENTAi ASSISTANT, hQ« TO BECOME A 
DENTAL ASSISTANT, SALARY INFORMATION, 
PRCfllES Cf SUCCESSFUL ASSISTANTS, 
CERTIFICATION INFORMATION ON TH£ AMERICAN 
DENTAL ASSISTANTS ASSOCIATION AnO SELECTED 
RixFEf'EKCES. <fMM5 

VT 0i6 871 

TAYLCP, CAteSCN; BRADLEY, JAMES 

YOUF FUTUFfc IK AUTOMOTIVE SERVICE. ARCC-ROSEN 
CARtER GCUANCE SERIES. 

DOCUMENT kCT AVAIL*A3LE FROM EDRS. 
7230-0fc2<.t) * 
ARCO PLfBLlSHlKG COMPANY, INC., 219 PARK 
AVENUE SCUTh, NEw YORK, N.Y, 10003 
PUB CAlt - 71 138P.PMM COLLECTION; 

REVIStL EDITICN 

OESCRIPTCRS - CAREER EDUCATION; GUIOAr^CE; 
RESOOPCE GUIDES; ♦SUPPLEMENTARY TEXTBOOKS; 
AUTO MECHANICS; OCCUPATIONAL GUIDANCE; 
BIBLICGF APHIES; ♦TECHNICAL EDUCATION; ♦AtjlO 
MECHANICS lOCCUPATIONl; MANUFACTURING; 
♦OCCUPATIONAL INFORMATION 

IDENTIFIERS - ECUCATIONAL AWARENESS; •"CAREER 
AWARENESS 

ABSTRACT - THIS BOOK, FART OF THE ARCO-ROSEN 
CAREER GUIDANCE SERIESt FCR GRADE 9-12f 
Discusses CAREERS IN AUTOMOTIVE SERVICE. 
AFTEF DISCUSSING TRAINING* 17 SPECIALTIES ARE 
COVERED INCtUCING DIAGNOSTICIAN, MECHANICAL 
SPECIALISTS, eOOY WORK SPECIALISTS. 
ACCESSCFIES SPECIALISTS, TRUCK AND BUS 
TECHNICIANS, ANTIQUE AND CLASSIC CARS, AND 
WARFANTC. UEI 

VT 016 872 
LEVINF, SOL 

YOUR FUTURE IN NASA. ARCO-ROSEN CAREER 
GUIDANCE SERIES. 

DOCUMENT NCT AVAILABLE FROM EDRS. 
723C-Cfai7C 

ARCC PUBLISHING COMPANY, INC., 219 PARK 
AVENUE SCUTH, NEW YORK, N.Y. 10003 
PUB DATE - 71 IB5P.PMM COLLECTION; 

REVISfcC LDITILN 

DESCRIPTORS - CAREER EDUCATION; 
♦SUPFLEMENT^PY TEXTBOOKS; SECONDARY GRADES; 
I^FSCURCE GUIDES; ♦OCCUPATIONAL INFORMATION; 
CAREEP PLANNING; CAREER OPPORTUNITIES; 
GUIDANCE; SCIENCES; ♦TECHNICAL EDUCATION; 
FACILITIES; »SCIENTIFIC PERSONNEL 
IDENTIFIERS • EDUCATIONAL AWARENESS; CAREER 
AwARENtSS; NASA; NATIONAL AERONAUTICS AND 



SPACi ALHINISTFATION 

AbSTSf^CT " THI5 SUPPtcM^NTAKy T^XTeOOK OFf-eRS 
STUCENiTS IN GCADEG 9-12 PROf- 6 S S I CN AL GtJIDANJCfc 
FTP A FUTURE .CARte^ IN ^i&SA dY PROVIDING 
CA^ese. ^^^|f•U^^«ArIGN ^ITm emphasis PLACFD'ON 
fcDUC ATIUNAL AND CAREER AW^REMESS, TECHNICAL 
SPEClAt ITIESf Ur4-THE-Hn3 TRAINING» AND THE 
^QRK AT NASA AND ITS CENTERS ARE EXAMINED AND 
DlSCUSSEr. AMONG THE POINTS INCLUDED IN THIS 
HOOK THAT WILL HELP A STUDENT MAKE A DECISION 
ABOUT HIS CAREER IN NASA ARE: WHAT KIND OF 
PFPSON IS BEST ACAPTFU FOR THIS CAREER? WHAT 
FOUOATIONAL i\ACKGROUNO IS HELPFUL? WILL YOU 
AS AN INDIVIDUAL LIKE THIS CAREER? (AR) 

VT 016 873 ^ 
GELBr LAWttFNCE 

YfJUK FUTURE IN lJEAUTY CULTURE. ARCO-RUSEN 
CAREEP GUICANCC SERIES, 

DOCUMENT NOT AVAILABLE FROM EPRS. 
7230.-08249 

ARCO PUBl 1 5HING COMPANY,' INC.» 219 PARK 

AVXNUE SOUTH, NEW YORK, N.Y. 10003 

PUB DATE - 70 190P.PMM COLLECTION 

Lti^CRIP-iORS - ^TECHNljtAL EDUCATION; CAREER 
EDUCATION; *OCCUPAT lONAL INFO RMA'i ION ; 
♦ SUPPLEMENTARY READING 'MATERIALS; 
OCCUPATIONAL GUIDANCE; 6IRECTORIES; 
♦COSMETOLOGISTS; RESOURCE GUIDES;. 
♦COSMETOLOGY; HUMAN SERVICES; CAREER - , 

EDUCATION; SECONDARY GRADES 

IDENTIPIERS ♦EOUCATinNAL AWARENESS; CAREER 
AWARENESS . . 

ABSTRACT - WRITTEN BY THE FOUNDER AND 
CHAIRMAN OF THE BOARD OF CLAIROLf THIS 
GUIDANCE MANUAL DISCUSSES BEAUTY CULTURE AND 
-THE POTENTIAL/OCCUPATIONAL REQUIREMENTS THAT 
'the SECONDARY GRADE STUDENT WANTING 
INFORMATION WCULt) NEED TO KNOW. PROFESSIONAL 
SKILLS, THE ROLE OF THE EMPLQYEE, THE ROLE OF 
THE SALON OWNER* AND JOB OPPORTUNITIES ARE 
TOPICS COVEREC. AN APPENDIX FEATURES A 
DIRECTORY OF STATE BOARDS OF COSMETOLOGY, A 
CHART OF JOBS IN THE COSMETIC INDUSTRY A LIST 
OF ORGAN! iATlCjNS REPRESENTING THE FIVE 
SEGMENTS OF THE BEAUTY INDUSTRY, AS WELL AS 
FINANCIAL AID AND LICENSING INFORMATION. THE 
BOOK IS SUITABLE FOR SELF-I NSTRUCT ION OR 
GUIDANCE DISCUSSION, JOH) 
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VT 016 ^^17 
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TRAINING MANUAL. 
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VT U16 533 

VA CENTER SAFETY TRAINING MANUAL. 

VT 016 537 

ACCIDENT INVESTIGATION, ANALYSISi 
AND REPORTING. SAFETY TRAINING FOR 
SUPtPVISORS. CONFERENCE LEADER'S 
GUIDE. 
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VT 016 857 

YOUR FUTURE IN ACCOUNTING. 
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VT 016 857 

YOUR FUTURE IN ACCOUNTING. 
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BOOKKEEPING I AND BOOKKEEPING II 
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A PLAN FOR CARPER" EXPLORATION, 
GRADE e. 
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GRADE 7. 

VT 016 366 39 
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EDUCATION (K-12>. 

APniNISIEAinR fiUIDE^ 

VT 016 Cl6 24 
WHAT AbOUY VOCATIONAL EDUCATION? A 
GUIDELINE FOR ACTION IN THE 70' S. 
PART 1. 

VT 016 247 34 
ADMINISTRATORS* GUIDE TO CAREER 
EDUCATION IN THE ELEMENTARY SCHOOL. 

./T 016 351 ■ / 37 

HUMANIZING THE INSTRUCTIONAL 
' PROCESS.. A RESO'JPCE GUIDE FOR 
PRINCIPAJUS. ' ' 

VT 016 529 ' 49 
A GUIDE FOR 'PLANNING CAREER 
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SCHOOLS. 
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INDUSTRIAL SAFtTY EDUCATION FOR 
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VT 016 362 38 

COURSE IN CARPENTRY, VOLUME 

3— WORKbOCK. 1971 EDITION. 
VT 016 363 39 

COURSE IN CARPENTRY, VOLUME 2. 1970 

EDITION. 

VT 016 3^>7 ^ 39 

BUSINESS speech; a SECOND LANGUAGE 

FOR VOCATIONAL USE. 
VT 016 407 44 

A SUPPLtMtNTAKY TRAINING PROGRAM 

FOR SCHOOL FCCiL SERVICE PERSONNEL 
VT 016 414 45 

AVIATION MACHINIST'S MATE J 3 AND 

2. PATE TRAINING MANUAL. 
VT 016 415 ■ 45 

AVIATICK LLECTRCNICS TECHNICIAN 1 

AND C. RATE TRAINING MANUAL. 
VT 016 4lfc ^ 45 

POSTAL CLERK 3 AND 2. RATE TRAINING 

MANUAL. 

VT 016 416 ^6 

BASIC ELECTRONICS VOLUME I. RATE 

TRAINING MANUAL . 
VT 016 ^19 ^6 

ENGINEMtN 3 /iNC 2. RATE TRAINING 

MANUAL. ■ 

VT 016 424 , ' -47 

SHIP SEPVICEMtK'S HANDBOOK. RATE 

TRAINING MANUAL. 
VT 016 ^25 ' 47 

STEEL^stORKfcR I /iNC C. RATE TRAINING 

MANUAL. 

VT 016 426 ^7 
CONSTPUCTIGNMAN. RATE TRAINING 
MANUAL. 

VT 016 427 47 
AEROGRAPHtR 'S ^'A7fc 3 AND 2. RATE 
TRAINING MANUAL. 
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VT 016 366 39 
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EDUCATION (K-12». 

AGRIBUSINESS 

VT 016 235 ED 065 724 33 
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WORK. 
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VT 015 63^ 17 

AGRICULTURB, TEACHER'S GUIDE. A 

UNIT IN PREVOCATIONAL EOuCtiTION. 
VT 016 020 26 

VIP COMMUNICATIONS CURRICULUM FOR 

AGRICULTURE. 
VT 016 176 2B 

PASTURES. UNIT (MODULF): PASTURE 

PRODUCTION. 
VT 016 177 29 

HAY CROPS. UNIT (MOnULEJ: HAV 

PRODUCTION. 
VT 016 179 29 

METAL INERT GAS (MIG) WELOING. 
VT 016 .^ 53 35 

TUNGSTEN INERT GAS (TIG) WELDING. 
VT 016 254 3S 

UNOEPSTANDING SOILS. 
VT 016 319 ^ 37 

THE NATIONAL ORGANIZATION FOR 

STUDENTS IN AGR I BU S I NES S ' AND 

NATURAL RESOURCES. 

AGRICULTURAj fN^MNFFPINrr 

VT 016 179 29 
METAL INERT GAS (MIG) WELOING. 

VT .016 253 35 
TUNGSTEN INERT GAS (TIG) WELDING. 

AGRICUITUEAL QC,CU£AIii3^ 

VT 016 235 ED 065 724 33 

AGRICULTURAL SERVICE JOBS. WORLO" OF 
WORK. 

MEltlULTURAL. I££m(LLAN^ 

. VT 016 235 EO 065 724 33 

AGRICULTURAL SERVICE JOBS. WORLO OF 
; WORK. 

AQRPNQMY 

VT 016 176 28 

PASTURES. UNIT (MODULE )s PASTURE 

PRODUCTION, 
v; 016 177 29 

HAY CROPS. UNIT (MODULE): HAY 

PRODUCTION. 

AIR CONDITION I Mr, 

VT 016 858 56 
YOUR FUTURE IN AIR CONDITIONING AND 
REFRIGERATION, ARCO-ROSEN CAREER 
GUIDANCE SERIES. 



016 371 

COURSE CUTLINL FOk DRAFTING^ 

VT 015 963 2 
AUTO ASSLNbLY JCbS. WORLC OF WORK* 

VT 016 373 . 4 

XOURSe CUILIKE PLK AUTO BOUY 

PFPAIf^. 

VT 016 190 tC U65 713 2" 

TRAINING J-f* EPFLFE SSI ONAL CENTAL 
HEALTH t^ChKlKS: (-EPORT OF A PILOT 
PROJFCT. 

AiiPin ,£ijUI£^LM 

VT 016^JL4^-- -^"^ 5 
^^-YUtTFT HjTURt ir. ThE HIGH FIOPLlTY 
INDUStFY. AP^Cl-PLSEN CAREER 
GUIDANCE SePIES. 

'VT 015 715 \\ 
RESDUkCF blbllCGfAPHY FOR 
VOCATIONAL ttUC AT I ON. 

VT 016 305 3" 
FILMS ON KANRLWEF PRODUCED BY U.S. 
OFPARTKFNT CF LAbOR. 

VT 016 23t 3 
AUTO BCLY REPAIR AND PAINTING 
PROGRAM. PLAN AM OUTLINE FOR 
SECONOAFY LtVEL. 

AUIQ. BQL^l^£I£AlEbtN 

VT 016 373 A 
COURSE OUTLINE FIR AUTO BODY 
.REPAIR. 

VT 016 222 . 3 

V. I. P. C0PMUMCATI0N5 CURRICULUM 

FOR AUTC KECHAMCS. 
VT 016 38 8 A 

AVIATION MECHANICS (POWER PLANT) 

AND AUTOMOTIVE MECHANICS. 

AUTHORUECj COURSE OF INSTRUCTION 

FOR THE OUINMLSTER P^'OGRAM. 



ALPHABETS 
VT 015 525 

WHAT WILL I 8E FROM A TO Z. 
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VT 016 362 38 

COURSE IN CARPENTRY, VOLUME ' 

3 — WORKBOOK. 1971 EDITION* 
VT 016 36^ 39 

COURSE IN CARPENTRY, VOLUME 2. 1970 

EDITION. 
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INDUSTRIES OCCUPATIONS. 

VT 016 871 

YOUR FUTURE IN 'AUTCMOT I VE SERVICE. 
ARCO-ROSEN CAREER GUIDANCE SERIES. 
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VT 016 388 ^2 

AVIATION MECHANICS (POWeR PLANT) 

AND AUTOMOTIVE MECHANICS. 

AUTHCRUED COURSf OF INSTRUCTION 

FOR THE QUlNMESpR PROGRAM, 
VT 016 <r22 ^ 46 

AVIATION MACHINIST'S MATE R 3 AND 

2. RATE TRAINING MANUAL. 
VT 016 <r23 47 

AVIATION MACHINIST'S MATE H 1 AND 

C. RATE TRAINING MANUAL, 

VT 414 45 

AVIATION MACHINIST'S MATE J 3 AND 

2\ RATE TRAINING MANUAL. 
VT G16 ifl5 45 

AVIATION ELECTRONICS TECHNICIAN i 

AND C, RATE TRAINING MANUAL. 
VT oTb 864 58 

YOUR FUTURE AS A PILOT. ARCO-ROSEN 

CAREER GUIDANCE SERIES. 

BAt^KIf^p 

VT 015 321 10 

INDUSTRIAL BANKING. 
VT 016 868 59 

YOUR FUTURE IN BANKING. ARCO-ROSEN 

CAREER GUIDANCE SERIES. 

BANt^tr^P yqCAQULARY 

VT 015 321 10 
INDUSTRIAL BANKING. 

VT 015 580 15 

COORDINATED VOCATIONAL EDUCATION 

TRAINING. PRELIMINARY DRAFT. 

INSTRUCTIONAL MATERIALS 
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VT 016 371 40 

COURSE OUTLINE FOR DRAFTING. 

B FHA V^P PAl OBJECTIVES 

VT 015 284 9 
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FOR GRADES 3 AND 4. COBB COUNTY 
OCCUPATIONAL AND CAREER DEVELOPMENT 
PROGRAM. 
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TEACHER'S GUIDE. 
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CRITERIA FOR THE ESTABLISHMENT AND 
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SCHOOL WASTEWATER TECHNOLOGY 
TRAINING PROGRAMS. VOLUME II: 
^ CURRICULUM GUIDELINES* 

piRl tCGRAPHlE S 

VT 0X5 481 , ' 14 

BIBLIOGRAPHY OF MATERIALS AVAILABLE 
IN THE CAREER DEVELOPMENT CENTER. 



VT 015 715 18 

RESOUfvCE blBLlCG^APHY FDR 

VOCATIONAL EOUCAT IHN* 
VT 016 ZBt 36 

CAREEf< CtVtLOPhLNT: BIBLIOGRAPHY 

AND LIST OF PRCGHAMS. 
VT 016 360 ED 065 732 38 

A REFERENCE BIBLIOGRAPHY FOR 

GENERAL hCfiK EXPERIENCE AND 

COOPERATIVE OCCUPATIONAL PLANS OF 

INSTRUCTION. 
VT 016 395 43 

SEX EtMCATlCN PKCGRAMf GRADES 2f 5, 

8t AND HIOH SCHOOL. 
VT 016 403 44 

RESOURCES IN HOME ECONOMICS FOR THE 

BLIND HCMEMAKER. SUPPLEMENT. 

VT 016 403 44 
RESOURCES IN HOME ECONOMICS FOR THE 
BLIND HaHEMAKER.. SUPPLEMENT. 

flQOKKEFPIttfc . 

VT 016 05C 26 
BOOKKEEPING I ANC BOOKKEEPING II 
(MECHANIZED ACCOUNTING). COURSE OF 
STUDY. 

VT 015 481 14 
BIBLIOGRAPHY CF MATERIALS AVAILABLE 
IN THE CAREER DEVELOPMENT CENTER. 

VT 015 623 17 
STOCK MARKET ABC. 

VT 016 391 43 
COURSE OUTLINE FOR TROWEL TRADES. 

RRQApc&ST JNQUSIFY 

VT 016 392 43 
COURSE OUTLINE FOR RADIO 
BROADCASTING. 

aUPGETING 

VT 015 <f70 13 
KNOW I KG HLW TO BUDGET AND BUY. 
ACCL ■■T/CONSUKFP EDUCATION. 

RUItPINrf TfiADfcS 

VT 015 280 9 
ORYWALL CONSTRUCTION WORKBOOK, RART 
2. 

VT 016 lie 27 
JOBS IN SHIP AND BOAT BUILDING. . 
WORLD OF WORK. 

egSINg§S FDUCATICN 

VT 015 043 3 
BUSINESS AND OFFICE EDUCATION 
RESOURCE SUPPLEMENT TO THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 
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A WORKSHOP REP':RT ON A PROGRAM FOR 
GENERAL CLERICAL OCCUPATIONS 
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YOUR FUTURE^ IN INSURANCE. 

ARCn-ROSEN CAREER GUIDANCE SERIES. 
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■ VT Ulb H6*5 58 

AkC'^-*^OS^^: CAREER GiJU^ANCt S^PI-S. 
VT Olo 8<i6 5^ 
YOUR FUTUP; IH TH6 ^it'AIJTY ^^USI.^^CSS. 

A-co^oseN CAc^cpD GnioANcr ssnes. 

VT 316 860 59 
YOUP FJUNF IN tiANKlNG, A t C P-kiJ SE 

VT 016 

rUTUf^P rN f^FNTAL ASSISTING. 
Ak.Cn^HOSEN CAQEl^ GUDANCF Sf^RIES. 
VT 016 871 5^ 
Ynuf^ FUTUP6 If^ AUTn^1uTIVE Sf'^VICf:. 
AkCO-ROScN CAS^FR GUfCANC^ Stf^IHS. 

VT 015 9A<f 21 
COOPERATIVE HEALTH OCCUPATIONS 

tnucATioN, cruRse outline. 

AUTHO^I^Pn COURSE CF I N ST RUC T 1 Uf^i 
FCP THE aUINMESTER pcnGRA'^. 
VT C16 ?35 ED 065 7?^ 33 

AGRICULTURAL SERVICE JutiS. W3KLI1 OF 
WORK. 

yy 015 063 5 

/the use of THE CASH ReGISTE^. 

VT 015 077 5 

OCCUPATIONAL CLUSTERS. ExEMPlAKV 

PPQGPA^^ IN CAREER EDUCATlONi. 
VT 015 089 5 

PLECTPONICS ?. LeAPNJEK'S .MANUAL. 
VT C15 196 6 

PFOnLE Wt SEE, KNDW, LUC. CAREER 

0EVEL^PMe^s•T , k inofr&akten. 

VT Jib 219 * 6 
CO^I^^UNICAT IONS .AS A MtANS FCR 
TRANSMITTING CULTURE. A RESOURCE 
UNIT FOR INTERMEDIATE GRAOES. 

VT 015 223 7 
CAREERS IN TECHNOLOGY. A RESOURCE 
UNIT FOR GRACES THPEE ANO FOUR. 

VT 015 237 7 
TALKING SHOP TO Wl,Sc CONSUMERS. 

VT 015 Z3B 7 
TALKING SHOP TO TEENAGE CONSUMERS. 
YOU ARE A CONSUMER. 

VT 015 239 -8 
lMt>LEMF\*T^Mfv A FUNCTIONAL 
ELEMEr/ N-:v SCHOOL GUlOANCt PROGRAM. 
A HANOBOOfi Ofv ELE.'^ENTARY SCHOOL 
GUIDANCE. 

VT 015 2^0 8 

CAkFER OCCUPATIONAL UNITS. 
VT 015 269 r 

CONSUMER EDUCATION UNITS FOR 

CONSUr^ER ANO HGMEMAKING PROGRAMS. 

FINAL REPORT, 
VT 015 280 9 

DRYWALL -CONSTRUCTION WORKBOOK* PART 

2. 



VT 015 

CAREt:-S I^. FKLiuICAL 

SC lENfl S--PUNT S. ELE^tNT/^RY UNIT 

FOf< Gf-ACtS 3 ALt CC^^B COUNTY 

rccuPATKr.L an: career oEveLCP^tNT 

Pf-OG^-^AM. 

VT 015 3tt 10 

SERVIl::S. a HtSt.l^Ce Ur;IT t-OK 

ELEMciM/KY tbAlLS. 
VT 015 371 10 

TEACHEMS (>UIC[ hO- INC^EAblNG THt 

CARPf^r i-^sAf-LNhSS CF LLEMFNTAnY 

SCHOCL CHlLL'^tN. GRADES ^-6. 
VT 015 3V^»^^ 11 

CAREfh I lC'lAT K.N KUR GILRERT MI ODLt 

SCH'JOL STUCEKTS. StVENTH GRAUfc 

TEACHEk « S GLICe,. 
VT 015 ^01 bt 062 565 I 1 

wnt^LO CF WCFK CAh£ER MOTIVATION. 

CUKKlCt'LU^ CUiLt FOR GRADhS K-o. 

OHin»S lAf-^t-Ft (CtvTlNU*' PRCGKAM. 
VT 015 ^bC 13 

STENO'StCM,TAI- lAl CURRICULUM GUIDE. 
VJ 015 i*e2 14 

GATEr^AYS Tl CAREiK MATURITY. A 

CC^;TE^'PCKA^ Y CUPUCULUM GUIDE, 

PRIMARY. 

VT 015 501 14 
DPERATICN 8hlL.Gt--AN INNOVATIVE, 
COMPREHENSIVE VClATlU.NAL bOUCATION 
PkOGRAy FCK LI SAl VANTAGED YOUTH. 
KINDcRG* KTl ^-LL VF L 6. 

VT 015 52^ U 
A GUILE FCf LtVei UPMcNTAL CAREER 
GUIDANCE.. 

Vr C15 e>b3 13 

SCUkRICULU^- l-UKE, GKADES 7-12. 
VT 015 61U « 16 

CAPEtl- EuUCATIlN FOR GI.L6ERT MIOGLE 

SCHOOL STILENTS. EIGHTH GRADE 

TEACHER'S GUILE. 
VT 015 79? 19 

CAREER EXFLCKATILN. CAREER PROGRAM: 

9-10. 

VT 015 82? 19 
HELPING STUCEf.TS LEARAi 
CECISION-N'AKING. A PARENT'S 
HANOBOCK. 

VT 015 bbt EC 065 671 19- 

t^ORLD C'F WORK. FIRST YEAR REPORT, 
1971'197c. 

VT 015 87e 20 

CAREER CFIEMATHN, GRADES 7, 8, 

AND 9. kVCKlKG OCCUPATIONAL 

RESOURCE KIT. 
VT 015 960 ED 065 674 20 

.HOME bCCNCMICS CCCUPATIONS. AN 

EXPLORATORY UNIT. 
VT 015 965 23 

MAKING A LIVING IN CONSERVATION. A 

GUIDE TC CUTCCGf^ CAREERS. 
VT 016 CCB /' 2A 

EXPLORATION IN CAREERS EDUCATION. 

CAREERS ORIENTED RELEVANT 

EDUCATION. 
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VT 016 017 lb 
WHO AM U WHERE AM I GOING, HPW 00 
I GET THERE? \ GUIOELIME *=nR CAREER 
AWARENESS. PART 2f WHAT AH3UT 
VOCATIONAL FtUCATION? 

VT 016 112 2e 
CAREER EXPLOOATIONS. OFSIGNS FOR 
FIELD TRIP REPORTING, 

VT 016 204 30 
INTERDISCIPLINARY APPROACH TO 
CAREER DEVELOPMENT THROUGH A 
PROGRAM OF OCCUPATIONAL EDUCATION. 

VT 016 20 ED 065 7?l 31 

INDUSTRIAL ARTS AND ENVIRONMENTAL 
EDUCATION. A RESOURCE GUIDE. 

VT 016 227 32 
HEALTH OCCUPATIONS EXPLORATORY 
HOOULE. AN INTRODUCTION TO GAINFUL 
EMPLOYMENT IN HEALTH OCCUPATIONS 
FOR JUNIOR HIGH AND HIGH SCHOOL 
STUDENTS. 

VT 016 229 ED 065 722 32 

A CAREER DEVELOPMENT GUIDE FOR WEST 

VIRGINIA TEACHERS. 
VT 016 230 33 

THE OFFICE AND YOU. . . CAICE 6R S . 
VT 016 241 34 

ILLUSTRATED OCCUPATIONS RELATED' TJ 

NINE ACADEMIC AREAS. 
VT 016 247 3<» 

ADMINISTRATORS' GUIDE TO CAREER 

EDUCATION IN THE ELEMENTARY SCHOOL. 
VT OIo 249 35 

VOCATIONAL CAREER ORIENTATIONt 

GRADES 1-6. 
VT 016 272 35 

MODEL UNITS FOR CAREER PLANNING 

THROUGH SOCIAL STUDIES EDUCATION. 
VT 016 276 36 

A PLAN FOP CAREER. EXPLORATION, 

GRADE 8. 

VT 016 284 36 

CAREER EDUCATION CURRICULUM GUIDE. 
VT 016 286 / 36 

CAREER DEVELOPMENT: I BLI OGRAPHY 

AND -LIST OF PROGRAMS. 
VT 016 293 37 

A PLAt^ FOR CAREER EXPLORATION, 

GRADE 7. 

VT 016 360 ED 065 732 38 

A REFERENCE BIBLIOGRAPHY FOR 
.GENERAL WORK EXPERIENCE AND 
COOPERATIVE OCCUPATIONAL PLANS Of= 
. INSTRUCTION. 

VT 016 500" ED 066 605 48 
WORLD OF WORK. CAREER AHARENESS 
DEVELOPMENT PROGRAM FOR THE 
!;LEMENTARY GRADES. 

VT 016 529 49 
A GUIDE FOR PLANNING CAREER 
EDUCATION IN OREGON* S SECONDARY 
SCHOOLS. 

VT 016 580 ED 067 469 50 

A RESOURCE GUIDE FOR CAREER 
DEVELOPMENT IN THE JUNIOR HIGH 
SCHOOL. 



VT OiS BBU to J65 674 

HOME ECLMKKS tCCUPATIUNS. AN 
rxPLORATLf-V UM7. 
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VT 016 029 2o 

GUIDE Tt FEUtPAt CAREER LITEKATUHb. 
VT 016 lie 27 

JOBS IN S^MP ANC BOAT riUlLOlNG% 

WORLD LF KCf-K. 
VT 016 230 33 

THE OFFICE AM YCU. . .CARE ER S . 
VT 016 2b5 36 

FIND A CAf^tER TH^T COUNTS— IN 

HOSPITAL F INANCIAL MANAGEMENT. 
VT 016 305 37 

FIL^lS ON MANPCWEP PRODUCED BY U.S. 

DEPARTMENT LF LABOR. 
VT Olo 645 53 

YOUR FUTURE IN NUCLEAR ENERGY 

FIELDS. AF^Ct-RCSFN C ARteP> GU I DANCE 

SERIES. 

VT 016 851 55 

YCUR FUTUKE IN CI-TCMETRY. 

ARCO-RCSEN CAFEEK GUIDANCE SERIES. 
VT 016 859 - 56 

YCUR FUTUf-E IN ELEMENTARY SCHOOL 

TEACHING. ARCC'PtSEN CAREEP 

GUIDANCE SERIES. 
VT 016 861 57 

YOUR FUTUf-E IN THE ELECTRONIC 

CCHPUTEK FIELD. ARCO^ROSEN CAREER 

GUIDANCE SERIES. 
VT 016 862 57 

YOUR FUTURE IN PHOTOGRAPHY. 

ARCO-RGSEK CAREER GUIDANCE StRlES. 
VT 016 6fc3 57, 

YOUR FUTURE AS A PHYSICIAN. 

ARCd-ROSEN CAf^EER GUIDANCE SERIES. 

VT 015 429 12 

EDUCATIONAL-VOCATIONAL GUIDANCE, 

GRACE 10. UMTS I-IV. 
VT 015 524 ' 14 

A GUIDE FOR DEVELOPMENTAL CAREER 

GUIDANCE. - 
VT 015 878 20 

CAREER ORIENTATICNt GRADES 7, 8, 

AND 9. WYOMING OCCUPATIONAL 

RESOURCE KIT. 
VT 016 225. 32 

HEALTH OCCUPATIONS — AN EXPLORATORY 

COURSE. 

VT 016 227 32 
HEALTH OCCUPATIONS EXPLORATORY 
MODULE. AN INTRODUCTION TO GAINFUL 
EMPLOYMENT IN HEALTH OCCUPATIONS 
FOR JUNIOR HIGH AND HIGH SCHOOL 
STUDENTS. 

VT 016 2."^ 9 35 

VOCATIONAL CAREER ORIENTATION, 

GRADES 1-6. 
Vt 016 272 35 

MODEL UMTS FOR CAREER PLANNING . 

THROUGH SOCIAL STUDIES EDUCATION. 
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VT 016 853 

YOUR FUTURE IN YOUR OWN BUSINESS, 
ARCO-ROSEN CAREER GUIDANCE SERIES, 

VT 016 865 

YOUR FUTURE IN OCEANOGRAPHY, 
AKCO-ROSEN CAREER GUIDANCE SERIES, 



PAGE 
55 

5S 



PAGE 



VT 016 362 38 

COURSE IN CARPENTRY, VOLUME 

3'-W0RKB00K# 1S71 EDITION, 
VT 016 363 39 

COURSE IN CARPENTRY, VOLUME 2, 1970 

EDITION, 

CAIALQfiS 

VT 015 715 18 
RESOURCE BIBLIOGRAPHY FOR 
VOCATIONAL ECUCATION, 

VT 016 219 31 
EQUIPMENT FOR TEACHING CHILD 
DEVELOPMENT IN JUNIOR AND SENIOR 
HIGH SCHOOL* 

VT^016^273^ 36 
OFFICE-CLERICAL CLUSTER PROGRAM, 

VT 016 <^16 45 
POSTAL CLERK 3 AND 2, RATE TRAINING 
MANUAL, 

CLQTHINP Qg S^ptg 

VT 016 841 52 
YOUR FUTURE IN FASHION DESIGN* 
ARCO-ROSEN CAREER GUIDANCE SERIES, 

CLQTHthJG MAlf^TFMANrg SPFriALfSTj; 

VT 013 908 2 

CLOTHING SERVICES TRAINING GUIDE, 

TENTATIVE EDITION* 

CLUSTER fi ^^ Q UpJNgS 

VT 015 077 5 
OCCUPATIONAL CLUSTERS, EXEMPLARY 
PROGRAM IN CAREER EDUCATION, 

MLLEGS fiRADUATfiS 

VT 016 027 26 
FEDERAL CAREER DIRECTORY, A GUIDE 
FOR COLLEGE STUDENTS, 

VT 016 029 26 
GUIDE TO FEDERAL CAREER LITERATURE, 

CQMMUNTr.flrinN (THflUGHT TRANSFEf^? 

VT 016 222 32 

V, U P, COMMUNICATIONS CURRICULUM 

FOR AUTO MECHANICS, 

COMMUNICATION SKILti 

VT 016 020 26 
VIP COMMUNICATIONS. CURRICULUM FOR 
AGRICULTURE* 



COMMUNITY &ES OUR(;£S 
VT 015 988 

VOCATIONAL ENRICHMENT FOR 

ELEMENTARv FDUCATION, 

LflMHUNITY m£ 

VT 016 369 

TEACHING HEALTH CCCUPATIONS 
EDUCATION IN HIGH SCHOOL, 

VT 016 a6i 

YOUR FUTURE IN Tht ELECTRONIC 
COMPUTED FULL, ARCO-ROSEN CAREER 
GUIDANCE SERIES, 



VT Olj 28A 

CAREER EDUCAT; 
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CURRICULUM GUIDE, 



CONCEPT T£ACtlIH£ 

VT 015 116 6 
CONTEMPORARY AMERICAN PROBLEMS AND 
GOVERNMENT.., .GRADE Al2, AN 
INSTRUCTIONAL GUIDE, 

VT-015 880 ED 06$ 674 20 

HOME ECONOMICS OCCUPATIONS, AN 
EXPLORATORY UNIT, 

VT 016 220 31 
CARING FOR INFANTS IN OAY CARE 
CENTERS: A GUIDE FOR TEACHERSt UNIT 
V, UP-GRADING PkOGRAM FOR CHILD OAY 
CARE CENTER PERSONNEL, 

CQNCEPTUAi ?iCHPMES 

VT Q15 371 10 
TEACHER'S GUIDE FOR INCREASING THE 
CAREER AWARENESS OF ELEMENTARY 
SCHOOL CHILDREN, GRADES 4-6, 

23 



CIUiSfBVi 

VT 015 965 

MAKING A LIVING IN CONSERVATION, A 

GUIDE TO CUTOCOR CAREERS, 
VT 016 254 35 

UNDERSTANDING SOILS, 

VT^015^280^^ 9 
ORYWALL CONSTRUCT I CN WORKBOOK, PART 
2, 

VT 016 391 43 
COURSE OUTLINE FCR TROWEL TRADES, 

VT 016 426 47 
CONSTRUCTICNMAN, RATE TRAINING 
MANUAL, 

CQNSljMEk £<;PNCeilC^ 

VT 015 23ft 7 
•TALKING SHOP TO TEENAGE CONSUMERS. 

YOU ARE A Ci.>:SUMER, 
VT 015 467 13 

!NSTRUCTOh«S GUIDE FOR THE 

ACCENT/CONSUMER EDUCATION SERIES, 
VT jl5 468 13 

UNDERSTANDING CONSUMER CREDIT, 

fiCCefjT/CONSUMER EDUCATION, 
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VT 015 470 

KNOWING HCW TO HUDGCT AND BUV. 

ACCENT/CONSUMtP EDUCATION. 
VT 015 A71 

THE LAW FCR YOU. ACCENT/CONSUMER 

EDUCATION. 
VT 016 186 

cc.^lsu^•6« eoucatidn and management 

KeSOURCE GUIDE. 
VT 016 203 

COORDINATING A PACKFT QF LEARNING 
AIDS WITH A TEACHING UNIT IN 
CONSUMER CREDIT, 



VT 015 03<5 2 
TRACE ANO INDUSTRIAL RESOURCE 
SUPPLEMENT TC THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

VT 015 040 2 
MANPOWER TRAINING RESOURCF 
SUPPLEMENT TO THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

VT 015 041 3 

INDUSTRIAL ARTS RESOURCE SUPPLEMENT 

TO THE CONSUMER EOUCATION 

CURRICULUM GUIDi FOR OHIO. 
VT 015 042 3 

DISTRIBUTIVE EDUCATION RESOURCE 

SUPPLEMENT TC THE cJ\NSUMER 

EOUC/^TIdN CURR IC'JLUM CUIOE FOR 

OHIO. 

VT 015 043 3 
BUSINESS AND OFFICE EDUCATION 
RESOURCE SUPPLEMENT TO THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

VT 015 04^t 3 
GRADES K-6 RESOURCE SUPPLEMENT TO 
THE CONSUMER EDUCATION CURRICULUM 
GUIDE FOR OHIO. 

VT 015 045 4 
HOME ECONOMICS FOR FAMILIES WITH 
LIMITED INCOME RESOURCE SUPPLEMENT 
TO THE CONSUMER EDUCATION 

CURRICULUM Guide for ohio. 

VT 015 046 . 4^ 

HOME ECONOMICS JOB TRAINING 
RESOURCE SUPPLEMENT TO THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

VT 015 047 . 4 

OCCUPATIONAt WORK ADJUSTMENT 
RESOURCE SUPPLEMENT TO THE CONSUMER 
ED',*CATIGiN CURRICULUM GUIDE FOR 
OHIC. . 

VT 015 237 7 
TALKING SHOP TO WISE CONSUMERS. 

VT 015 238 7 
TALKING SHOP TO TEENAGE CO.>iSUMERS. 
YOU ARE A CONSUMER. 

VT 015 269 9 
CONSUMER EDUCATION UNITS FOR 
CONSUMER AMD HCMEMAKINJG PROGRAMS,^ 
FINAL REPORT. 



VT OlS 4t7 13 

INSTRUCTCMS GUIDE FOR ThE 

ACCENT/CU^ SUMfcH lOUCATlON StRlES. 
VT 015 4o6 n 

UNOEPST^MlNb CCNSUMEK CFEOIT. 

ACCENT/CCr SlMtP EDUCATION. 
VT 015 470 ^ 13 

KNOWING tKk TU PUDGlT AND ^UY. 

ACCENT/Cu^SU^'kF EDUCATIuN. 
VT 015 471 lA 

THE LAW FCK YlU. ACC t NT /CONSUME k 

tDUCATlCN. 

VT 016 166 29 
CONSUhm tClCATKN AND MANAGfcMENT 
RESOUKCt GUIDE. 

a;in£££Am£.LiuLAiiijbj 

VT 015 404 12 
OPERATING MANUAL FOR I.E. 497 
COOPERATIVE VICATIUNAL EXPERIENCE. 

VT 015 94e 20 
COOPLhATlVE eoSlKESS EDUCATION. 
COURSE OUTLINE. AUTHOkUEC COURSE 
OF INSTf^UCTICN F( k THE OUlNMESTER 
PROGRAM. 

VT 015 947 21 
DIVERSIFUO COUPbRATlVE TRAINING. 
COURSE CUTLlNt. A UTHOR U t D CHUK SE 
OF INST^UCTIuN FOK THE OUlNMESTER 
PRCGRAM% 

VT 0,15 9^9 21 

COOPEKATIVL HEALTH OCCUPATIONS 

EDUCATION. COURSE OUTLINE. 

AUTHChUEL COUFS^ QF INSTRUCTION 

FCR THE tUlNMtSTtR PROGRAM. 
VT 016 159 28 

COOPERATIVE CFUCE EDUCATION; A 

COURSE OF STUDY. 
VT 016 3bG EC 065 732 38 

A REFEKFNCE BIBLIOGRAPHY FOR 

GENERAL wCFK EXPERIENCE AND 

COOPERATIVE OCCUPATIONAL PLANS OF 

INSTRUCTION. 

VT 016 Efcfc 58 
yOUR FUTURe in The beauty BUSINESS. 
ARCO-ROSEN CAREER GUIDANCE SERIES. 

VT 016 673 - 60 

YOUR FUTURE IN BEAUTY CULTURE* 
ARCO-ROSEf. CAREER GUIDANCE SERIES. 

£QSii£Ti2UiM 

VT 016 372 40 

COURSE OUTLINE FUR COSMETOLOGY. 
VT 016 666 5B 

YOUR FUTURE IN ThE BEAUTY BUSINESS. 

ARCC-ROSEN CAREER GUIDANCE SERIES. 
VT 016 873 60 

YOUR i^UTURE IN BEAUTY CULTURE. 

ARCO-RCSEN CAREEl^ GUIDANCE SERIES. 

COURSE COf^T PI^T 

VT 016 236 33 
CONSUMEF ELECTRONICS PROGRAM. PLAN 
ANO OUTLINE FOR SECONDARY LEVEL. 



EKLC 



7C 



AIH/VOL 6 NO I 



SUfUECT AND lOENTIFlFJ* IMtX 



PAGE 



PAOe 



VT 016 371 

COURSE OUTLINE FO^l DRAFTING. 
VT 016 373 

COURSE OUTLINE FO^^ AUTO BOOY 

i^EPAIR. 
VT 016 375 

COURSE OUTLINE FO'^ GFNEKAL 

WOODWORKING. 
VT 016 392 

COURSE OUTLINE FOR RADIO 

BROADCASTING. 



VT 015 948 21 
INDUSTRIAL ARTS. TENTATIVE COURSE 
OUTLINE. AUThrifUZeO COURSE OF 
INSTRUCTION FOR THE QUINMESTER 
PROGRAM. 

VT 015 952 22 
INDUSTRIAL ELECTRONICS. COURSE 

OUTLINE* Authorized course of 

INSTRUCTION for THE QUINMESTER 
PRQGPAM. . 

VT 015 987 23 
'program DEVELOPMENT FOR 
DISADVANTAGED STUDENTS IN 
VOCATIONAL EDUCATION. SUMMARr 
REPORT OF 1970 SUMMER PROGRAM, 

VT 016 225 32 
HEALTH OCCUPATIONS — AN EXPLORATORY 
COURSE. 

VT 016 370 40 

GUIDELINES FOR THE TRAINING OF 

NlURSe AIDES. 
VT 016 379 42 

DISTRIBUTIVE EDUCATION. AUTHORIZED 

COURSE OF INSTRUCTION FOR THE 

OUlNKtSTE» PR0GRA>1* 
VT 016 388 ^ 42 

AVIATION MECHANICS (POWER PLANT I 

AND AUTOMOTIVE MECHANICS. 

AUTHORRlD COURSE OF INSTRUCTION 

FOR THE OUINMESTER PROGRAM* 



VT 015 471 

THE LAW FCR YOU. ACCFNT/CON SUHE R 
EDUCATION. 



40 LimLaULUtJLUJiiLi 

VT 013 906 2 

41 CLOTHING SERVICES TRAINING GUIOEo 
TENTATIVE ECITU^. 

VT 015 450 13 
41 STENO-SECIvETARl AL CURRICULUM GUID^. 

VT 015 4^2 14 
GATEWAYS TO CAREER MATURITY, A 
43 CONTEMPCKARY CURf'lCULUM GUIDE» 

PRIMARY. 

VT 015 5b3 15 

CURRICULUM CUILEi GRADES 7-12. 
VT 015 70^ 18 
A WORKSHOP I^EPChT ON A PROGRAM FOR 
GENERAL CLfcl^ICAL OCCUPATIONS 
CURRICULUM GUILiE (A TRIAL REPORTI. 
VT 016 050 26 
BOOKKEEPING I A^D BOOKKEEPING li 
(MECHAMZtL ACCCUNTlNGl. COURSE OF 
STUDY. 

VT 016 100 27 
BUSINESS LAW. A COURSE OF STUDY FOR 
SENIOR HIGH SCHOOLS. 
VT 016 159 28 
COOPERATIVE OFFICE EDUCATION; A 
COURSE CF STUtY. 
VT 016 22C 31 
CARING FOR INFANTS IN DAY CARE 
CENTERS: A GUIDE FOR TEACHERS, UNIT 
V. UP-GRADING PROGRAM FOR CHILD DAY 
CARE CENT^k PfcfiSLNNEL. 
VT 016 229 EC 065 722 32 

A CAREEF CEVELCPKENT GUIDE FOR WEST 
VIRGINIA TtACHERS. 
VT 016 379 42 
DISTRIBUTIVE EtUCATION. AUTHORIZED 
COURSE OF INSTRUCTION FOR THE 
CUINMESTfcfi PROGRAM. 
VT 016 420 46 
FAMILY LUE AND HUMAN SEXUALITY. A 
CURRICULUM GUICE. 
VT 016 486 48 
HOME ECONOMICS EDUCATION COURSE OF . 
STUDY FOR OCCUPATIONALLY ORIENTED 
CLASSES. GRADES 6, 9, AND 10. 
14 VT 016 538 50 

INDUSTRIAL SAFETY EDUCATION FOR 
SMALL INDUSTRIES. 



VT 015 321 10 

INDUSTRIAL BANKING* 
VT 015 468 13 

UNDERSTANDING CONSUMFR CREDIT. 

ACCENT/CONSUMER EDUCATION* 
VT 016 203 30 

COORDINATING A PACKET OF LEARNING 

AIDS WITH A TEACHING UNIT IN 

CONSUMER CREDIT. 

CUi^RlCULU^^ DEVEL( ;iPMg;NT 

VT 016 377 ED 066 576 41 

CRITERIA FOP THE ESTABLISHMENT AND 
MAINTENANCE OF TWO YEAR POST HIGH 
SCHOOL WASTEhATER TECHNOLOGY 
TRAINING PROGRAMS. VOLUME 11: 
CURRICULUM GUIDELINES. 



DATA COLLECTmsj 

VT 015 744 18 
HOW TC CO^PLETt THE TENNESSEE 
VOCATIONAL-TbCHMCAL STUDENT 
ENROLLMENT FCf^M. 

DATA PRpC^Sy^NQ 

VT 016 861 ] 57 

YOUR FUTURE IN THE ELECTRONIC', 
COMPUTbF FIELD. A RCO-ROSEN .,Q^AR E ER 
GUIDANCE SEriES. 

QAI, CABP PR CGPA M S 

VT 016 22C 31 
CARING FCR INFANTS IN DAY CARE 
CENTERS: A GUIDE FOR TEACHERS, UNIT / 
V. UP-GRADING PROGRAM FOR CHILD DAY 
CAPE CENTER PERSONNEL* 
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VT Ol5 822 19 
HELPING STUOfNTS LFARN 
OtCISlON'MAKlNG. A PARCNT'S 
HANDBOOK. 

D£:iacj si£Aiior^^JB£iUEcii 

VT 015 239 8 
IMPLEMENTING A FUNCTIONAL 
ELCMENTARV SCHOOL GUIDANCE PROGRAM. 
A HANDBOOK ON ELEMENTARY SCHOOL 
GUIDANCE. 

VT 016 869 59 
YOUR FUTURE IN DENTAL ASSISTING. 
ARCO-ROSEN CARFER GUIDANCE SERIES. 

fl£^£kQ£M£t£LAL , GU 1 PA^Hi 

VT 015 524 U 
A GUIDE FOR DE VFLOPMENT Al CAREER 
GUIDANCE. 

Q£^LQ£tliIiTAl PROGRAMS 

VT 015 077 5 
OCCUPATIONAL CLUSTERS. EXEMPLAi^Y 
PROGRAM IN CAREER EDUCATION. 

VT 015 239 8 

implementing a functional 
elementary school guidance program, 
i a handbook on elementary school 
guidance; 

VT 015 240 8 

CAREER OCCUPATIONAL UNITS. 
VT 015 608 16 

GUIDE TO TEACHING READING IN THE 

ELEMENTARY SCHOOLS. 
VT Ol6 247 34 

ADMINISTRATORS' GUIOE TO CAREER 

EDUCATION IN THE ELEMENTARY SCHOOL. 
VT 016 580 ED 067 469 50 

A RESOURCE GUIDE FOR CAREER 

DEVELOPMENT IN THE JUNIOR HIGH 
; SCf^OCL. 



BieTITIANS 
VT 016 833 

YOUR FUTURE AS A DIETICIAN. 
ARCO-ROSEN CAREER GUIDANCE SERIES. 
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VT 016 027 26 
■ FEDERAL CAREER DIRECTORY. A GUIDE 

FOR COLLEGE STUDENTS. 
VT 016 029 26 
! GUIDE TO FEDERAL CAREER LITERATURE. 



ufia£U£S 

VT 016 297 

! MANUAL FOR MANPOWER INSTRUCTORS. 

QISAPyAtjlAfiED- YOUTIi 

VT 015 501 

OPERATION BRIDGE — AN INNOVATIVE, 
COMPREHENSIVE VOCATIONAL EDUCATION 

' PROGRAM FOR OISADVANTAGED YOUTH. 

' KINOERGARTEN-LEVEL 6. 
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VT 015 653 17 

SERVICL STATION ATTENDANT. 

INSTRUCTO^^ • S eCCK. HOW TED LEARNED 

HIS JCB IN A SfkVlCE STATION. 

ACCENT/JCB ^'UDfrLS. 
VT 015 958 22 

CAREER LEVELLPMENT ACTIVITIES FOR 

OISADVA^ TAGfcC ELEMENTARY CHILDREN 

IN THE UEMENTAf^Y SCHOOLS. 

INSTRUCT If NAL MATERIALS RESOURCE 

800K. 

VT 015 ofa7 23 
PRPGRAN OEVELCPMENT FOR 
CISADVANTAGtC STUDENTS IN 
VOCATIONAL EDUCATION. SUMMARY 
REPORT OF 1970 SUMMER PROGRAM. 
^ VT 016 242 34 
HOME ANi COMMUNITY SERVICES. COURSE 
CUTLINl , 

D I S T R I BUIIii-LCULAIlJJl^ 

VT 015 042 3 
CISTRIfiUTIVE tDLlCATION RESOURCE 
SUPPLEMENT TO Thfc CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

VT 016 361 ED C66 574 38 

MANDBCOK FOR TMt DISTRIBUTIVE 
EOUCATRN TEAthEP-COCRDINATOK. 

VT 016 37S 42 
DISTRIBUTIVE EDUCATION. AUThOKUED 
COURSE CF irSTkUCTICN FOR THE 
QUINMESTEfv FFCGRAM. 

VT 016 385 42 
DECA LOCAL CHAPTER LEADERSHIP 
HANOBOCK. 

VT 016 843 53 

YOUR FUTURE IN THE HIGH FIDELITY 

INDUSTRY. ARCC-RCSEN CAREER 

GUIDANCE SERIES. 
VT 016 847 54 

YOUk FUTURE IN HCTEL MANGEMENT. 

APCO-ROSE^ CAREER GUIDANCE SERIES. 
VT 016 853 55 

YOUR FUTURE IN YCUR OwN BUSINESS. 

ARCO-ROSEM CAREER GUIDANCE SERIES. 

VT 016 371 40 
COURSE OUTLINE FCR DRAFTING. 

D RIVER LDUCATUjN 

VT 015 383 10 
BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINER. TRAINEE STUDY 
GUIDE. V 

VT 015 38A ! 11 

BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINER. INSTRUCTOR'S 
LESSON PLANS. 

PaiVERj ICJ£^S£.^)SAH1NERS 

VT 015 383 10 
BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMINER. TRAINEE STUDY 
GUIDE. 
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VT 015 280 9 
DRYWALL CONSTRUCTION WORKBOOKf PART 
2. 

VT 016 010 24 
ALL ARCUNO YDU. AN ENVIRONMENTAL 
STUDY GUIDE. 

ECONOMIC AWAREN^ S^ 

VT 015 238 7 
TALKING SHOP TO TEENAGE CONSUMERS. 
YOU ARE A CONSUMER. 

VT 015 116 6 
CONTEMPORARY AMERICAN T jBLEHS AND 
GOVERNMENT....GRADE Al2. AN 
INSTRUCTIONAL GUIDE. 

EDUC^T^QNAi, AWARENESS 

VT 016 853 55/ 

YOUR FUTURE IN YOUR OWN BUSINESS. 

ARCO-ROSEN CAREER GUIOANC^ SERIES, 
VT 016 867 58 

YOUR FUTURE AS AN ELECTRONIC 

TECHNICIAN. ARCO-ROSEN CAREER 

GUIDANCE SERIES. 
VT 016 873 60 

YOUR FUTURF IN BEAUTY CULTURf:. 

ARCO-ROSEN CAREER GUIDANCE SERIES. 

EDUC ATIO N A L GAM^ S 

VT 016 202 30 
HAT IN THE PING. THE PRESIDENTIAL 
NOMINATING GAME. 

EDUCATIONAL GUIDANCE 

VT 015 822 19 
HELPING STUDENTS LEARN 
DECISION-MAKING. A PARENTIS 
HANDBOOK. 

EDUCATIONAL nPPQ RTU N IT I gS 

VT 016 862 57 

YOUR FUTURE IN PHOTOGRAPHY. 

AR CO-ROSEN CAREER GUIDANCE SERIES. 

EDUCATION AL P|-Ay^N^NG 

VT 016 529 49 
A GUIDE FOR PLANNING CAREER 
EDUCATION IN OREGON'S SECONDARY 
SCHOOLS. 

EDU CATinNlAt PRprrRAl S 

VT 016 190 ED 065 713 29 

TRAINING PREPROFESSIONAL MENTAL 
HEALTH WORKERS: REPORT OF A PILOT 
PROJECT. 

VT 016 395 ' 43 

SEX EDUCATION PROGRAMt GRADES 2f 5» 
, Bf AND HIGH SCHOOL. 



VT 016 376 ED 066 575 

CRITERIA PCf^ THE ESTABLISHMENT AND 
MAlNTENANCk OF TWO YEAR POST HIGH 
SCHOOL hASTEWATER TECHNOLOGY 
TRAINING PRCGfAMS. VOLUME I: 
PROGRAM Cf^lTERlA. 

VT 016 202 

HAT IN THE PING. THE PRESIDENTIAL 
NOMINAT ING GAME. 
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VV 016 413 

/MINE MAINTENANCE MANUAL. 
/ REPORT. 
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ELECTRONIC TF f If. ^ AN^; 
VT 016 

AVIATION ELECTRCMCS TECHNICIAN 1 
ANC C. RATE TRAINING MANUAL. 
VT 016 867 

YOUR FUTUPE AS AN ELECTRONIC 
TECHNICIAN. APCO-ROSEN CAREER 
GUIDANCE SERIES. 

VT ai5 08 8 

ELECTRONICS 2. LEARNER'S MANUAL. 

VT 015 952 

INDUSTRIAL ELECTRONICS. COURSE 
OUTLINE. AUTHORIZED COURSE OF 
INSTRUCTION FOR THE gUINMESTER 
PROGRAM. 

VT 016 236 

CONSUMER ELECTRONICS PROGRAM. PLAN 
AND OUTLINE FOR SECONDARY LEVEL. 

VT 016 418 

BASIC ELECTRONICS VOLUME 1. RATE 
TRAINING MANUAL. 

ELEMENTARY ED ULAULCIi 

VT 015 836 ED 065 671 

WURLD OF WCPK. FIRST YEAR REPORT* 

1971-1972. 
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E^^E MENTARY GRADE S 

VT 015 044 3 

GRADES K-6 RESOURCE SUPPLEMENT TO 

THE CONSUMER EDUCATION CURRICULUM 

GUIDE FOP OHIC. 
VT 015 371 VO 

TEACHER'S GUIDE FJR INCREASING THE 

CAREER AWARENESS OF ELEMENTARY 

SCHOOL CHILDREN. GRADES 4-6. 
VT 015 525 15 

WHAT WILL I BE FROM A TO I. 
VT 015 608 16 

GUIDE Ta TEACHING READING IN THE 

ELEMENTARY SCHOOLS. 
VT 015 938 23 

VOCATIONAt ENRICHMENT FOR 

ELEMENTARY EDUCATION. 
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VT J16 OIP 25 

CAPFS~-A GUIDELINE fO^ CAt?EFR 

AWARENeSS PROGRAMS fOk THF 

iLEHfNiTARY SCHCOC* PART 3, WHAT 

ab:iut vocational education? 

VT 016 112 y 

CAREER EXPLORATIONS. DESIGNS FOR 

FIfiLD Tf^IP fttPHRTING. 
VT 016 2^1 34 

ADMINISTRATORS' GUlDfc TO CAREER 

EUUCATIUN IN THF FLEMENTARY SCHOOL. 
VT 016 2^9 35 

VOCATIONAL CARFEP QCIFNTATIGN, 

GRADES 1-6. 
VT 016 284 36 

CAREER EDUCATION CURRICULUM GUIOE. 
VT 016 2^6 36 

CAREER DEVELOPHFNT: BIBLIOORAPHY 

AND LIST OF PROGRAMS. 
VT 016 500 ED 066 605 <r8 

WORLD OF WORK. CAREER AWARENSSS 

DEVELOPMENT PROGRAM FOR THE 

ELEMENTARY GRACES. 

£Liij£JJlARy SCHPpI- T ^At^HFR,S 

VT 016 859 56 

YOUR FUT'URE IN ELEMFNTARY SCHOOL 

TEACHING. ARC0-R3SEN CAREER 

GUIDANCE SEPIES. 

VT 016 368^.- 

GUIDELINES FOR ESTABLISHING AND 

EVALUATING CIVIL ENGINEERING 

TECHNOLOGY PROGRAMS. 
VT 016 8A3 

YOUR FUTURE IN THE HIGH FIDELITY 

INDUSTRY. APCO-ROSEN CAREER 

GUIOANCe SERIES. 
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VT 016 419 
ENGIKEMAN 
MANUAL. 
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£!lIiUSil^UEMaitli:i 
VT. 016 222 / 

V. I. p. COMMUNICATIONS CURRICULUM 

FOR AUTO MECt^ANiCS. 

VT 016 020 

VIP COMMUNICATIONS «.URR ICULUM FOR 
AGRICULTURE. 

ENYIRQNMFN TAL FDUCATjOfj 
VT 016 010 

ALL AROUND YOU* AN ENVIRONMENTAL ' 

STUDY GUIDE. 
VT 016 209 ED 065 721 

INDUSTRIAL ARTS AND ENVIRONMENTAL 

EDUCATION. A RESOURCE GUIDE. 
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VT 016 21^ 

EOUlPMfcNT FCF TfACHiNG ChILO 
OEVELOPKefvT If, JUNIOR AND SENIOR 
HIGH SCHCLL. 

VT 016 *37f ' 10 066 

CRITEkU FGK 7Hfc ESTAdLlSHMENT AND 
MAINTtN/MCt Of TWO YEAR POST HIGH 
SCHOOL W^STe»»ATFfi TECHNOLOGY 
TRAINING P^COFAMS. VOLUME I: 
PROGPAN. CJ" ITERU. ^ 
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VT 015 38? ' 1( 

BASIC TRAINING P>abRAM FOR DR|IVEK 
LICENSE bXA^a^frF. TRAINEE STUbY 
GUIDE. \ 

VT 015 3j>4r ' ^ 
BASK'TKAIMNO f-FsOGRAM FOR DRIVER 
>itt=NSt tXA^'I^tR. INSTRUCTOR'S ' 

^' LESSON PLANS. ^ 

VT 015 94E 

INDUSTRIAL AR TS / T '^NTAT I VE COURSE 
OUTLINE. AUTHCRizEO COURSE OF 
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VT 016 370 

GUlDELlNtS FOR [ThE TRAINING OF 
NURSE AIDES. 

VT 015 045 

HOME tCC'NGMICS FOR FAMILIES WITH 
LIMITED I^CC^'E RESOURCE SUPPtEMt^NT 
TO THE CONSUMER EDUCATION 
CURRICULUM GUIDE FOR OHIO. 

VT 016 420 

FAMILY LIFE AND hUMAN SEXUALITY. A 
CURR ICULUM GUIDE. 
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FEC F RAL AG £^)ryF<; 

VT 015 267 ; — 8 

TEACHING TAXES PROGRAM. TEACHER'S ^ 
GUIDE. 

££DERAL GCVfcKt^LM 

VT 015 267 8 
TEACHING TAXES PROGRAM. TEACHER'S 
GUIDE. , 

VT 016' 840 52 
YOUR FUTURE FN THE FEDERAL 
GOVERNMfcNT. ARCO-RGSEN CAREER 
GUIDANCE SERIES. 

FIELD TRIES - ■ 

VT 016 112 28 

CAREER EXPLCPATIONS. DESIGNS FOR 

FIELD TRIP REPORTING. 
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VT 316 3Cf 37 
*=ILVS CN ^AHPChl^' P^OD\JZ^'~) BY U.S. 
OHPADTHENT Of 

VT 016 285 ' 36 

FIND A CAREE!^ Tf.AT COJMS — ?N 

HOSPITAL FINAr^CIAL •^ANAGEHENT. 
VT 016 666 59 - 

\0U^ FUTURE IN dANkING. AQCC-POSEN 

CAPEEP GUICAMCE SE^ lES. 



FQCp S I\STFp( 
VT 016 31^ **l 

COURSE CUTLINE FCk CCMMEkCIAL 

FOODS. 

VT-016 ^07 44 
A SUPPLEME \T;.P Y TRAINING PROGRAM 
FOk 5CHCCL FCCC SERVICE PERSONNEL. 

VT 016 bt^ 55 
YOUR FOTuPt U JC6S AdROAD. 
APCO-RCSEK CAPEEP GUIDANCE SERIES. 



FINANCIAL. 

VT 015 321 10 

INi'^USTP I AL PA^^ INC. 
vT 015 623 17 

ST3CK ^:ARKET Ar.. 

VT 016 234 33 
AuTO BODY REPAIR AND PAINTING 
PROGRAM* PLAN AND OUTLINE FOR 
SECONDARY LEVEL. 

LLlutil^lhAlhlhQ 

VT 016 864 58 
YCUP FUTURE AS A PILOT. APCO-ROSEN 
CAREER GUIDANCE SERIES. 

tOnn^EE^LL S SI£iiL-£££U£ATI CN S 

VT C16 860 57 
YCUP FUTURE IN THE flAKERY INDUSTRY, 
ARCC-ROStj'; C/iREER GUIDANCE SERIES. 



VT 016 esc 

YOUR FOTUPb IK FORESTRY. ARCO-ROSEN 
CAREER GUlDANCb SERIES. 
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VT 016 408\ 

SEMINAR ON SANITATION FOR 
RESTAURANT OWNERS AND MANAGERS. 
UN I T I . \ 



VT D16 855 \ 56 
YOUR FUTURt IN RESTAURANTS AND FOOD 
SERVICE, ARCu-ROSEN CAREER GUIDANCE 
SERIcS. 

VT 016 24? 34 
POST SECONDA^RY fllD SERVICE GUIDE: 
SANDWICH GIPl, SALAO GIRL* AND 
LUNCH C^UNTPP WORKER. 

VT 016 407 44 
A SUPPLEMENTARY TRAINING P;^OGPAM 
FOR SCHOOL FOOD SERVICE PERSONNEL, 

VT 016 833 51 
YOUR FUTURE AS A DIETICIAN. 
ARCO-ROSEN CAREER GUIDANCE SERIES. 

VT 016 855 56 
YOUR FUTURE IN R?:STAURANTS AND FOOD 
SERVICE. APCQ-RUSEN CAREER GUIDANCE 
SFR lES. 

VT 016 860 57 
YOUP FUTURE IN THE BAKERY INDUSTRY. 
ARCO-ROSEN CAREER CUlD/^;jCr SERIES. 



VT 016 22£ , / 32 

AN INSTI^UCTLP'S GUIDE FOR A PROGRAM 
IN FUEL SYSTEM SERVICES, TRADE AND 
TECHNICAL tCUCATION. AUTOMOTIVE 
INDUSTRIES CCCUP/TICNS. 
«,. VT 016 413 44 
MINE Mi.INTFN^NCt MANUAL, FINAL 
REPORT. 

FUTURE FAfcMLF S^LL Af3££lLA 

VT 016 319 37 
THE NATIONAL Cf^ CAN IZ AT I ON FOR 
STUDENTS IN AGRIBUSINESS AND 
NATURAL KESCUPCtS. 

VT 016 027 26 
FEDERAL CAREER IIRECTOKY, A GUIDE 
FfR CCLLEGE STUDENTS. 

VT 016 640 52 
YOUR FUTUPE IN THE FEDERAL 
GOVERNMENT. AFCO-k/OSEN CAREER 
GUIDANCE SERIES. 

VT 016 029 26 
GUIDE TC l^eCfPAL CAREER LITERATURE. 

GGVERNiMENT F C L£ 

vr 015 lit 6 
CONTEMPCRARY AMEP ICA'^ PROBLEMS AND 
GOVERNMENT. ...GPADE A12, AN 
INSTFUCTICNAL (,U1DE. 

VT 016 b66 58 
YOUR FUTURE I^ THE BEAUTY BUSINESS. 
APCO-POSEN CAREER GUIDANCE SERIES. 

VT 015 239 a 
IMPLEMENTING A FUNCTIONAL 
ELEML^NTi^RY SCHOOL GUIDANCE PROGRAM. 
A HANTBOOK ON ELEMENTARY. SCHOOL 
GUIDANCE. 
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VT Ulfc 016 24 
• WHAT to'TUT i/nCi:4Tn\AL tDOCATI-JM? A 
GUIDELINE FOP ACTION IN THE 70«5, 
PA^iT I, 

VT Uie 017 25 
wHC AM I, wHE-.? A*^ I GOING, HO^ 00 
I GPT THecE? & GUIDELINE p^^. CAWtEC 
AWAGE\ESS. P^^T 2f .--iAT AHOUT 
VCCATIDNAL EC'JCATIOV;? 

VT 316 376 en J06 575 41 

C^i^ITEClA FOI^ THE ^ST A'a ISH'^tNT ANO 
MAI.\TENA-^CE OF TW? YEA? POST HIGH 
SCHCCL WASTEWATER TEChNOLD-jY 
TkAIM,\G PRCGRAMS. volume I: 
PkOGRAM CRITE'^IA* 

VT 016 377 ED 066 376 41 

Cc;iTERlA FOP THE E ST AH L I S H>^E NT ANO 
hAINTENANCE OF TWO YEAR POST HIGH 
SCHOOL WASTEWATER? TECHNOLOGY 
TJ^AINTyjG PROGRAMS. VOLUME II: 
CURPICULU*^ GUIDELINES. 

vT 0L5 744 im 
HOW TC COMPLETE THE TE^jr^rSSEE 
VOCAT lUNAL-TEC HNI C AL STUDENT 
ENPOLLf^ENT FOnM. ^ f 

VT 016 242 34 
HOME ANO COMMUNITY SE^^VICES. COUi^SE 
OUTLINE. 

HEALTH I^IHUEAII^M 

VT 016 22 5 32 
HEALTH OCCUPATIONS — AN EXPLCRATCrY 
COUPSE. 

VT 016 634 . 51 

YOU'^ FUTUO-E IN PHARMACY. ARCO-ROSEN 

CAREER GUIDANCE SERIES. 
VT 016 837 • 5i 

YOUR FUTURE IN MEDICAL ASSISTING. 

ARCO-FOSEN CAREE!^ GUIDANCE ^irRIES. 
vr 016 844 53 

YOUR FUTURE i-' ^FOICAL TECHNOLOGY. 

ARCC-PCStN CAREER GU I DANC E SE R I E S . 

VT 015 461 )4 

BI8LI0GPAPHY OF MATERIALS AVAILABLE 

!N THE CAhEE» DEVELOPMENT CENTER. 
015 8^6 20 

FUNDAMENTAL SKILLS IN THE CLINICAL 

LABORATORY. UNIT 1; SPECIMEN 

PROCESSING. INSTRUCTOR'S GUIDE. 
VT 015 949 21 

COOPERATIVE HEALTH OCCUPATIONS 

EOUCATION. COU;^SE OUTLINE. 

AUTHORIZED COURSE OF INSTRUCTION 

FOR THE QUINMESTER PROGRAM, 
vr 016 134 ^ 28 

FUNDAMENTAL SKILLS IN THE CLINICAL 

laboratory; unit l: SPECIMEN 

PROCESSING^ STUDENT MANUAL. 



VT 016 Zi^ 

HtALTH LCLUi-4llL?S — A\ ExPl^hATJ-Y 
COURSE. 

VT Olt, 227 3j 

HEALTn CCCl^ATIL^S E )^ PLC- ATj- y 

•^COULh. ^r. ir.TI-n JCTiCN TO GAI\FUL 

£^FL:YNer,T r ri/ilr-. :^CC JPAT Il'\5 

FPK JUMlf- FiGb L\Z ^A-^r^ SCHCJL 

STUDENTS. 
VT 016 3fc<^ 

TEaCHlf,G hLALT,- lCCj^"Mr:\S 

cDOCATlLfv I^ Hi'.,f- SC^■:^JL. 
VT 016 37C; 40 

GUID'El. Ir^lES FC> TKE TPAINI^G uF 

NURSF AlutS. ^ 
VT 016 39b v3 

CLINICAL INSTf-UCTQR TPAI^INIG 

PROGRAM. TP nr. Eh 'S .'*<AMJAl. 
VT 016 t33 51 

YOUR FUTUKE ^ CIETiClAk. 

ARCO^f^CS£^ e^f-FEf- GUlJANCt: 
VT 016 ij34 51 

YLL^ FbTU^ F IN Pf-fikMACY. iKCn-r^jStN 

Ctfi^^h GUII^InCE SE^^IES. 
VT 016 bt9 59 

YCU=. FUTuF{ ir, CENTAL ASSISTT^r.,. 

APCn-HCStr. CARELi- GUlCAf4Ci: SERIES/ 

VT 016 31C 37 
THE NATIONAL LPG.'MZATION FUR 
STUDENTS IN AGMHUSINtSS AND 
NATURAL l-ESCLf-CLS. 

VT 016 <*C3 44 

PESOUf-LtS IN HCML ECONOMICS FuR THF 

BLIND HCMtMAKEK, SUPPLEMENT. 
VT 016 c5.6 56 

YCUR fUTUKE AS A HCME ECONUMIST. 

APCO^PUSEN' CAF EEf • ^>U I DANCE SERIES. 

VT ilh 2C3 . 30 

CQGRDINATING PACKET OF LEARNING 

AIDS hllH A TeACHING UNIT IN 

CONSUMED CREDIT. 
VT 016 219 31 

EUUIPMfcNT FCF TEACHING CHILD 

CEVELDP^^^:^T in junior /no senior 

HIGH SChr ij. 
VT 016 t3t :,2 

YCUP f-UTuPh IN 1^TERI0R DESIGN. 

ARC0-PLSE^ C^FEEP GUICaN^.E SERIES. 
VT 016 641 * 52 
^ YOUR FUTURE IN FASHi-^N DESIGN. 
' ARCO-ROStr. CAREEf' GUiDANCE SERIES. 
VT 016 656 5t> 

YOOR FUTUFE AS A HOME ECONOMIST. 

A^CO-RLS£^ C/iPEER GUI DANC E , SER I E S . 

VT 016 403 44 
f^ESOURCES r^ HCKE ECCNOMICS for THE 
BLIND HOHFMAKEP. SUPPLEMENT. 
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VT Jit i^c^ ^3 

HO^e PCuNC^ICS cCJCiTIGN COURSE JF 

STUDY FCK CCCUPATICNALLY -^lEMED 
CLASSES. G=^ADtS 6, 9, IC. 

HOSPITAL PPk S I:i^iit 

016 2^5 36 

Pro A CAi^EPC THAT COUNTS — IN 

HOSPITAL FINANCIAL *^ANAGEMENT. 
VT 016 F52 55 

YOyc FUTUCH IN HnSPlTAt i^CPk. 

At<CC-i?USFN CARHE'^ GUIDANCE SERIES. 

VT 016 8A7 

YOUP FUTURE !N HOTEL *^ANGE'-1ENT. 
ARCO-PGSENi GUIUANCP SERIES. 

HUMAN 1££^I££^ 

VT 016 372 4.0 

Cnu^^SE GJTLINE PG^ COSMETOLOGY. 
* r 016 A2A ' 

SHIP SERVICEMEN'S HANDBni3<. RATE 

T«4IMNG VANUAL. 
VT 016 eei 55 

YOUR FUTURE IN OPTOMETRY. 

ARCO-POSEN CAREER GUIDANCE SEPIES. 

VT 015 583 15 
CURRICULUM GUIDcf GRADES 7-L2. 

VT 016 2AI 3<, 
ILLUSTRATED OCCUPATll 3 RELATED TO 
NINE ACADEMIC AREAS. 

VT 015 688 ED 065 668 

ABSTRACTS OF INSTRUCTIONAL 

MATERIALS IN VOCATIONAL AND 

TECHNICAL FCUCATION (AIM), VOLUME 

5, NUMBER 3. 

VT 015 856 20 

FUNDAMENTAL SKILLS IN THE CLINICAL 

LABORATORY. UNIT i: SPECIMEN 
PR OCE S S I NG>N I N STR T OR • S GUIDE. 

VT C16 134 28 

FUNDAMENTAL SKILLS IN THE CLINICAL 

LABORATORY. UNIT 1: SPfcClMEN 

PROCESSING. STUDENT MANUAL. 



INDIVI0UALI2ED lNg.TRUCTlQN 
VT 015 534 

OCCUPATIONAL ORIENTATION. 
VT 015 9A7 

DIVERSIFIED COOPERATIVE TRAINING. 

COURSE OUTLINE. AUTHOAIZEO COURSE 

OF INSTRUCTION FOR THE- OU INMESTER 

PROGRAM. 

lNOUr.TRI/H, AR T5; 
VT 015 041 

INDUSTRIAL ARTS RESOURCE SUPPLEMENT 

TO THE CONSUMER EDUCATION 

CURRICULUM GUIDE FOR OHIO. 
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VT 015 9Hfc II 
INCUSTMAI AFTS. TENTATIVE COURSE 
OUTLINE. /UTfiCJilZED COURSE OF 
INSTRUCTILN FLf^ THE QUINMESTEh 
PSGGRAM, 

VT 016 El C65 721 31 

INCUSTf^.IAl ARTS AND E N V I QNME NT A L 
truCATlLN. A f-LSlURCE GUIDt. 

INDUSTRIAL fcjjLCATICN , 

VT 015 130 t> 
INDUSTRIAL ^;:ThE»'iTlCS I. AN 
INSTRUCTICNAL GUIDE FOR SENIOR HIGH 
SCHOOL. 

VT 015 42C EC 06^ 355 12 

AMERICAf. If.CUSTfY INSTRUCTOR'S 
GUIDE. LEVEL If FART L AND 2. 

VT 015 947 21 
OIVERSIFHL CCCPtRATlVE TRAINING. 
COURSE OUTLINE. AUTHORIZED COURSE 
GF INSTPUCTION FOR THE UUINMESTER 
PROGRAM. 

VT 015 21 
INDUSTRIAL AhTS. TENTATIVE COURSE 
OUTLINE. AUTMKIZEC COURSE OF 
INSTP.UCTiCN FCF THE Cf'VMESTER 
PROGRAM. 

VT 015 952 22 
INDUSTRIAL ELECTRONICS. COURSE 
OUTLINE. AUTHCFIZEC COURSE OF 

• INSTRUCTION FOR THE QUINMESTER 
PROGRAM. 

VT 016 375 41 

COURSE OUTLINE POR GENERAL 

ViOCDwOkMhG. 
VT 016 413 44 

MINE MAFivTENANCE MANUAL. FINAL 

REPORT. 

VT 016 536 50 
INDUSTRIAL SAFETY EDUCATION FOR 
SHALL INOUSTFIES. 

It^DUSTRlAL ?L?ii.hhiL 

VT 016 53b 50 
INDUSTPIAL SAFETY EDUCATION FUR 
SMALL iNGUSTKlf S. 

* VT 016 413 44 
MINE MAIN — NANCE MANUAL. FINAL 
REPORT. 

VT 015 tf^C il 066 5*^5 12 

AMER I CAN IN OUST FY INSTRUCTOR • S 
GUIDE. LEVEL i, PART 1 AND 2. 

VT^016^847 54 
YOUR FUTUFE IN HOTEL MANGEMENT. 
ARCO-RCStN CAFEER GUIDANCE SERIES. 



[ ?-STKuCTirN. 



VT D16 :S1 

hU^^ANI 2 ^r- l\S TCUCT IC\Al 

PKir-.'CIPiLS. 
VT 01 5 26 L 
VT 01 6 

CJOrL;I^AT 1\G A -ACKPT Cf L^A^'.r. 
il^iS i^ITH A T^ACHI^^. u^IT :\ 

VT 0l6 017 

WHO A*^ I, wMf-r AM I C,ri\o» p~ 
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Vi:CATin\AL fruCATICV? 
VT 316 112 

F 1 ELD U I ? ^FDQCTI ^G. 

VT 015 077 

UCCUPATI0^AL CL'JSTtNS. ''XFyPLA^.Y 

PROOF AM IN :A^rr^v ^OUCA ,0'4. 
VT 015 223 

CARPFPS IN TrCH\aLl.!:iY. A k&SO'J>^CE 

UMT FOR GPACES THPcE A^O FOUP* 
VT 015 237 

TALKING Sh^d TH wisC COWJHERS. 
VT C15 238 

TALKI\G S^-nP T? TEF\ACP CONSUMERS. 

Y':^U ^-F A fJ'^^SUME^* 
VT 01 5 3 83 

HA SIC TRAINING PR'lGf-AM p. J- 0^1 \fT^' 

LlCrNSE «^>AMN.:k. T-^AINFL ST'Jl-Y 

GUlCt. ' 
VT j15 3^-^ 

:^ASIC TC.AI\ING '>«uGRAK CP, IVtR 

LlCFNSr eXAyiNEP. I\STPUCTjP»S 

LESSON PLAf^S. 
VT 015 580 

COOPriNATED .V^CATIJ^;AL ^'OUCMljN 

TKAIMNG. P^^^LIMINA&Y D^APT* 

INSTPUCT lONAL MATERIALS 

VOCATIONAL- MATED MATH. 
VT 015 68R OSb 66*? 

ABSTRACTS OF INSTRUCTIONAL 

MATtRIALS IN VOCATIONAL ANO 

TECHNICAL EDUCATION (AIM), VOLUME 

5t NUMBER 3. 
VT 016 020 

VIP COMMUMICAT inr^S CURRICULUM FOR 

AG^ICtLTURE. 
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VT ji^ 

Cf lji; 3i: L - ^iLL^. 

VT oa^ i: . 

C^L^ISICV If : 
c - i . G -< ; « 

:a- i ,. . ^ I; r. 



I 



71^ 

L T 11 N F : I J f# A y 



VT 



Olo 2^^ 
Vl-^IMA ^ 



vr L . r \ T 
- L t- : ^ > . 



J- r^T 



TU-.GST 

VT j16 t 

•CCIftr 1 I.' \: 



; TI ^) rtiL :)!• 



i . t I 



r.'^T::\, a\.uysi s, 
i r < 1 ' r T A h ^• 

. ^ L L VC e L J- - ' S 



>i L' t " V i i 
G.il?-. 

VT : I- f L ■ r 7 ^ 

•■'i:- — :( Liu T • . , t> 

CL- A- IG^ t^i i.iij--:.TS ^c^:>-'Tt- IG 

Af^?T-A^.l ^ ; f tT- uCML^^AL 

viT£-r K L ^ i ^ VI C T ;:_\AL G j 

TeCHV.JCAL rL'jf/TI'G (AI^), V.^LJ-^b 
GUNLt- 

VT 015 S7- 

AC'-L h V.L i I L . U L AT K:gA(. 3J I SAGC c 

^-AGCbL LK f ; F. 1 t r 0 I ST P I BU T I V ^ 
rOiJCAT it \ 1 {At \^br -COTi- jIG ATJ- . 

VT 016 

TW AI Nir C. ^t^oci . 

^ Fl] j>- f ! r lr.SU3A^ce. 

Ar^CG-i^C St r C;.M ^ GUI t A\L F i r i ^S. 

VT 016 -bt 

STUDY LCf U^ AT ^"\ALLY C^^ie^Tbi: 

CL ASSt :. . b\- /i Li: ^ , 9 , A\l. 10 . 

VT C15 7C 5 

A WUPKSHbf HtlLFT ONJ A ^^FOGRAH FOR 
GENE^^AL CLhI-KAL OCCUPATIONS 
CUORRULUF CUltt (A TRIAL REPU^^T). 

VT 016 

INTEPDISCIPLINAM APPROACH TO 
CAREEF LEvELCl^^'Lr.T THROUGH A 
PROGRAM Of GtC.UFAT iONAL ECUCATIUM. 
VT 016 2CS to C65 721 

INOUSTFIAL AJiTS AND ENVIRONMENTAL 
eOUCATlLN. A KSCUi<CE GUIDE. 
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7-a rnc T^- iNCIVluJiLt Tm? 

VT jl^: 

VT 0^6 P33 
01'= 21 = 

T-C'^ 'FITTING C'JL'^U-', A ^rSv'UPCr 
VT Jl?: JIJ , 

- . • - 

Vr 016 19B 50 C6S 739 

p-?:)r,=^&y uf I^S*3tJc^^^ phr hi -fWAY 

C'-LLISION INVESTI rjAT I ON TK^ilMNG 



vT 



:£Ai^i. 



33 
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. S>^ ILL i IN T-F CLISICAI 

P-GC£SSIf.c* irSTi-aCTC^'S Guioe. 
VT 016 15^ 23 

^J^j^yitl^t SKILLS IN The C- IMCAL 

L?--r-iTCKY. tMT I: SPECIV^N 

^' CfSSINu* STtLcNT ^'ANUAL, 

lA:ii:^AillLtii 

vT 316 3c2 ^2 
CnNAVtNTAL FLArTS FHC? I NS T I T UT 1 Uf» A L 

VT C15 & 
CC^^'UMC AT iCf.S AS A MEANS FCk 
TPANSMIT T ir.L CljLTiJse. A PESOUkCc 
LMT f^^h ir 7t i-^tl I ATE GP-AuES. 

l.^.ii-.iji£LLLi±.i.I:T 

A^Ca-KCSrr CA-eEP guilance SERies. 

foSr.tiS l^r A COUPSE :Tjjy FUK 



VT 015 623 17 
ST'^Ck MftKKET A*r. 

VT 016 IGfi FD 065 71P 30 

PS OGPAM 01- !^jSTRUCTIu^ HlGHt^AY 

C^LL I SIC\ I r'.v5 Sri GAT I UN T w A IMNG 
PP')GPA-^. 



VT J16 3-76 ' ^^ 

ClIMCAl iNST^tCTUP TPAIMNG 
PFCGPAV. IFAfNkMS MANUAL. 

VT 016 3t5 42 
DtXA^^LlXAt CHAPTfcP LeADE^SHlP 



VT J16 »^ 55 
VOjP Flj''»tF I'j ^JdS A'^-•■'^L, 
AtCr-;;OSeN C^Ptt^ GUIDANCE SS^ICS. 

vr <'Q 36 7 ^f60 5 J 

^LVTjL J'J >hp JUMCr HIGH 



VT 015 430 066 - ^ 12 

A'^J^rlCA.^ I\nuSr-Y \"Tlfv«^ 

VT 015 b78 2'^ 

CAPEEf- ~ = U\TATION» GRADES 7, 
A\:') 9. - 'XCUPAT I J^iAL 

VT 016 134 28 

FUNDAMfMAL Sk 11 t • Cllf^ICAv 

LA^^CPArOPY. UNIT i: ,> x'^l^ 

t^^OCESSING. STUDENT HANUM , 



W 015 21^ 

CC'^^^UN'K Al i LNb AS A MEANS FUP 
TRANSMITTING CUlTit^.E, a PESGUPCc 
CNIT fCf- I^TLf<^'^ "^TE GPAOES- 

VT 015 

r .^-Ec^- S if, r!L U < I CAL 
SC lENt f ^— HLAf TS. tLcVENTAi^Y UNIT 
f J- j<:-iz^ 5 ArG 4* COaB CUUnTy 
cccj' ATicf/L Ar,L cu^eep develc^ment 

" 'GJ' AV. 

VT Jl5 iS< 

CAPFb?- Kt'GATICN f >^ GIIHEKT ^lOGLE 
SCH^'l STlILNTS. ScVcNTH gpade 
TEACHtf- • S GGitU 

VT J15 5C1 

CPEPATICN r.lCGt">'N INNOVATIVE, 
CO^'PRtHt r.S I VI VUCAT JONAL EUUCAT ION 
PPCGPAr^ FcP GI SAbVANTAGED Yi .TH. 
KlN0f*-QAn1-N-ttVEL- 6, 

VT C15 tic 

CAP^^ef- fUUCATICN PGR GIllLKT MIDDLE 
SChOCl STLPtMS. EIGHTH GRADE 
TFACHEr, •$ L»tU C • 
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VT 95cf 

CAi^EE^'. OtVELCP^tNT ACTIVITIES Fl» 
SADVii\TA-3c*~ tLc^ENTA^Y CHILDREN 
I^ THE ELr**FMACr SCHOOLS. 
IMST-'JCTICNAL »*ATcPIALS =>ES"'j2Ct: 

jl6 085 

CnjNTOC»<\ TC TH? 70«S. ?CCJPATIO\AL 

iNfCf^MATICN FH^ UPPc= ELEHeMAKY 

ANC MIDDLE G-ACES. 
VT 316 100 

dJSI%ESS LAW. A CGU-SE 0^ S'^'jny f j;; 

StMO^ HIGH S':H'}nLS. 
VT 016 ^66 

A lU^klCVUJ^ GUIQE FCP AE^^OSPACE 

EOJCATIGf.' 

VT 316 l«6 

CONSUMER EDUCATION A\u VA\AGE^E\T 
^•ESOU^CE GUinE. 

vT C16 351 

HUMAf;UlNG THE INSTRUCT I NAL 
PPICESS. A CtSCU^^Ct GUIj^ rCP 
PRINCIPALS. 

lliiAL_£iJ^£i:iIiSIiaUT Y 
VT 0 15 <.7l 

Tm£ LAK FCp Y?U. ACCENT/CONSUME'^ 

cOUCAT ION, 

VT 015 0^5 

riC**t ECQNCMICS FOR FAMILIES WITH 
LiMITtO ^INCHME P.ESOUPCE SUPPLEMENT 
T9 THE rC S:."^1E'^ EDUCATION 
CU»PlCUi.U^ vUiDE FOP OHIO. 

VT 016 41^ 

AVIATION MACHINIST'S MATE J 3 AND 

2. -ATE TRAINING MANUAL. 
VT 016 ^19 

ENGINEMAN 3 AND ?. »^ A T p TRAINING 

MANUAL. 
VT 016 '^22 

AVIATION MAC H I M S T • MATE - »> WD 

2m PA" T^-AIMNG MANHAl. 
VT 0 16 ^^3 

AVIATION MACHINIST'S MATE R I AN/' 

C. RATE TRAINING «ANUAL. 

VT 016 <08 ' 

SEHINAP ON SANITATION FOR 
RESTAURANT OWNERS AND MANAGERS. 
UNIT I. 
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VT :i5 c^c 

SUC?LEM£r,T T-f C:\S^*-t^ 

ECUCATIC LL-M^LL^- GJIPE 

:Hir. 

VT Olt ^^T 

^A\UAL -S^ SA\.tr.E- INjT^jCT^^^. 

VT 015 o^G 

MANP >t F T r AI r I f,^, sc j^^ce 
5UPPLt^ £ r,> T: Tf-F CC\SJM£ 
eCuCATir\ CL^J^ICULUM GUiPE FJ^ 
CHir. 

■^ANpCrirn r.L:, ^ ^ 
VT 016 3o£ 

FIL'^S ;.r ^A^Pc«rr Pn"j:i.JCf'J -J.S. 

rFPAt-T^-tM Cf- LAjU-. 
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VT Jl^ AC^ 

^PE^iTir^ ^a\lAl f-^= I.e. **^7 

rrrPcHAT I VtL VtC A7 I GNAL f XP^:^ I ENCt. 
VT ulo lit 

t PLAN FC^:^|C/> -i^- EXPLjRATIjN, 

G-.AOf F. <^ 
VT 016 > 

A PLAr. r Lvi^CAf^ Ltl- iXPLQRATiU\» 

GPAPE 7. 
VT 016 3t7 

PUSlNtSb SFfcKh: A SECON! LANbJAGt 

FOF VCCATlurAl USE. 
VT 016 AU 

p':^stal CLtf-K anl >• rate t-^aining 

MAr;uAL. 
VT 016 -.17 

PAMAGE CCrTMLKAr 3 AND 2. ^<ATE 

TRAINING f'ANuAL. 
Vr 016 ^16 

PASic tiecTf-crics volj iE i. .^ate 

TRAINING ^ AMJAL. 
VT 016 

ENGINEK^r. 3 ^NL t. RATE Tf^AlNlN.* 

MANUAL. 
VT Olo ^22 

AViATICr' ^*^C^^Ir.I bT« S MATt K 5 ANT 

2. PAIL T;- ^ INif.i, MAN !AL. 
VT 016 A2j> 

AVIATICN '-^^ChIMST'S MATF h i .V^Q 

' • R ATe ~ - i IMfa- MAN jAL . 
Jl*^; '-/^ 

STPFL^,>r^h 1 tUi. C. r^ATE TRAlN'NG 

MANUAL. 
VT 016 *^2t 

CONSTFUl TIOK^'AN. RATE TKAi'^iNG 

MANUAL. 
VT 016 4?7 

AE^OGRAPHtft MATE 3 AND 2. RATt 

TRAINING MANUAL. 
VT 016 533 

VA CENTtfi SAFETY TRAINING MANUAL. 
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37 



39 
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VT 016 5: 
GUlCfiNCE ^E^IES* 



VT 316 A27 



^7 
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VT 016 -65 



VT 016 379 

CISTWTBUTlve EDJCATICN. i<JTHO?lZED 
CCU-5t OF I\STP.XTin% ft- Th£ 
QUI%HESTE» PC JS5&«. 

VT G15 560 

CnDPOlN&TED VjC&TIONAL FDUCATIjN 
TRAINING. PSfLl*^ISfi^Y CkA*^!. 
iNSTRLiCTi AL ^^ATEftULS 

;nCATiCNAL-p?L atf:^ math. 

vT 015 130 

I\3LSTRI»L 'HATHPMATICS 1. Af^ 
INSTRUCTIONAL GUIDE F^^ft ShNlOK HIGH 
SCHCOL. 

vf^0l5*580^ UiULUil 

COORDlNATbD VOCATIONAL EOUCATION 
TRAINING. PREL IMI ISIARV DRAFT. 
IKSTRUCTITNAL MATERIALS 
VOCATIONAL-RELATED MATK. 

!i£DICAL-ASSISU:^Ii 
VT 016 837 ^ 

YCU« FUTURC IN MEDICAL ASSISTING. 

Ac.CO-RnSEN CAREER G'JIDANCE SERIES* 

MEDICAL ECUCATIQN 
VT 016 863 

YOUJ^ FUTURE AS A PHYSICIAN. 

ARCC-ROSEN CAREER GUIDANCE SERIES. 

VT 016 ^63 

YCU» ^UTUf^E AS A PHYSICIAN, 
ARCC'-KCSEN CAREER GUl^^ANCt SERIFS, 

VT 016 8^4 

YOUR FUTURE IN MEOK^L lECHNOLOGr, 
ARCO-ROSEN CAR"-fR GUU*ANCE SERIES. 

V 016 190 ED 065 713 

iRAlNlNG PREPRQFESSIONAL MENTAL 
HEALTH ^^CPKEPS: REPORT OF A PILOT 
jJCCT. 

VT 016 

STEEL.* rR 1 AND C ^ATE TRAINING 
MANUAL. 
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, T 016 cL 06? ^9: 51 

^K^-^i- IC h£ CCl lei T iCN CF 
CL6A- ]^G^-l USc :C<.U^EnTS J^tPQ^TEO I\ 
AbST-ALTS TF INSTRUCTIONAL 
MATERIALS i^ VlC-STICNAl AND 
TECHNICAL tCUCATION (AIM), VJLUME 
5f NUKEEF A. 

yaiTAnY ijiAiMLi^ 

VT 015 St<» 

SIGNALMAN 3 Ar>L 2. NAVY TRAINING 

rcuF SE. 
VT 316 <»14 

iVlATiLt ^'ACHI^IST•$ MATE J 3 AND 

c. t;aimku manual. 

VT ^ Ic **r: 45 

AV:^TiL^ IfCTRCMCS TECHNICIAN I 

t\V f ■■ , t TRAINING MANUAL. 
VT :16 4U 45 

POSTAL CUf^K 3 AKO 2. RATE TRAINING 

MANUAL. 

016 417 45 

DAMAGE CCATFCLMAN B AND 2. ?^ATE 

TRAINING ^At^UAL. 
VT 016 41E 46 

EASIC ELKTPLflCS VOLUME 1. RATE 

TRAINING KAKUAL • 
VT G16 419 46 

ENGINfcMA^ 3 ANL 2. RATE TRAINING 

MANUAL. 

VT 016 422 46 

AVIATION KACHIMST'S MATE 3 AND 

2. RATE Tf^AlNJNG MANUAL. 
VT 016 423 47 

AVIATION MACHIMST-S MATE R I AND 

C. PATE TFAINING MANUAL. 
VT 016 *24 47 

SHIP SERVICEMEN'S HANCS:'^OK. RAT€ 

TRAINING MANUAL- 
VT 016 425 47 

STEELfciuf-Nti^ 1 ANC L. RATE TRAINING 

«ANUAL. 

VT 016 426 * 47 

CGNSTf.bC TU.^MA^. RATE TRAINING 
MANUAL. 

VT 016 427 47 

AEPOGRAFHl R 'S MATE 3 AND 2. ^^ATE 

TRAINING MANUAL. 
VT 016 511 49 

PHOTOOFAfr'htK'S MA H 3 AND a. RATE 

TRAINING MANUAL. 
VT 016 512 49 

INSTRUMENTMAN 3 AND 2- RATE 

TRAINING MANUAL. 
VT 016 56C 50 

SAFETY SCHCCLf FY 73. 

^Qr>jEY MANAGEMENT 

VT 015 466 ^ 13 
UNOERSTANOI NG\CGNSUMEP CREOI T. 
ACCENT/CUNSUMiR LOUCATION. 



-c c r ^' /c ^ *. s ' - > c I j\ . 
VT :.i5 t: 3 

it- vie- ST/iTi:\ tTT-*.-:L\T . 
I\3T-jrT:-«S ^'IK. -'.^ T^- i 

r o:??;- ATI vE e-JSIN^^ S S I JUCA"^ I0\. 

VT •:^16 l^-s 

VT :i3 e?i 

ST ^Ck ^i- Kr ' 



VT 015 ^^.^ 



VT C16 B<r5 

vaur FuTu=f IN \ucl:a- cNe^Gy 

VT D16 370 

GU::;ELrNFS FC- THF TkAlNI\j PF 
NUPSF AlOtS. 

015 377 

OCCUPATIONAL CL'JSTeos, EKE^IPLAcy 
IN CA3BEP EDUCATIu->l, 

VT Jl5 366 

Sf-VICfS. A PES7JRC!: UMT FC^^ 

tLc*^l7TARV Gi^ADtS. 
VT 015 <^50 

STENO-SeCPF TAW I AL Cus-UCUlJ^' :>UID£. 
VT C15 836 EC^ 065> 671 

wC«cD OF wO^^K. flRST YEAS ^EP'^kT, 

I<57i-IQ72. 
VT ul6 008 

EXPlCRATION in CARFrPS EnjCATION. 

CARPF5?S CFIP^Ti^D RFlEVANT 

ejaCAT ION, 
VT Ole 27^ 

OFF |CF-CLF«TCAL ClUSTFR PkJ ^A*^, 

VV 016 008 

EXPLORATION IH CAPFHPS EDUCATION* 
CAREEPS ORIENTtO RELEVANT 
EOUCATIQN, 

VT 015 

EDUC AT - ..^^AL-VDC/^ i ONAL ,U I ^AS/CC t 
GRADE 10. UMITS I-IV, 
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vT 31r 

>0'J- r . 7 I.: > >. 3 

^ - C - - . t ' { ^ L : r V J ' o A % C t: ^ - ^ ! i; s . 

YCC-* *-'^Tl-: ; SrC-tTA-Y. 

VI 016 r--: I 5^ 

VT ClO i-t? 

YCUf=> fUTufc ir. YIU" LH\ cUSlMSS. 

;ip{;p^^.^;c - J (^ii- e irf oUI^ANCi. Sr^ItS. 
VT Cit tb^ 5o 

YCL'^ Hjli^f : if. MbTAoRANTS huuC 

Sr^^VICt* CI :^t^ CA-(Et- v^Jlo»A\Cc 

VT :)16 htk S9 
your f L Jr J If ( =\o. A^Co-KCShN 

VT 016 59 
Yrt« FlJuM If L^jTAL ASSISTING. 
AhCG-KSir. C^^^tfr bUlDANCF Sc^ItS* 

v^ or- 906 ? 

CL'n»-If,C 5F?VlCtS T«>AlM\v,- GUlOE. 
TeNT^TUL t ClTlu' . 
VT Olb uMt ' 
HCMF KCMMCS Jf 6 T^^AIMNG 
^=^SOUKt SOfPLfKiNT TO THc CONSJ^cP 

^^^CATIc^. llh-icllu*' guil-c 

VT 016 3<» 
HC^G /^rC Cc^Mu^ITY SE-VlCeS, C~''JrSE 
ruTLlfsJ- . 

vT 016 Z^l 

POST SUCfbAf-Y f( cJJ SEPVlCt GUJQc: 
SANDrtlC^ UlF«L, SALAO GIRL, AND 
LUNCH c CUNT£F VtC> KER. 

VT 016 4b6 <^S 
HOME ECCNC^;lCt HUCATION COU'^ OF 
STUDY Fr K GCCU^^ T I ONALLY Cf^ltNTEO 
CLASSES,, G^ALtS fc, St AND 10. 
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^iz^Lz set, ^N-:^, Li^.ra CA^-?-, 

.-T "IS 22 3 ? 
wMT F-^? SPACES TH^^Et Frj:>. 

VT J15 10 

lPE"ATIO% IDGE — A\ I\NOvA^lv£, 

« 1 \::^PC7AttTEr^-LEVEL 6, 
VT 015 525 15 

WHAT riiLL I HE FR-jM A TO 
VT :i5 61C 16 

;>CHCCl students. EIGhTh v:,"AOt 
leACHE^'S GUIDE. 
VT C15 7 97 19 
CAKtE? EXPL^PATIJN, Ci-£EP PKnG"^y: 

VT 015 fc 36:> &?4 2D 

HOME rCHNC^ICS CC CUP AT I ON s, A\ 

EXOLOP/iTL'HY UNIT. 
VT 015 963 22 

AUTO /iSSE»'BlY JOSS. WC^tO OF nORK. 
VT 015 965 23 

•MAKING A LIVING INi CUNSEO VATICN. A 

GUIDE TO rUTCuHP CAt^tEPS. 
VT 016 027 Zi 

FEDERAL CARFtf^ '^IPECTOPY. A GUIOE 

FCk COLLEGE STU'^ENTS. 
VT 016 0«5 27 

CPUNTp 'kr>^ TO THE 7 j« S. OC C UP A T I CN AL 

INFfjP^MATICN FCR UPPEP EL^MENTAPY 

ANO ^^IDDLE GPACtS. 
VT 016 no 11 

JOBS IK SHIP ANr) ^^CAT ?UlLOING# 

>«CRLP CF wU-K. 
VT 016 23^ ED 055 724 3;l 

AG«tCULTUPAL SERVICE JCbS. WQRlD OF 

WORK. 

VT 016 241 3A 

ILLUST^ ATfcL": <"CCaPATIONS P^LATED TU 

NINE ACADEMIC APtAS. 
VT 016 2P5 56 

PINO A CAKEE^^ THAT C'jU\TS--IN 

HOSPITAL F l^;^'^CI AL ♦MANAGEMENT. 
VT 016 424 47 

SHIP SESiVlC t N«S HANfiF-^nk. ^ATf 

Ti^AlNING MANUAL. 
VT 016 491 4t» 

^OOEL VOCATIONAL PFFtCF. 4 

SI^UlaTLO TRAINING PPCGRA'^ 

1S70'1971. 

VT 016 500 EC 0^.6 605 Ae 

t^ORLC OF WORK. CAREER AWARENESS 
OEVElCPMENT t^kOGWAM FCP THc 
t ( C^EMTARY G'^AOES. 

016 ^-^4 5i 
yj-U^' j-UT^'^^E IN PMA2MACV. ^^^CU-^-' SiN 
F.A^Efc GUIOANCr SP&IES. 



^T Jl- r3r <i 
r.T^-t I*. **^Ji:Ai ASSISTING. 

Ji-C':-r;,5L\ LAr£i^ C-JI^ANCE SERIES. 
V^ :i6 t3t 52 

YlL- ruTc>t IN If Ten ICi? CESION. 

A?^C^--cS:^, C^f-tE- :>U]CA%CE SERIES. 
VT Q16 c-t 52 

^'^ - EuTU-c If THE FtCE^.AL 

VT C16 841 52 
FUTL^t Ir F^SnlCN DESIGN. 
i*■^:]--:S^:^ C-i-^t- ^UIOANCE SEnlES* 
V^ 01b c42 53 
^CU^ fUTU?: AS A SECFETAkY, 
a^^CO-w.SE^ C/^^eff. GOIOANCE SEhIES, 
VT 016 £^3 t53 
^ YCUS rllU^E IN TFE t^IGH FIjELITY 
INDUSTRY. AKC-HCSEN CAREER 

HCANct se f it s. 

VT j> ^47 54 

YC'l' TU*-t If Hf TEl **AP^GE*^ENT. 

A-Cl>^ CAFEt^ GUIDANCE SERIES. 

VT Olfc til 55 

YOUF FUlU+'f \f HCSPITAL hOkK. 

ARCO-FUSEN CAFtt^ GUIDANCE SE?^!ES* 
VT 016 fc54 55 

YOU« FUTURE IN J( eS AePQAC. 

ACCO-FGSEN CAFEEn GUIDANCE SERIES. 
VT 016 fc55 56 

YGUP FUTLf^E 2^ FtSTAUOANTS AND FOOD 

SERVICE. /FCG-FCSfcN CAREER GUIOANCt 

SERIES. 

VT 016 65t 56 

YCUF FUTUf^E AS A nOf^E EC^^NOMIST. 

AKCO-FLSt^ CAFEEJ" GUIO.'N.^E SERIES. 
VT 016 857 56 

YCLR FUTURE IN ACCOUNTING. 

ARCO-*- .SEN CAFEEP GUIDANCE SERIES. 
VT 016 6 1 56 

YCUR FUTUf-E IN AIR CONP'TIONING ANU 

*<EFFiOEFATlCN, A»-CC^PCStN CAREER 
I DANCE SEFIES. 
VT 016 fc6U 57 

YOLP fLTURE JN THE bAKERY INDUSTRY. 

AFCC-FUSEN CAKtt^. GUiOANCE SERIES. 
VT 016 ttl 57 

YJUP FUTOf E If P^QTCGRAPHY. 

ARCP-J-LSEr CAFfcE'- GUIOANCE SERIES. 
VT C16 ' ■\ 

YOU'-. fUTuK A5 A PILOT. ARCJ-POSEN 

CAi-^ CUlt/NCE SF.K lES. 
VT J . etc 5d 

YJUo FuTUFt IN Ti^E PEAUTY HUSINFSS. 

ARCh-PC. SEf CAf^ f Er GUiDANLE ^EP I cS. 
VT ^t7 58 

Yt uf- Futuf-e Ar electronic 

TECHNlCUr. /-^CO-ROSEN CAREER 

Guidance sefies. 
VT ci6 ees 59 

YfUP FUTU<-t IN DENTAL ASSISTING. 
^oCO«».uStN C^FtlF GUIDANCE SckIES. 
VT J15 P71 59 
YtUf^ FUTlFE IN AL'TCMCTIVE SERVICE* 
APCi)-?^OSEN CAhtEf- GUIDANCE SERIES. 
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vr Zlt 5?3 

-WC^LD Of WGtK CAR- ^ •-OTI VATla\. 

VT Cl6 66$ 

YCU» FUTURE lU OCE/iN JU« A^-^HY. 
ARCO-^CSEN CA^c^^K GUIOAMCC SEkIES. 

Vl 016 A27 

A£*^CGf^iiPHE^ • S "-ATr 3 AN"; 2. ^^ATt 

TPAIMNG MANUAL. 
VT 01*> 865 

YOuS FUTu-e IN uCEANfo" *,^HY. 

VT 016 839 

YOUR FUTURE IN F0RE3T=Y, ARCO^ROSEN 
CAREEP GUIDANCE SERIEis. 

VT 016 230 

THE OFFICE AND YOU. ..CAREERS. 
VT 016 e<r? 

YOU*< FUTURE AS A Si OTARY. 

ARCO-ROSEN CAREER »AS*CE SERIES. 

VT 015 0<»i 

BUSINESS AND OFFICE EDUCATION 
RESOURCE SUPPLEMENT TO THE CQNSU»^£R 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 

VT 015 <^50 

STENO-SECPETAR UL CURRICULoH s u 1 

VT 015 b25 

THE OFFICE: PEALITY TRAINING 
THROUGH SIMULATION. A SAMPLER. 

VT 015 70- 

A WC5KSHQP -EPr»T ON A PSQ^SRAM FOR 
G„NE» .a CLERICAL OCCUPATIONS 
CURPICULU*^ UI OE (A TRIAL REPORTI. 

VT 016 273 

OFFICE-CLERICAL CLUSTER PR1GRAM. 

VT 016 <r9l 

MODEL VOCATIONAL OFFICE. A 
SIMULATED TRAINING PROGRA*^ 
1970*1971. 

OFFICE PRACTICE 

VT 015 625 

THE OFFICE: REALITY TRAINING 
THROUGH SIMULATION. A SAMPLER. 
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17 



IT 



A-C:--.Srf C:.rir- :v.:ANC5 Sc-IES. 

^T :i6 3c2 

: - ^A«£NTi.i. J-lAM - INS'r 



i?5 



vT C15 St^ 

GUl^r Tt .^lTlTC? CA^^E^iS, 



VT 015 -.-b 

ACCFNT/CL^.St^Ei- rJJCATICN.. 
VT 015 ^7C 

hi ic t^LCCtr an- clh. 

ACCENT/Cu^ bLvef fDuCATfjs. 
VT 015 IZb 

>ih5T inIlL 1 ^ f r^.^ A TO /. 
VT 01^ £?0 

THE :'<-PUt ANt VL,.,j..*CAKtt»S. 

VT C16 fe57 

YCUS flTUJ-t IK MiClCAL ASSISTING. 

ARCiJ-f^CStK CAfEtt- tjUJCANCt S^^^-IES. 
VT Olfc e52 

YOUR FUTU^^e IK HOSPITAL k»ORK. 

AkCO-KcSfcl. CAKt<- GUlQANCe SERIES. 

VT 015 S2? 

HELPING S7ULtMS LEARN 
DtCl Slcr-f/. ^ IKO. A PARENT « S 
HANC?*UC *^ . 

VT G16 b3A 

YOU*? FUTLF6 IK FmA^^M^cY. ARCO-RQSEN 
CAPEEJ.. OUiCANCt SERIES. 

VT Git 511 

PHOTJGKAPhE^'S PiCTe 3 AND 2. »^ATE 

TRAINING MANUAL. 
VT 016 6c2 

VCUR FuTL^fc IN PHCTCO^APhY. 

ARCO-f^CSEN CAFEEP- GUILAN^E SEkIES. 

VT C16 21^ 

EQUIPMENT hC*" Tf^CHlNG CHILH 
DEVELCPMEhT IK JJNIOR AND SENIOR 
HIGH SCbfX L . 
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VT 016 845 

YOUR FUTUFE IN fv'UCLEAl*. ENERGY 
FIELD:>* AFCC-RCStN CAftEEP GUIDANCE 
SERIfS. 
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Pry S IC l A^N S 
VT 016 5fr3 

YOU!^ FUTURE AS A sm/sICU**. 

AKcc-scsE\ CAfttt^ gui::a\c5 series. 

PUGT PPGJfCTS 

VT 015 636 c3 065 6"^! 

VT 016 190 ED 065 71, 

T<?AININ& PP.EP^GFESSIONAL **ENT4L 
Hfii^LTr^ W0PK£?S: REP.ll^.T OF A PILOT 
PKCiECT. 

VT C16 ^91 

MOOcL VOCATIONAL OFFICE. A 
SIMULATED TFAIMNG PRCORA- 
IS70-1971. 

vT^ii^^if^^ 

CA^EEKS IN BIOLOGICAL 
SCIENCES — f>t ANTS. fcLfMENTARY T 
F0« GPACES 3 AND C08& COUN^r 
OCCUPATIONAL AND CA=>e=^ rFVFiCP**ENT 
PROGRAM. 
VT 016 254 

U^lD£KSTA^^OI^G SJILS. 

EQUlf. 

VT 016 850 

YOU« FUTUce IN LAW ENFORC E*-* E%T . 



PRES r ? NT lAL 



VT 016 ^^2 

HAT IN THE R 



POST SECQNQAPY eaiCATIQN 

VT 016 243 

POST SECONDARY FOOD SE^^VICE GUIDE: 
SANDWICH GiRLf SALAD GIRL, AND 
LUNCH COUNTER WORKER. 

VT 016 368 

GUIDELINES f^OR ESTABLISHING AND 
EVALUATING CIVIL ENGINEERING 
TECHNDLOGY PROGRAMS. 

GATEWAYS TO C^^^^EER MATURITY. A 
CONTEMPORARY CURRICULUM GUIDE, 
PRIMAr<Y. 

PRpBLEM^SPtyif^C 

INiSTRUCTOR' S GUIOE fOil Tnr 
ACCENT/CONSUMf R EDUCATION ^ER IE S. 

VT 015 963 

AUTO ASSEMBLY JOBS* WORLD OF WORK, 



PgCpse^ Ail'-lMSTf ATI^S 
57 wT Jib 74^ IS 

HCW TL CC^PLLTt THE TEN^.ESSEE 
WOCAl I^^Al-TEC^-^iCAL ST^ . CM 
E^PGLLf^EKT FCfK. 
VT Oi6 3tl EL 06' 574 33 

19 riANOSCC^ FCf^ ThE G I ST;^ IBUT I VE 

£CUCATiC^ TE^CHEJ^-CDCPDINATOn . 

29 PfiC qgA** QESCf IFTICNS 

VT 015 t2t IT 
THE OFFICE: REALITY Tt^AIMNG 
THPGUOh 5lMUtATK%, A SA^iPLE^. 
43 VT 015 7S7 I*' 

CAFEE^ E JiFLChATILN. CAnEEk PROGRAM: 

^^T 015 <57S 23 

TEACHER- VCCATIGNAL GUICANCE. 

VT 016 C17 25 
9 *iHC AM I, WFtS^t 'M I SCING, HG«^ D'J 

I GET TbE^r? A GC IOEL £ FOR CAHEER 

AWARENESS. F^FT 2, W T ABOUT 

VGCATICf Ai ELtCAT I UN? 
VT ;i6 v.l<^ EC 064 515 25 

CnIC«S cAFEE*^ CvNTINUUH PROGRAM. 
3^ CAFf^K CMEMAT.IN P^OGP-M, GRACES 

7-r t-^F THE iNLIVlCJALf THE 

CCCUPATJCf S, Arc The DISCIPLINES. 
VT 016 234 33 
5^ AUTO bOCY FE^AiF AND PAINTP" 

PROGRAM, FLAN ANC 0., T^E F<,^ 

SECONCAFY LEVEL. 
VT 026 23t 33 

CONSUMEF ELt^TFCNlCS PROGRAM. PLAN 

30 ii^C OUTLINE rCF SECONOARY LEVEL. 

T 016 247 34 
AOMINISTFATCRS* GUIDE TO CAREER 
EDUCATICN \h THE ELEMENTARY SCHOOL. 
VT 016 24S 35 
3<» VOCATICNAL CAFEEF ORIENTATION, 

GRADES 1-e. 
VT 016 286 36 
CAREER LEVELOFMENT; 6IBLI0GRAPHY 
39 AND LIST if PFOGRAMS. 

VT 016 369 40 
TEACHING HEALTH CCCUPATICNS 
FCUCATKN I?. HIGH SCK30L. 
, 016 407 44 
A SUPPLEMINTAFY TRAINING PROGRAM 
U FCR SCHCCL fCr\ SERVICE PERSONNEL. 

VT 016 56C 50 
SAFETY SCHCCLf FY 7^. 

VT 015 ^fc7 23 
13 PROGRAh OEVELtPMlNI FOR 

C1SA0VANTAGC0 STUDENTS IN 
VOCATIONAL EDUCATION. SUMMARY 
REPORT CF 1S7C SUMMER PROGRA**, 
VT 016 Oie 24 
22 WHAT AELUT VOCATIONAL EDUCATION? A 

GUIDELINE Etf ACTION IN THE 70*S. 
PART I. 

VT 016 366 39 
GUIDELINES fOF ESTABLISHING ANU 
EVALUAfINO CIVIL ENGINEEHING 
TECHNOLOGY PFfGKAMS. 



7-e F'l? THF I'.ClVlJ^iL, THE 
CCCbPAT CC»*<IS. THi : iSC i;>LK£ S, 

VT 016 3tl fD C?66 5 ?e 

HANCBrCK F^!^ ThS ST^ I»;JT! V? 

VT 016 36P 3^ 

EVALUATING CIVIL F I \f F^: : -^j ^ 

techncl c 0 :- ^ s . 

VT ulfa 3t«; ^0 

TEACHING HhilTH :^Cl J^AT 1 

EC^JCATI^Ni I\ ^IZ^ Sl-jrOL* 
VT Cl6 3T0 40 

NU^^SE AlC-S. 

VT 016 016 2^ 
whAT tr^r jj VUCATI J\AL EDUCATION? A 
GlilLELlNE Fpis ACTION IN TH"^ 70«S, 
-^PART 1. 

Vl"NQl6 01 8 25 
CA>fcS — A GUrOELINE p^P CA-iEER 
AwjpFNESS PPCGr^AMS F0'< THE 
ELEMENTARY SCHP'^t. PART 3, WN;jT 
At>-:;'JT VOCATIONAL ED'JCATION? 

VT ^16 Oi<t rO J6<» 515 ?5 

;^ArC»$ CAP.ECP C?NTI^UU*« PcqgRAV. 
CA^^EEO ORIENTATION PROG^^AM, GRACES 
7-B fUP THE INDIVIDUAL, THE 
CCCUPATIONSt ANr) THE DISCIPLINES. 

VT 015 ^2C EO 06^ 555 K 

AMERICAN INTUST^Y INSTRUCTOR'S 
OUl^f. LFVH I, DA2T 1 ANO 2. 

VT OU 297 37 
*1ANUAt fOU MA^prjwE^^ I NS T<? UC T $ , 

VT 016 <»I6 45 
POSTAL CLERK 3 ANO ?. RATE TPAINING 
MANUAL • 

VT 016 417 45 

DAMAGE CCNTPCLMiliN 3 AND 7. RATE 

TRAINING *1ANUAL. 
VT 422 46 

AVIATION .'MACHINIST'S HATE R 3 AND 

2. PATE TRAINING MANUAL. 
VT 016 423 47 

'kVIATICN MACHINIST'S ^ATE R 1 AND 

C. RATE TRAINING MANUAL. 
VT 016 425 47 

STEELWCRKEI^ 1 AND C. RATE TRAINING 

MANUAL* 



VT Git 511 



I N 3 T - ;J f ; 



G^VE^^N^^t NT. ArCL-FC5£N CA-r*^- 
GoIOANCI: SEf- US. 

VT 116 30 
HAT if. Th4 ^•I^0. The PF E i Z NT I AL 
f^Cvr INi,. E. 

VT js: 

'■-i Ar^;.ST INC. 

i/T 015 cut 15 
GUIDE TC TtiCMM. ^EACIN^ IN TH? 
ELE^^ErTA*- Y SL^tCut S. 

VT 015 cuF 

OUIOf Tl Tt/CMNt- nEACING IN T^^t 
ELE>lrNTAf. V IChCLl S. 

VT 016 b49 54 
YCLP FUTURE If KAL ESTATE. 
A£<'-0-f.r SEN O-tt^ GUIOANCE ScRIES. 

VT C16 iz'*<7 54 
YCUO EuTUPt Ify FfAL ESTATE. 
A^^CO-f-CSEN CAf-EE^ GUIOANCE S^^IES. 

vr C15 4fai 14 

HI«L ICGP APhY C E MATERIALS AVAILABLE 
IN THE CA^-ftR uEVtLCPHENT CENTER. 

VT 016 8^E 56 
YOUR EUTU^ie ir AlP CCNOITIONING AND 
RpFRIGEf-ATICN, 6(-CL* OStN CAREER 
GUIOANCf EEHES. 

EISDUiLL^i,kU;L5 

VT 015 039 2 
TRADE AND iNfUSTklAL RESOU^^CE 
SUPPLLMfcNT I- THE CONSUMER 
EDUCATICK CbRJ^lCULUM GUIDE FOR 
OHIO. 
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TO "nr CC'.Sj»'rC^ Ej^'CA'IQN 

VT J 15 3^2 3 
3IST»InUTlvF eOLCATICN RE^jJ^'C? 

OH!C. 

VT 015 C43 3 
BUSINESS AN3 QF'I^E ECUCATIO^ 
RESCWCc SUPPL6»^EM THE CD%SUHEf< 
EDUCATION CU»»ICULUM GUID^ F^n 
OHIO. 

VT 015 0<^4 3 
THE CC\S'J«Ei= E^UCATi^N C JR^?. IC Jl 

GuiCE ^f'^ onn, 

^T 015 04': ^ 
HG^'t £C::nC*'ICS P&'^ItlES WITH 

tniTEP INCC'-E ^ESCU^CE SU='PLE«Ei^T 
TC THE CONSC^-EP EDUCATION 
CUi?»ICULUM GUIDE F C^< OHIO. 

VT 015 046 4 
HOME ECONC-aCS JOS TPAINING 
J^ESCURCE SUPPLEHE^T TO THE CQNSU^^ER 
EDUCATION CUC^ICULUM GUlD^ FOR 
OHIO. 

VT 015 047 4 
OCCUPATIONAL ^O^K ADJUSTME^ 
^iESOUPCE SUPPLEMENT TO THE CONSUMER 
EDUCATION CUPPICULU^*' GUIDE FOR 
OHIC. 

VT 015 8^6 ED 06^> 671 19 

wOPLD OF .^nRK. flPST YEAP -^EpnPT, 
1971-1972. 

VT C15 '558 22 
CAREER DEVELOPMENT ACTIVITIES FOR 
OISAOVANTAGEC ELEMENTARY CHILDREN 
IN Tt^E ELEMENTARY SCHOOLS. 
iNSTRuCTfnMAL "iATEPlALS RESOURCE 

VT Jl5 StS 23 

MAKING A LIVING IN CCNS Ert A 1 1 0\ . A 

GUIDE TO ru^rjC'S C^'-EERS. 
VT 015 9SB 23 

VOCATION/ ENPICHMENT FOP 

ELEHENTAi-Y EDUCATION. 
VT 016 018 25 

' :PES- • GUIDELINE FOn CAREER 

^NESs PRc:.PAMs rnR thf 

NTAPY SCHOOL. ^^'^J 3, V^HAT 
UT VOCATIONAL EDUCATION? 
V . 016 029 26 

GUIDE TO FECfPAL CAPEfR LITERATURE. 
VT 016 i86 29 

CONSUMER EDUCATION AND MANAGEMENT 

RESOURCE GUIDE. 
VT C16 209 EO 065 721 31 

INDUSTRIAL ARTS AND ENVIRONMENTAL 

EDUCATION. A RESOURCE GulDE. 



-i:£:jrvtS IN £!:N-'^ICS ^C- The 

fun: t-C«t*Aikt-. S wP=>LE*'E^T. 
VT CI- t>£u iZ Kftl 4o9 5 0 

i -E£:crCi: C^i^t FC^ CARtt= 
;^E V E L Cr ^ £ NT I N ' T E - UM C- ^ I Gn 

^^■i^J^C^^^tTt fl^L^ 

VT 015 450*^ 13 

fTENO-StCr cTif. iAL CURVICULU*' GUlOt. 
vT J15 !:3*- 15 

VT 015 c34 17 
AGRICULTUft. TEACHER^S GUl^E. A 
UNIT IN Pf^t VCCATl ONAL EDUCATION. 

VT 015 9tiE 23 

vacATi:.rAi inri'chhent fop 

ELEMENTARY rLCCAT IGN. 
VT 016 027 2o 

FECE^AL CAfEcf CIRECTORY. A GLilOE 

FOR CCLLEC^fc STL:.tMS. 
VT 016 Je5 27 

CCUNTDlKN TC THfc 7C'S. CCCUPATIJNAl 

r,-Ji^WiTU\ f(r. UPPER ELEMENTARY 

AND ^'luLLE OrALES. 
i/T 016 203 30 

COOROINATINC A PACKET Of LtA-NlNG 

AIDS «ITh ^ TEACHING UNIT IN 

vlCNSUMEF CRtL IT. 
VT 316 2ZS) 31 

CASING fC«- \ f^MS IN DAY CAPE 

CENTERS: A LUICE FOR TEACHERS, UNIT 

V. U°-G*vAtIKG WfCGRAM FOR CHllc' DAY 

CARE CtMLK PH-SlNNtL. 
VT 01^ 22* 32 

HEALTH (CCUFAT Uif»S--AN EXPLOkATOKY 

COURSE.. 

VT 016 227 32 
HEALTH CCCUPATICfS EXPLORATORY 
MODULE. AN INTRODUCTION TU GAINFUL 
EMPLOYMENT IN HEALTH OCCUPATION^; 
FOR JUNIOf HIGH ANC HIGH SCHOOL 
STUDENTS. 

VT G16 22E 32 
AN INST^ UC TCf- • S uUlOE FOR A PROGRAM 
IN FUEL SYSTEM SERVICES. TRACE ANG 
TECHNICAL i LUCATIUN. llJTCMUTIVE 
INDUSTRIES CCCUPAT I jNS. 

VT 016 382 42 
CRNAMENTAL PLANTS FOP INSTITUTIONAL 
LANDSC/iF ING. 

VT 016 3S5 <i3 
SEX EOUCATILN P*.iG»<AM, GrADtS 2, 5, 
a, AND FIGH HCC I. 

VT 015 219 • 6 

COMMUNICAT ICNS AS A MEANS FOR 
TRANShlTTIKG CULTURE. A RESOURCE 
UNIT FCf. INTtPPE/IATE GRADES. 

VT 015 2^3 7 
'CAREERS IN TECHNCLCGY. A RESOURCE 
UNIT FCR GhADES THREE AND FOUR. 

VT 315 237 7 
TALKING SHCF Tl wiSE CONSUMERS* 
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VCC^TICNAL ECjCSTI3\. 

riC**E ECQNC-ICS C<::u^>iTinss. A\ 
EXPLCPATCfJY -JMT. 
VT 016 351 

HUH^MZI\G THE iNST-? jCTI^Nit 

VT CX5 199 

PE^PtE i<E SFE, LIKE. CARee*^ 

VT 016 533 

VA CEME^? SAf£T/ TRAIMNG «ANUAt. 

VT 316 537 

ACCIOEKT ir^VESTI&ATlCN, A\ALVS!S, 
ANu RtPO=TlKG, SAFETY TRAINING FOr 
SUPfPVlSDKS. CCNfEP-^Ct t=AOEC«S 
GUIDE, 

VT 01c 560 

SAFETY SCnrci, FY 73. 

SAFfll^i^^TIO 
VT 016 533 

VA CENTER SAFETY T^JAINIHS MANUAL. 

VT 316 5:?e 

INOUS^RIAL SAFETY eouCATION fc^ 
SWALL INDUSTRIES. 
VT 016 560 

SAFETY SCHOOL* '^Y 73. 

VT 016 849 

YOUP FUTU^F IN REAL f^.TATC. 
AF.CC-POSEN CAk^EER GUICANCt SERIES. 

VT 016 408 

SEMINAR ON SANITATION FOR 
R£STAURANT OWNERS ANC MANAGERS. 
UNIT I. 

VT 016 376 EO 066 575 

CRITERIA FOe THE ESTABLISHMENT ASO 
MAINTENANCE OF fWO YEAR POST HIGH 
SCHOOL WASTFMATER TFCHNDCDGY 
TRAINING PROGRAMS, VOLUME I: 
PROGRAM CRITERIA. 

VT 016 872 

YOUR FUTURE IN NASA. ARCO-ROSEN 
CARtER GUIDANCE SERIES. 

SEAMEN 

VT 016 no 

JOBS IN SHIP AND BOAT BUILDING. 
WORLD Of WORK. 
V; 016 424 

SMfP SERVICEMEN'S HANDBOOK. RATE 
TRAINING MANUAL. . 



1 = 



20 



37 



49 

50 

50 

49 

50 

50 
54 

44 



41 



59 

27 
47 



WT 015 5t3 

C^^i^- ICLil/^ Uji.i, C-^A-^tS '-I^. 
- i^T 015 97C 

VT 016 

BUSINESS lAf. i. CC.-Sr -^i- ST ~f r 

VT 016 Z^l 

HEALTH CCctrATlLf.S SAPLC^^AT 

^:i.ULt^ Af. IMFLLUCTICN TC ^AI\FUL 

i'*PL^:\ NT l\ Hf^iLTH CCCJf^AT!:^S 

FC- JUN.i,r .-iGr r-Iu-- SC^:>.L 

STUDEMS. 
^ VT C16 2^1 

AC-:it ^' ic *:-t AS. 
VT 016 26*» 

CX.FEc»- tLOCATU-f- Cjk-:ICULU^ ^JI7E. 
VT 0 16 5^^S 

^C:uCATKr, I^ L*-tc>0%«S SEwC^r-A^-y 
SCHOHLS. 

VT^^ClI^btl* 

YCUP *-utu(^'e ^ SEC^SrA^r. 
A^Cc-f^CSfcf. CAfitt^ GUi::ANCb Str^IES, 

VT 016 417 

OAMAGt CCr.TfvLL^'AK 3 AND ».'ATE 
TRAINING ^ftKUAL. 

VT 015 l<;6 

PlDPLfc kf: SEF, KKOWr LIKE- CAPcER 
UEVELCPKLNT, KIM tPGARTbN', 
VT ni5 39 

CARFEf< EDUCATItN FCH GILBERT MJuOLE 
SCHOOL STUDENTS. SfcVfNTH G«AOE 
T£/CHfcR«S GUILE. 

VT 015 

EOUCATICNAL-VCCAT ICrJAL GUlOANCt, 

GPAOE 10. UMTS : IV. 
VT 016 Zlt 

A PLAN ^Vk CAJsEfK EXPLCRATIUNt 

G«AOE 8. 
VT 016 293 

A PLAN fOf CAkIEF EXPLGRATICN, 

GRADE 7. 

VT 016 -.Ob 

SEMI.'^AR or! SANITATION FOR 
RESTAURANT CWNERS ANG MANAGERS. 
UNIT 1. 

VT 013 ^oe 

CLOTHIN<i SERVICES TRAINING GUIDE. 

TENTATIVE EDITION. 
VT 015 366 

StftVICES, A RESOlRCe UNIT FOR 

ELEMENTARY GRACES. 
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VT 015 653 17 

SE-JVICE STATION ATTENDANT. 

INSTRUCTOR'S BOOK. HOW TED LcAk\ED 

HIS JCe IN A SERVICE STATIJN. 

ACCENT/JOB MODELS. 
VT 016 2A2 34 

rlC^E AND COMMijr^ITY SERVICES, COURSE 

OUTLINE* 

JSl£y JX£^^ TAT^Dl:i-&TT tmAui^ 

VT 015 653 17 
SERVICE STATION ATTENOANT, 
INSTRUCTOR'S BUOK. HOH TED LEARNED 
HIS JOB IN A SERVICE STATION. 
ACCENT/JOB MODELS. 

S£PV1CFS 

VT 015 501 14 
OPERATION BRIDGE — AN tNhcO VAT I VE » 
COMPREHENSIVE VOCATIONAL EDUCATION 
PROGRAM FOR DISADVANTAGED YOUTH. 
KINDERGARTEN-LEVEL 6. 

^^}{ EDUCATION 

VT 016 395 43 

SEX EDUCATION PROGRAM, GRAOLS 2f 5» 

8f AND HIGH SCHOOL. 
VT 016 420 ^6 

FAMILY LIFE AND HUMAN SEXUALITY. A ^ 

CURRICULUM GUIDE. 

^EjXUALTTY 

VT 016 420 46 
FAMILY LIFE AND HUMAN SEXUALITY. A 
CURRICULUM GUIDE. 

SHiPaun DING 

VT 016 IIO 27 
JOBS IN SHIP AND BOAT BUILDING. 
WORLD OF WORK. 



VT 015 625 17 

THE OFFICE: REALITY TRAINING 

THROUGH SIMULATION. A SAMPLER. 
VT 015 705 18 

A WORKSHOP REPORT ON A PROGRAM FOR 

GENERAL CLERICAL OCCUPATIONS 

CURRICULUM GUIDE (A TRIAL REPORT). 
VT 016 491 48 

MODEL VOCATIONAL OFFICE. A 

SIMULATED TRAINING PROGRAM 

197D-1971. 



SKILLEP OCC U PATIONS 
VT 016 391 

COURSE OUTLINE FOR TRJWEL TRADES. 
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VT 016 382 42 
ORNAMENTAL PLANTS FOR INSTITUTIONAL 
LANDSCAPING. 



SOCIAL siUQies miT^ 

VT 016 272 

MODEL UNITS FOR CAREER PLANNING 
THROUGH SOCIAL STUDIES EDUCATION. 
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VT 015 11c 6 
CONTEMPCRAKY AhEFlCAN PROBLEMS AND 
GO VERiNN t\T .GR^CE Al2. AN 
INSTRUCTICNAL GUIDE. 

VT 01t> 17t 23 
PASTURES, LMT ("-'.ODULE): PASTURE 
PRODUCT ILN, 

VT 016 154 35 
UNGEkSTANC I NO SC I L S . 

SPEECH IN^maiLl:^ 

VT 016 3t7 39 
BUSINESS SPfctCh: A SECOND LANGLAGE 
FOR VOCATIONAL USE. 

VT 015 4C1 ED 062 565 II 

WORLD CP WCFK CAREER MOTIVATION. 

CURRICULUM GUICE FOR GRADES K-6. 

OHIO'S CAREER CLNTINUM PROGRAM. 
VT 016 234 33 

AUTO BODY REP/ilR AND PAINTING 

PROGRAM. PLAN ANC OUTLINE FOR 

SECONDARY LEVEL. 
VT 016 23fc 33 

CONSUMER ELECTFGNICS PROGRAM. PLAN 

ANP OUTLINE FOR SECONDARY LEVEL. 
VT 016 264 36 

CAREER ELUCATIQN CURRICULUM GUIDE. 
VT 016 366 39 

A CURRICULUM GUIDE FOR AEROSPACE 

EDUCATION (K-12). 

VT 016 351 37 
HUMANUING THE INSTRUCTIONAL 
PROCESS. A RESOURCE GUIDE FOR 
PRINCIPALS. 

VT 016 466 48 
HOME ECONOMICS ELUCATION COURSE OF 
STUDY FCR GCCUPAT ICNALLY ORIENTED 

Classes, grades e, 9, and 10. 

<^TlJD^NT ENRCLLMENT 

VT 015 744 18 
HOW TO COMPLETE THE TENNESSEE 
VOCATIONAL-TECHNICAL STUDENT 
ENl^OLLMENT F.ORM. 

\ 

ilUQElsT PFQJ&CTS 

VT 015 534 15 
OCCUPATIONAL ORIENTATION. 

VT 015 088 5 
ELECTRONICS 2. LEARNER'S MANUAL. 

VT 015 238 7 
TALKING SHOP TO TEENAGE CONSUMERS. 
YOU ARE A CONSUMER. 

VT 015 383 10 
BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EaAFINER. TRAINEE STUDY 
GUIDE. 
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VT 315 c^s 22 
CAHtf^ DEVELOPH^'JT ACTIVITIES F^R 
:'!SADVANT^.GF.D eLE*^t'\rARY CM!Li:)R^\ 
I\ The ELt^?NTA-Y SCi-tCjLS. 
INSTRUCTIONAL ••'ATE-ULS RESCUSCt 
300K. 

VT 015 964 2Z 

SlGNALNIA-4 3 A\r, -^-^vY T^^ININS 

COURSE. 
VT 016 '^CS 

EXOLCr.AT ITA' If^ CAPct^S J^DUCaTION. 

C/^tF^S n:;ipvjpo ^JLtVANT 

EDUCATION, 

VT C16 010 2U, 

ALL APPUNC YCU. 4\ EN V T^JN'^F NTA L 

STUCY GUIDE. 
VT 016 020 2fj 

VIP CC^^Mijf^ICAT IONS cute IC'ILU'-^ f3R 

AGPICULTUi^E. 
VT 016 222 32 

V. I. P. COM'^UMCATION'S CURJ^ICULU^ 

FU^ AUTC ^!=^CHA^JICS. 
VT 016 362 -38 

CnUPSE IN CAJ^PENiT«i Y, VOLUME 

3 — WCPKB0::K. 197I FuITION, 
VT 016 363 3g 

COURSE IN C APPP,\,T£?Y, VOLUME 2. 1970 

EDITION, 

VT C16 413 44 
MINE MAINTENftNCE MANUAL. FINAL 
i^EPORT. 

VT 016 414 4c> 

AVIATICN MACHINIST-S MATE J 3 ANO 

2. RATE TCAIMNG MANUAL. 
VT 016 511 49 

PHOTOGRAPHER'S ^ATF 3 AND RATE 

TRAINING MAr;UAL. 
VT 016 512 49 

INSTRUMENTMAN 3 AND 2. PATE 

TC4INING MANUAL. 

^£Rfl££iiI£ilALS 

VT 016 190 ED 06f 713 29 

Tt^lAlNlNG PRFP'^CFESSIONAL MENTAL 
HEALTH WGRKEPS: REPORT Cf^ A PILOT 
PROJECT. 

VT C16 537 50 
ACCIOEra INVESTIGATlCNt ANALYSIS* 
AND FEPORTING. SAFETY TRAINING FOP 
SUPERVISORS. CONFERENCE LEADER'S 
GUIDE. 

SU££L£M£ NTARY RE ADING MATFRIAifj 

VT 016 842 53 

YOUR FUTURE AS A SECRETARY. 

ARCC-ROSEN CAREER GUIDANCE SERIES. 
VT 016 fl45 53 

YOUR FUTURE IN NUCLEAR ENERGY 

FIELDS. ARCO-ROSEN CAREER GUIDANCE 

SERIES. 

VT 016 851 55 
YOUR FUTURE IN OPTOMETRY. 
ARCC-ROSFN CAREER GUIDANCE SERIES. 



VT 016 b55 

YCL- FUTLi-r If. ^^tSTAu^AMS AMj FQul; 
St^^VlCi, AKL-bclt^ CAPES*-' SUIUANC^^ 

series. 

VT 016 fcSt- 

YOU« FUTUtt: If t.\^ CONGITIOMKo AND 

=^EF^ IL'lF ATlCr,, if-CC-PCSE\ CAREER 

•^UlOAt.Ci 51*- US.' 
VT 016 ot: 57- 

YCUR PUTUt-^ If. Tht tLt:CT£;.'raC 

CQMP-jTEl- MELf.. ;iwCG-n,jStN CAk9ER 

GfJlCJAI^Lt Stf- It 
VT Oie 6ct 5^ 

YC'J!^ FUTur£ If ThE 5EAUTY BUSINESS. 

ARCr-bCitr. CAJ-cL- GUJIANCE Sr^IES. 
VT C16 rt9 59 

YCU^ fUTLTL If LinNTAL ASSISTING. 

AF Ci'^-f'CStK CAI-Ltf- uUr.viNCE SERIES. 
V-r 016 673 60 

YnUR FLTUft Jr. M AuTY CULTURE. 

AkCG-rC£cr C/.I-lL*- GJIOANCE SF^IrS. 

VT 01^ Ct3 5 

THE USt CF Tht C^Sh -^GIST£2. 
VT 016 41!; 4p 

AVIATU^ cLUTKMCS TECHNICIAN I 

ANC C. hATh Tf-^l/.Tf^G -VANUAL. 
VT 016 t33 51 

YCUR FLTUf^E AS A OIcTIClAN. 

ARCO-rCSEN CAFttf- GUIUANCE SERIES. 
VT Ol6 E34 51 

YOUR FUTUht IN PHARMACY. ARCQ-tNOSEN 

CAREER GUiLANCE SERIES. 
VT 016 f37 51 

YCUR FUTLI^E If. MOICAL ASSISTING. 

ARCC-FCStN CAKEEh: GUICANCE SERIES. 
VT 016 S39 52 

Y0U5 FUTUf-E IK FCRESTRY. ARC3-RQSEN 

CAREER GUlCANCt SERIES. 
VT 016 £40 52 

YOUR FUTURb I^ THE FEDERAL 

GOVERNMCNT. AFCd-RCSEN CAREER 

GUIDANCE StFIES. 
VT 016 t41 52 

YCUR FUTURE IN FASHION DESIGN. 

APCQ-?-OS£N CAf^tfc;^ GUIDANCE SERIES. 
VT 016 £43 53 

YCUR FUTUf-E IN T^E HIGH FIDELITY 

INDUSTRY. ARCC;-RC.SEN CAREER 

GUI&ANCF SERIVS. 
VT 016 644 53 

YCUR FUTuFt IN KLDICAL TECHNOLOGY. 

ARCO-kGSEN CAREER GUIDANCE SERIES. 
VT 016 847 54 

YOUR FUTUfE IK HCTEL MANGEMENT. 

ARCO-FGSEN CAREEf-" GUIDANCE SERIES. 
VT 016 84E 54 

YOUR FUTURE IN INSURANCE'. 

ARCO-RCSEN CAREER GUIDANCE SERIES. 
VT 016 649 54 

YCUR FUTUFE IN REAL ESTATE. 

ARCO-kCSEN OiREEF GUIDANCE SERIES. 
VT 016 850 54 

YOUR FUTURE IN LAW ENFORCEMENT. 

ARCO-P";EN CAREER GUIDANCE SERIES. 
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VT 316 S52 55 

iRCC-»CSf\ CAKEf» GUIDANCE S5PIES. 
VT 016 853 55 

YC[}^ FUTURE i\ >fCUR BUSINESS* 

ARCa-f^CSErs! CA?ie?-. GUlDAr>iC^ SE^^.IES. 
VT 016 854 55 

YGUf^ FUTURE IN JOBS ABPOAD, 

ARCC-P.CSE^^ CA^^PEr^ GUlOANCb SE^^IES. 
VT 016 856 56 

YOUk FUTURE AS A HO^E ECONOMIST, 

ARCC-^rSEN CARct-5 GUlOArjCE SERIES. 
VT 016 859 56' 

YOUP FUTURE IN ELEMfNTAPY SCHOOL 

TEACHIMG. ACCG-POSlN CAREER 

GUIDANCE SEE<IES. 
VT 016 P60 57 

YOiJfi FUTURE IN THE BAKERY INDUSTRY. 

ARCG-ROSEN CAS.EEH GUIDANCE SERIES. 
VT 016 B6A 59 

YOUR fUTUF.E AS A PILOT. aPCC-ROSEN 

CAREER GUIDANCE SEPIES. 
VT 016 865 58 

YOUR FUTURE IN OCEANOGRAPHY. 

ARCO-ROSEN CAREER GUIDANCE SERIES. 
VT 016 867 58 

YOUR FUTURE AS AN ELECTRONIC 

TECHNICIAN. ARCO-RnsEN CAREER 

GUIDANCE SERIES. 
VT dife 866 59 

YOUR FUTURE IN BANKING. ARCO-ROSEN 

CAREER GUIDANCE SER lES. 
VT 016 371 59 

YOUR FUTURE IN -AUTOMOTIVE SERVICE. 

ARCO-ROSEN CAREER GUIDANCE SERIES. 
VT 016 872 5S 

YUUR FUTURE IN NASA. ARCO-ROSEN 

CAREER GUIDANCE SERIES. 

VT 015 267 8 
TEACHING. TAXES PROGRAM. TEACHER'S 
GUIDE. 

VT 015 ^OA U 
OPERATING MANUAL FOR I.E. 497 
COOPERATIVE! VOCATIONAL EX PE R 1 ENiCE . 

VT 016 ?97 37 
MANUAL FOR MANPOWER INSTRUCTORS. 

VT 016 859 56 
YOUR FUTURE ^IN ELEf'ENTAPY SCHOOL 
TEACHING. ARCO-ROSFN CAR^c^ 
GUIDANCE SERIES. 

I£ALti££..£JiU£AlI}a-.£I2U£AIlQLl 

VT 016 398 43 

CLINICAL INSTRUCTOR TRAINING 

PROGRAM. TRAlNi-R'S ^^ANUAL. 

VT 016 B98 43 
CLINICAL INSTRUCTOR TRAINING 
PROGRAM. TRAINER'S MANUAL. 



VT Clfc tt^ 
YGUR *-UTuf- t 



TEACHU-C. /^FLC -^l'S^N CA^^E^. 
GUIDAnC l 5rt ?It S. 

ACHING CUILLS 

VT 015 03C 

TRADE Aft iKCcSTi-IAL RESOURCE 
SUPPLLHEM TC THh CCNSUMtR 
EDUCAT1C^ CbRPKlLLM .^UIDE FuP 
ChIO. 

VT 015 C4C 

MAKPPWtR Ti^AIMNC RESOURCE 
SUPPLe^^fc^T TC THb C0NSUV{:R 
EOUCATICN CLRRICLlUM GUIOE rQP 
CHIO. 

v^T 015 oAI 

INDUSTf^lAL ARTS RESOURCE SJoPLtMENT 
TQ THE CLNSLf^PR EDUCATION 
CURRICULU^ GUILE FOR 0HI0=* 

VT 015 042 

DISTRIBUTIVE EDUCATION RESOURCE 
SUPPLEKtNT TL THE CONSUMER 
ECUCATItr, CUKRICUIUM GUIDE FOR 
CHIO. 

VT C15 043 

PUSlNfcSS ANL CJ-flCE £nUCATIC^^ 
RESOURCe SUPPLEMENT TO THE CONSUMER 
EDUCATICN CLJ^RICLLUM GUIDE FOR 
OHIO. 

VT 015 044 

GRADES K-t FtSCUFCE SUPPLEMENT TU 
THE CONSUMER FLUCATlON CURRICULUM 
GUIDE FCP one. 

VT 015 045 

HCME ECCMMCS FOR ^AMlLlES WITH 
LIMITEC INCCME RESOURCE SUPPLEMENT 
TO THE CuNStMfR bOUCATICN 
CURRICULUM GUIDE FOR OHIO. 

VT 015 046 

HOME ECCNCMICS jCB TRAINING 
DFSrURCE SUPPLEMENT TO THE CONSUMER 
ECUCATICN CURRICULUM GUIDE FOR 
OHIO. 

VT 015 047 

OCCUPATIONAL WCRK ADJUSTMENT 
RESOURCE SURPLtMlNT TO THE CONSUMER 
EDUCAT^LN CLRRICLlUM GUIDE FOR 
OHIO. 

VT C15 lit 

CONTENPGhAkY AMEFICAN PROBLEMS AND 
GOVERNMENT. .GRADE A12. AN 
INSTRUCTIONAL GUIDE. 

VT 015 130 

INDUSTRIAL MATHEMATICS 1. AN 
INSTRUCTICNAL GUIDE FOR SENIOR HIGH 
SCHOOL. 

VT 015 196 

PEOPLE WE SEE, Kr.OW, LIKE. CAREER 
OEVELCRKLNT, K I NL E KGART EN . 

VT 015 237 

TALKING ShCP TC WISE CONSUMERS. 

VT 015 240 

CAREER CCCUPATICNAL UNITS. 



VT 015 267 3 
TcACHiNG TAXES PJ>CGPAy. TEACHER'S 
GUI HE. 

VT C15 :»4;9 

CONSUKtP EDUCATION UMTS Fl? 

FINAL PEPOST, 
VT 015 9 
CA»fFRS IN BIOLOGICAL 
SCIENCES — PLAfaS. cLEMENTA^^Y UM T 
fOR GPADES 3 4. CPf^H CJUMTY 

UCCUP^T20\AL A\r: CA^'EE^^ "^cVTlCPMEM 

VT 015 321 IJ 

INDUSTP I At bANK.TNG- 
VT 015 371 10 

TEACHEP'S GUJOE Fu« I ^C^^eASl rJG THE 

CA«EtP AWAP.ENESS OF tlPMENTARY 

SCHGCL CHlLO^ENo GPAUES ^'6, 
VT 015 384 11 

B^SIC TRAINING PRDGi^AW f^OR C?7.IVER 

LiC£NSe eXAMlVE^^. INSTPUCTDR'S 

LPSSQN PLANS. 
VT C>15 394 11 

CA^EEP ECUCATICN FOP GILBERT ^IIDDLE 

SCHOOL STUOFNTS. SEVENTH GRADE 

TEACHER'S GUIDE. 
VT 015 4?0 EC 366 555 12 

AM'cklCAN INDUSTPy INSTRUCTOR'S 

GUIDE. LEVEL I, PART 1 AND 2. 
VT 015 429 12 

eOUCATIONAL-VOCATlONAL GUrL)A^^CE, 

GRAC?^ 10. UMTS I-IV. 
VT 015 467 13 

INSTRUCTOR'S GUIDE FQR THE 
; ACCENT/CONSUMER EOUCATIO^^ SERIES. 
VT 015 482 . 1. 

GAteWAYS TO CAREER MATURITY, A 

CONTEMPORARY CURRICULUM GUI DE » 

PRIMARY. - 
VT 015 524 U 

A GUIDE FOR DEVELOPMENTAL CAREER 

GUIDANCE. 

VT 015 60C 16 

INTRODUCTION TO VOCATIONS. 
VT 015 603 16 

GUIDE TO TEACHING READING IN THE 

ElEHENTARY SCHCOLS. 
VT 015 610 16 

CAREER EDUCATION FOR GILBERT MIDDLE 

SCHOOL STUDENTS. EIGHTH GRADE 

TEACHER'S GUIDE. 
VT 015 634 17 

AGRICULTURE. TEACHEP^S GUIDE. A 

UNIT IN PREVOCATIONAL EDUCATION. 
VT 015 656 20 

FUNDAMENTAL SKILLS IN THE CLINICAL 

LAftORATORY. UNIT l: SPECIMEN 

PROCESSING. INSTRUCTOR'S GUIDE. 
VT 015 878 20 

CAREER ORIENTATION* GRADES 7t 8^ 

AND ^. WYOMING OCCUPATIONAL 

RESOURCE KIT. 
VT 015 880 ED 065 674 20 

HOME ECONOMICS OCCUPATIONS. AN 

EXPLORATORY UNIT. 



iNDUSTrlAi ElKT-c^MCS. C^j^iSt 
^'JTLr\t. ALTHlrWeC COjRSr i:f 
I%5T-bCTit'« f-i-r Tr:r *uI^^^:>T^•^ 
PROGCAK. 

VT 015 ^7^ 23 

TEACHTJ^ Gtire. VcCATIu'.AL ..UIDANCi:. 
VT Clfe CCt 24 

EXPL'*"^ AT 1( r, IK (,/S.EE-,r> EDU'.-ATICN. 

ClfS^k^ Lf- HMci nELEVANT 

ECUCATICN. 

VT Ci6 Cc5 2 7 

CCU\TLt>N TC Trk 70* S. GCCl;f^ AT I jnal 

I^EOPf'ATiCN FLJ- UPPER ?: L t AP Y 

ANT ^i:.rLt C-^ACiS. 
VT 016 176 28 

PASTURES* CMT [^JiJULE): PASTU<^E 

PPCDUCTIL\. 
VT 016 177 29 

HAY CI^CFS. UM"^ (MODULE): HAY 

PRODUCT iCJh . 
VT 316 l<^fc tU C65 71Q 30 

PROGRAM r.STKUCTlCN FOR HIGHWAY 

COLLISICN 1NV£STIGATIC.\ TRAINING 

PRCGRAM. 

VT 016 2C^ 30 

INTER0I5C IPLINAPY APPROACH TO 

CAREEf' Ci:VtLCF?^J NT THROUGH A 

PPOGRAf' CF (CCUI^/T iar«iAL ECUrATION. 
VT 016 22e 32 

AN! INSTFUlTCK'S GUIDE FOR A PROGRAM 

IN fUhL SY^TEh SEKVICE5. TRAOfc AND 

TECHNICAL ECUCATION. AUTOMOTIVE 

INDUSTt^IES CCCIVATIGNS. 
VT 016 243 3^ 

POST SECOr.LARY fOOC SERVICE GUIDE: 

SANOwiCH OI^Lf SALAD GIRL, AND 

LUNCH CCOKTEF VvCf->;ER. 
VT 016 3c6 39 

A CURFICULUV GUKfc FOR AERO$f>ACE 

EDUCATICN (K'12). 
VT 016 39b 43 

SEX EiCUCATICN FFCGRAM, GRAOcS 2, 5, 

8, AND HIGH SCHCCL. 
VT 016 500 EC 066 o.)5 48 

WOPLO OF WCRK. CAREER AWARffNESS 

DEVELGt^MENT PfCGRAM FOR ThC 

ELEMENTARY GRACES. 



VT 01^ 272 

MODEL UMTS FCF CAREfcR PLANNING 
THROUGH SCCIAL STUDIES EDUCATION. 
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VT 015 467 13 

INSTRUCTOR'S GUILE FOR THE 

ACCENT/CONSUMEP EDUCATION SERIES. 
VT 015 600 16 

INTRODUCTION TO VOCATIONS. 
VT 015 653 17 

SERVICE STATION ATTENDANT. 

INSTRUCTOR'S BOCK. HOW TED LEARNED 

HIS JOB IN A SERVICE STATION. 

ACCENT/JOB ^DELS. 
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SU5JSCT AND IOcMTFi=P It^Cix 
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VT 016 112 28 
FIELD TRIP ^EPGRTI^&, 

VT 015 625 IT 
THE OFFICE: REALlTy TRAIfJING 
THJ^aUGH SIMULATION, A SAMPLE^. 

TECHNICAL FpuCATlJN 

VT 015 688 ED 065 6S9 18 

ABSTRACTS OF ir^TRUCTIONAL 

MATERIALS IN VOCATIONAL ANO 

TECHNICAL EDUCATION (AIM), VOLUME 

5, NUMBER ^. 
VT 016 377 ED 366 576 <fl 

CRITERIA FOR THE ESTABLISHMENT AND 

MAINTENANCE OF T«0 YEAR POST HIGH 

SCHOOL WAStEiiATER TECHNOLOGY 

TRAINING PROGRAMS. VOLUME II: 

CURRICULU*^ GUIDELINES. 
VT Olfc 648 ED 067 <r90 51 

MICROFICHE COLLECTION OF 

CLEARINGHOUSE DOCUMENTS REPORTED IN 

ABSTRACTS OF INSTRUCTIONAL 

MATERIALS IN VOCATIONAL AND 

TECHNICAL EDUCATION (A!M)f VOLUME 

5f NUMBER 4. 
VT 016 867 58 

YOUR FUTURE AS AN ELECTRONIC 

TECHNICIAN. ARCO-ROSEN CAREER 

GUIDANCE SERIES. 
VT 016 871 59 

YOUR FUTURE IN AUTOMOTIVE SERVICE. 

ARCO-ROSEN CAREER GUIDAN^'E SERIES. 
VT 016 872 59 

YOUR FUTURE TN NASA. iRCO-ROSEN 

CAREER GUIDANCE StPlES. 
VT 016 873 60 

YOUR FUTURE IN BEAUTY CULTURE. 

ARCO-ROSEN CAREER GUIDANCE SERIES. 

VT^015^130^*^"^"^^^^ 6 
INDUSTRIAL MATHEMATICS 1» AN 
INSTRUCTIONAL GUIUE FOR SENIOR HIGH 
SCHOOL. 



TECHNI CAL, QC 
VT 015 96<^ 
SIGNALMAN 
COURSE. 



3 AND 2. NAVY TRAINING 



TECHNICAL REPORTS 

VT 016 337 

ACCIDENT INVESTIGATION, ANALYSIS* 
AND REPORTING. SAFETY TRAINING FOR 
SUPERVISORS. CONFERENCE LEAOER^S 
GUIDE. 

TFCtHNOLQ GY 

VT 015 223 

CAREERS IN TECHNOLOGY. A RESOURCE 
UNIT FOR GRADES THREE AND FOUR% 



22 
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T£L£CO^KUNU£IJXJi 
VT 015 <ft^ 

SIGNALMAN 3 /M. NAVY TRAINING 

CCU^: SB. 
VT 016 ^18 

3ASIC ELtCTRuMCS VOLUME I. ;^ATE 

TRAlNlr.G MANUAL* 
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VT Cl6 CSb 27 
CCUNTDU^N TL THE TO'S. OCCUPATIONAL 
INFORMATION FCf UR^ER ELEMENTARY 
ANC MIODLE GRADES. 

VT 015 653 17 
SERVICE STATiC^ ATTENDANT. 
INSTRUCTUR^S CCCk . HOW TED LEARNED 
HIS JOB IN A SERVICE STATION. 
ACCENT/JUP KJDELS. 

VT 016 8A1 52 
YOUR fUTUJ'E IN FASHION DESIGN. 
ARCD-KOSEN CAREER GUIDANCE SERIES. 

TRADE AhtLXbaLSTPlAL^£flUCATION 
^T' 015 039 2 
TRADE AND INDUSTRIAL RESOURCE. 
SUPPLEMENT TO THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
CHID. 

VT 015 086 5 
ELECTRONICS 2. LEARNER'S MANUAL. 

VT 015 280 9 
DRYWALL CONSTRUCTION WORKBOOK, PART 
2. 

VT 015 383 10 
BASIC TRAINING PROGRAM FOR DRIVER 
LiCENSt EXAMNEP. TRAINEE STUDY 
GUIDE. 

VT 015 384 11 
BASIC TRAINING PROGRAM FOR DRIVER 
LICENSE EXAMNER. INSTRUCTOR'S 
LESSON PLANS. 

VT 016 228 32 
AN INSTRUCTOR'S GUIDE FOR A PROGRAM 
IN FUEL SYSTEM SERVICES. TRADE AND 
TECHNICAL ELDCATION. AUTOMOTIVE 
INDUSTRIES CCCUPATIONS. 

VT 016 234 - 33 

AUTO BODY REPAIR AND PAINTING 
PROGRAM. PLAN ANC OUTLINE FOR 
SECONDARY LEVEL. 

VT 016 236 33 
CONSUMER ELECTRONICS PROGRAM. PLAN 
AND OUTLINE FCR SECONDARY LEVEL. 

VT 016 362 38 
COURSE IN CARPfcNTR^i VOLUME 
3 — WORKbOOK. 1971 EDITION. 

VT .016 363 39 
COURSE IN CARPENTRY, VOLUME 2. 1970 
EDITION. 

VT 016 368 ' 39 

GUIDELINES FOR ESTABLISHING AND 
EVALUATINO CI V I L ENG INEER ING 
TEr^NCLCGY PROGRAMS. 
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VT 316 371 

COURSE CUTtlNE fOP. D^^AfTlNS, 
VT 016 373 ^ <tl 

COURSE. JuVlIN? f^?. AUTC 5:3Y 

VT Clt 37$ 

COU55SE OUTLINE f"^ GENf^AL 

VT 016 309 <»2 
AVIATIGN MHCHAMCb CP^WEk PLANT) 
ANO ftUTOMOTIVF *^ECNANICS. 
AUTHtPIZEC COUi^SE OF INST-<UCTI0\ 

FOR The quin^estf^ ^ccora**, 

VT OU 391 

COU^^SC UUTLlNc <^0R TtnwFL T^vACES. 
VT 016 c^P 5o 

YOUk fUTuRE AI^ CONOITIOMNG AND 

RfcFRlGE=&r lOfv, AtJ.CO-^CSEN CaREE^< 

GUIOANCE SEPIES. 

VT^016^198^*^^^0 065 71Q 30 
PROGRAM OF I^STRUCTIOlJ FQR HIGHWAY 
COLLISION IMVESTIGATION TRAINING 
PROGRAM, 

TRAINING TP^.fi^j^gl,jps 

VT 016 398 ^3 
CLINICAL INSTRUCTOR TRAINT^JG 
peOGPAM, TRAINFR'S MANUAL. 

VT 016 2^1 34 
ILLUSTOATED OCCUf>ATIONS REiATEO TO 
NINE ACADEMIC A«EAS. 



VT 015 366 10 
SFRVICES% A FESOURCf UNIT FOR 
ELEiMENTARY GPAGIFS. 

VT 015 Oe 3 5 
THE USE OP TH? CASH REGISTER, 

VT 015 2^0 a 

CAREER OCCUPATIONAL UNITS. 
VT 01*5 583 * 15 

CURRICULUM GUinE» GRADES 7-12. 
VT 015 63V 17 

AGRICULTURE. TEACHER'S GUIDE. A 

UNIT IN PREVDCATIONAL EDUCATION. 
VT 015 797 19 

CAREER EXPLORATION. CAREER PROGRAM: 

9-10. 

VT 015 856 20 
FUNDAMENTAL SKILLS IN THE CLINICAL 
LABORATORY. UNIT Is .SPECIMEN 
.PROCESSING. INSTRUCTOR'S GUIDE. 

VT 015 946 20 
COOPERATIVE BUSINESS EDUCATION. 
COURSE OUTLINE, AUTHORIZED COURSE 
OF INSTRUCTION FOR THE QUINMESTER 
PROGRAH. 



VT 015 21 
INDUSTFUL Ai^TS, TENTATIVE COURSE 
ruTLIM. AuThCvUEC CPU«SE OF 

VT 015 9^<; 21 
CCrPtfiTI\»t reAl^H CCCUPATIO^S 

ccuCATiLN. ccui-s^ ':utline. 

AUTHfriZtC CLtf-^t -^f INSTr.'JCT UN 
PCr Thtr wbI^^t STt n PPC^PA*-. 
VT 015 95c 22 

r\ruSTM^i ^LflT^e\Ics• cojkSc 

:uTLli\t. ALTh-Lw I ?t:.) CCU«^Sc CJ= 
INSTkUCTHN TfiE: uUIN**E5Tr*^ 
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EVALUATING CIVIL ENGINEERING 
TECHNOLOGY PROGRAMS. 

FLQRI1?A STATE DEPT«-OF EDUCATIOlU 

TAL L -AHAS^E£* TECHNI qAi , AND HEALTH 
ncrtiPATIQNS EDiiCATinN SECTION, 
VT 016 369 

TEACHING HEALTH OCCUPATIONS 
■ EDUCATION IN HIGH SCHOOL. 
VT 0:16 370 . 

GU|lOELINES FOR THE TRAINING OF 

NURSE AIDES. 



DUCATinNAL CORP., CHICAGO. 
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VT 015 623 

STIoCK^ market ABC. 
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FQLt£II^£CUCAriQLiAL^Q£Exj.^i:ilIi;:AISQx 

VT 015 467 \ 13 

INSTRUCTOR'S GUIDE FOR THF 

ACCENT/CONSUMER EDUCATION SERIES. 
VT 015 468 13 

UNDEkST ANOlNiG CONSUMER CREDIT. 

ACCENT/CONSUMFR EDUCATION* 
VT 015 A70 13 

KNOWING HOW TO SUDGPT ANl )UY. 

ACCi^NT/CONSUMEP EDUCATION. 
VT 015 <^71 14 

THE LAW FOR YOU. ACCENT/CONSUMER 

EDUCATION. 

VT 015 653 17 

SERVICE STATION ATTPNOANT. 

INSTRUCTOR'S BOOK. HOW TED LEARNED 
. HIS JOB IN A SERVICE, STATION. 

ACCENT/JOB MODELS. 



VT Olo 286 / 

CAREER DEVELOPHENT: BIBLIOGRAPHY 
AND LIST OF PROGRAMS. 

VT 015 62 3 

STOCK MARKET ABC. 

EBUSTjt^JAtil^C^ 
VT 016 869 

YOUR FUTURE IN DENTAL ASSISTING. 

APCO-RdSEN CARFER GUIDANCE SERIES. 

• • ' '' 
FUTURE FARMER><; f}F A.^^jr^LCAj 

VT 016 319 

THE NATIONAL ORGAMUATION FOR 
STUDENTS IN AGRIBUSINESS AND 
NATURAL RESOURCES. 

VT 016 865 

YOUR FUTURE IN OCEANOGRAPHY. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

G ALBRAITHt LILYAN K, 

VT 016 203 

COORDINATING A PACKET OF LEARNING 
AIDS WITH A TEACHING UNIT IN 
CONSUMER CREDIT.' 

VT 016 219 

EQUIPMENT FOP TEACHING CHILD 
DEVELOPMENT IN JUNIOR AND SENIOR 
HIGH SCHOOL. 



36 



17 



59 



GAf<MAGF,. aft FN J, 
VT 016 850 

YOUR FUTURE IN LAW ENFORCEMENT. 

ARCO-ROSEN CAREER GUIDANCE SERIES. 
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VT 016 00b 24 
FXPLOKATIC.N IN CAREERS EDUCATIUN. 
CAREERS LHIENTrC RcLEVANT 
EDUCATION. 

a£lAII.i..biLhA 

VT 015 B22 19 
HELPIjSG STUltNTS LEARN DECISION- 
KAKING. A PARENT'S HANDBUOK. 

VT 015 525 15 
WHAT V*lli. I FF ON* A TO Z. 

VT G16 673 6J 
YOUR FUTUf'E 11^ EEAUTY CULTURE. 
ARCO-KOSEh CAKcbf- GUIDANCE SERIES. 

VT 016 B4C 52 
/ YOUR FUTURE U Thk FEDERAL 

GOVERNMENT. ARCC-RCScN CAREER 
GUIDANCE SERIES. 

VT 015 744 ' ^ 18 

HOW TO CCMPLtTt THE TENNESSEE 
VOCATICNAL-TECHMCAL STUDENT 
ENPOLLMENT FCRM. 

VT 016 836 52 
YOUR FUTURE I^ INTERIOR DESIGN. 
ARCO-RCSEN CAFEE^P GUIDANCE SERIES. 

VT 016 ^651 55 
YOUR FUTURE IN CPTCMETRY. ARCQ- 
ROSEN tARftP GUIDANCE SERIES. 

VT 016 360 EC 065 732 38 

A REFERENCE BIBLIOGRAPHY FOR 
GENERAL WCRK EXPERIENCE AND 
COOPERATIVE OCCUPATIONAL PLANS QF 
INSTRUCTION. 



/ VT 016 639 52 
/ YOUR FUTURE IN FORESTRY. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

HARTMANt p PftN^ £j 

VT 016 273 36 
OFFICE-CLERICAL CLUSTER PROGRAM. 

HAWAII UNlV^.^QNaLULU. DFPT. Qf 
CURRICULUM ANILINSiaumflNa, 
VT 015 404 12 
OPERATING MANUAL FOR I.E. 497 
CCOPERATIVE VOCATIONAL EXPERIENCE. 
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VT 016 2A2 3^ 

HOME AND COMMUNITY SERVICES. 

COURSE OUTLINE* 
VT 016 243 34 

POST SECONDARY FQOO SERVICE GUIDE: 

SANDWICH GIPL-t SALAD GIRL, AND 

LUNCH COUNTFP WORKER. 

VT 016 40^ 44 
A SUP' -NTARY TRAINING PROGRAM 
fO^ '^00 SERVICE PERSONNEL. 

VT Olfe OQb 24 
EXPLORATION IN CAREERS EDUCATION. 
CAREERS ORIENTED RELEVANT , 
EDUCATION. 

VT 016 285 36 
FIND A CAREER THAT COUNTS--IN 
HOSPITAL FINANCIAL MANAGEMENT. 

VT 016 413. -^4 
MINE MiSiINTENANCE MANUAL. FINAL 
REPORT. 

HYSLQPf pAVip 

VT 016 360 ED 065 732 / 38 

A REFERENCE BIBLIOGRAPHY FOR 
GENERAL WORK EXPER I.ENCE AND 
COOPERATIVE OCCUPATIONAL PLANS OF 
INSTRUCTION. 

rOAHQ STATE BOA RlLQ£^ VQCA IIQJjAL 
Fpiir.ATfpN^ RnTSE> DIV. QF TRADE^AND 
IMPUSTfilAL E DUCAIIQ!^... 

VT 016 234 33 
AUTO BODY REPAIR AND PAINTING 
PROGRAM* PLAN AND OUTLINE FOR 
SECONDARY LEVEL. 

VT 016 236 : 33 
CONSUMER EIECTRONICS PROGRAM. PLAN 
AND OUTLINE FOR SECONDARY LEVEL. 

TLI T NOIS UNlV. t U^SANJA , VGCA T IQNA ^ 

AI1EI£ULTUB£ It^KS.M, 

VT 015 063 5 

THE USE OF THE CASH REGISTER. 
VT 016 179 29 
" METAL INERT GAS (MIG) WELDING* 
VT 016 253 35 

TUNGSTEN INERT GAS (TIG) WELDING. 
VT 016 254 35 
. UNDERSTANDING SOILS. 

][fjnT&N/ STATF DEPT, GF PUBLIC 
; NSTR^^CT IQN, INDIANAPOLIS, 
VT 016. 284 36 
CAREER EDUCATION CURRICULUM GUIDE. 



VT 015 321 

INDUSTRIAL BANKING. 
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VT 016 407 44 
A SUPPLEMENTARY TRAINING PROGRAM 
FOR SCHOOL FOCL SERVICE PERSONNEL. 



iiALfix^^JiJJLLIAii 

VT 016 863 

YOUR FUTURE AS A PHYSICIAN. ARCO- 
ROSEN CARttR GUIDANCE SERIES. 

iiAi^ AHUAJLCULlI >LiiaAEU-Q£-I.12U£AIIQNx 

LbARLEST£IIia-.hxyAA 

VT 016 413 

MINE MAINTENANCE MANUAL. FINAL 

REPORT. 

liALI^AS^ATt; CEPT, .QE^DUilAIIflNx 

TDPEKAt 

VT 015 239 

IMPLEMENTING A FUNCTIONAL 
ELEMENTARY SCHOOL GUIDANCE 
PROGRAM. A HANOBC.OK ON ELEMENTARY 
SCHOOL GUI DANCE. 

JiAjbliAit,^AI£^TEACH£ES CQLUx 
£m[ElA^Di^^^-Q£-.I£AQi£&^EDUCAT IQN^ 
VT 015 239 

IMPLEMENTING A FUNCTIONAL 
ELEMENTARY StHCGL GUIDANCE 
PROGRAM. A HANOBGOK ON ELEMENTARY 
SCHOOL GUIDANCE. 

VT 016 846 

YOUR FUTURE IN INSURANCE. ARCO^ 
ROSEN CAREER GUIDANCE SERIES. 

VT 016 867 

YOUR FUTURE AS AN ELECTRONIC 
TECHNICIAN. ARCO-RQSEN CAREER 
GUIDANCE SERIES. 

miilQmt LINDA a/ 
VT 015 797 

CAREER EXFLCPATION. CAREER 

PROGRAM: 9-10. 

KPISERt iERPYC. , 
VT 016 284 / 

CAREER EDUCATION CURRICULUM GUIDE. 

KEiMPt LQUIE.Ei 
VT 015 236 

TALKING SHOP TC TEENAGE CONSUMERS. 

YOU ARE A CONSUME R. 
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VT 015 237 7 

TALKING Shop td wise ccnsjmfrs. 

VT 016 407 ^4 
A SUPPLEMENTAJ^y TRAINING PROGRAM 
FOR SCHOOL FOOD SERVICE PERSONNFL. 
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K£NI1J£K Y UN I V . , j- S )^ Nr,T Qt^ j. 

mSI&iJ£IIQML.miiaiALiJLMx 
VT Olfe 176 

'JRES. UN[T (MODULE): PASTURE 
'JCTION. 

, ... Ill 

HAY CROPS. UNIT (MODULE): HAY 
PRODUCTION. 

VT 016 203 

COORDINATING A PACKET OF LEARNING 
AIDS WITH A TEACHING UNIT. IN 
CONSUMER CREDIT. 

VT 016 219 

EQUIPMENT FOF TEACHING CHILD 
DEVELOPMENT IN JUNIOR AND SENIOR 
HIGH SCHOOL. 

VT 016 220 

CARING FOR INFANTS IN DAY CARE 
CENTERS: A GUIDE FOP TEACHERS, 
UNIT V. UP-GRADING PROGRAM FOR 
CHILD DAY CARE CENTER PERSONNEL. 

VT 016 242 

HOME AND COMMUNITY SERVICES. 
COURSE OUTLINE. 

VT 016 243 

POST SECONDARY FOOD SERVICE GUIDE: 
SANDWICH GIRL, SALAD GIRL, AND 
LUNCH COUNTER WORKER. 

VT 016 408 

SEMINAR ON SANITATION FOR 
RESTAURANT OWNERS AND MANAGERS. 
UNIT I. 

KEPPLERi VICTOR 

VT 016 862 - 
YOUR FUTURE IN PHOTOGRAPHY. 'aRCO- 
ROSEN CAREER GUIDANQ^ SER lES . 

KlP(INir,FR WASHINrjQN EDITORS, INC,,' 
litA^lNGJQN^ D,C, CHANGING TIMES't 
EDUCATinM <;FRVTf,F, 
VT 016 202 

HAT IN THE RING. THE PRESIDENTIAL 

NOMINATING GAME. 



VT 016 852 

YOUR FUTURE IN HOSPITAL WORK. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

MQUSJ 

VT 016 272 

MODEL UNITS FOR CAREER PLANNING 
.THROUGH SOCIAL STUDIES EDUCATION, 
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VT 015 462 

GATEWAYS 70 CAKtER MATURITY, A 
CONTEMPURAKY- CUHK ICULUM GUIOEt 
PRIMARY. 

VT 015 5b3 13 
CURRICULUM GUIDE, GRADES 7«12. 

VT 016 634 51 
YCUR FUTUKE IN PHARMACY. ARCO- 
ROSEN CAktEF GUICANCE SERIES. 

VT 016 27? 36 
OFFICE-CLEP ICAL CLUSTER PROGRAM. 

VT 016 872 59 
YOUR FUTUKE IN NASA. ARCO-RGSEN 
CAREER GUIDANCE SE^^IES, 

VT 015 715 18 

RESoUKce bielicgmphy for 

VCCATIChAL tULCATlJN. 

VT 016 857 56 
YOUR FUTURE IN ACCOUNTING. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

LQS. ANGELfL^CUY^SCHpPLS, CALIF^ " 
I^ IV. QF JN SIRUCTICNAL PLANNING ANQ 

VT 015 lit 6 

CONTEMPORARY AMERICAN PROBLEMS AND 
■ GOVERNMENT. .. .CR^DE AI2. AN 

INSTRUCTIONAL GUIDE, 
vr 015 130 6 

INDUSTRIAL MATHEMATICS 1. AN 

INSTRUCTIONAL GUIDE FOR SENIOR 

HIGH SCHOOL. 
VT 016 100 I 27 

BUSINESS LAW. A COURSE OF STUDY 

FOR SENIOR HIGH SCHOOLS. i 

MASSACHUSETTS; Hnf^f ErONfiM I'fi / 

VT 016 403 Y 
RESOURCES IN HOME ECONOMICS FDR 
THE BLiND HOMEMAKER. SUPPLEMENT. 
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MCGINLEY, GERRY P, / 
VT 016 247 . / 

ADMINISTRATORS' GUIDE TO CAREER 

EDUCATION IN THE ELEMENTARY. SCHOOL. 
VT 016 500 ED 066 605 48 

WORLD OF WORK. CAREER AWARENESS 

DEVELOPMENT PROGRAM FGR THE 

ELEMENTARY GRADES. 
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VT 015 219 6 
C0MMUNICATIO^4S AS A MPANS FOR 
TRANSMITTING CULTURE. A RESOURCE 
UNIT FOR INTERMEDIATE GRADES. 

f^TCHiaAN S TATE UNIV ,, E AST- L, ANS I N G> 

P£EI^Q£ SECONDARY .EDUCATUN ANQ 

VT 016 360 ED 065 732 38 

A REFERENCE BIBLIOGRAPHY FOR 
GENERAL ^ORK EXPER lENCC AND 
COOPERATIVE OCCUPATIONAL PLANS OF 
INSTRUCTION. 

M J-VALL E Y AREA VQC ATI PNAL CE NTER ^ 

VT 015 988 23 
VOCATIONAL ENRICHMENT FOR 
ELEMENTARY EDUCATION. 

ailiNfiAPnLIS PU5L.IiL,i£HnniSt hINN, 

VT 015 608 16 

GUIDE TO TEACHING READING IN THE 

ELEMENTARY SCHOOLS. 

f^lNNESQTA, MINING AND M ANUFA CI URIN G 
CPfi $T. PAULp MINN, DTV. QF VISUAL 

£&MiUCTSt 

VT 015 625 17 
THE OFFICE: REALITY TRAINING 
THROUGH SIMULATION. A SAMPLER. 

STr, PAU' ■ PUpn PFRfipNNFL SFRVICES 

SECTl'QNi 

VT 016 580 ED 067 469 50 

A RESOURCE GUIDE FOR CAREER 
DEVELOPMENT IN THE JUNIOR HIGH 
SCHOOL. 

M!<;<;r<;<;TPPT RF5;F/\Rr,H cnQfto^^JATiNG 

UNIT FOR VOCATIONAL-TECHNICAL 

FDlJCATtpN^ j^TATF COLLEGE, 

VT 015 237 7 

TALKING SHOP TO WISE CONSUMERS. 
VT 015 238 7 

TALKING SHOP TO TEENAGE CONSUMERS. 

YOU ARE A CONSUMER. 

MTSSTSSIPPI STATE DFPT, QF 

VnrATrnMAL and TEqH NICAL FPgC ATIQN. 

VT 015 237 7 

TALKING SHOP TO WISE CONSUMERS. 
VT 015 r38 7 

TALKING SHOP TO TEENAGE CONSUMERS. 

YOU ARE A CONSUMER. 

MQBTIP COUNTY PllflnC SHHODLS. ALA. 

QIV. QF CURRTCUIUfl ANP INSTRUCTION. 

VT 0^16 351 37 
HUMANIZING THE INSTRUCTIONAL 
PROCESS. A RESOURCE GUIDE FOR 
PRINCIPALS. 



VT 016 249 

VOCATIONAL CAKEEf ORIENTATION* 
GRADES 1-6. 

aClD^TEREY ££taik^ia^,UNIFl£I2^SCHQQL 

fllSTRICTi^£lDblJEE£XA^£AILI£i 

VT 015 429 

EDUCATICNAL-VCCATIONAL GUIDANCEt 

GRADE 10. UMTS I-IV. 

^ptJNT PLEASANT, PUBLIC SCHOOLS. MICH. 
VT 015 836 ED 065 671 

WORLD OF WOPK. FIRST YEAR REPORT, 

1971-1972. 

N,F. WISCO NSIN IN-S CHQ Oi TELEVISION, 

GREEN BAIx^LSj. 
VT 015 979 

TEACHER GUIDE. VOCATIONAL GUIDANCE. 

/. 

NAIIflNAL AUCICVISUAL CEMTERi^ 
HAf >HTNC,TON. D,r> 

VT 016 305 

FILMS ON MANPOWER PRODUCED BY U.S. 
DEPARTMENT OF LABOR. 
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VT 015 525 

WHAT WILL I BE FROM A TO Z. 



23 



37 



15 



fvl/^VAl AfiMl'NITlQ^' DEPOT, CRANE. 
VT 016 560 50 
SAFETY SCHOOL, FY 73. 

VT 015 623 17 
STOCK MARKET ABC. 

NF yADA STATE DEPT. QF EDUCATION. 

£ASSPN CI 11^ DIVi DF 
j^CATIQNAi-TECHNlJCAL^ND ADULT 

frP UCATIQN, 

VT 016 247 34 
ADMINISTRATOkS« GUIDE TO CAREER 
EDUCATION If! THE ELEMENTARY SCHOOL. 

NFVA PA liNTV>. RENQ . COLL. QF 
E'OUCATIQN. 

VT 016 500 ED 066 605 48 

WORLD OF WORK. CAREER AWARENESS 
DEVELOPMENT PROGRAM FOR THE 
ELEMENTARY tPADES. 

f^ EVADA UNtV>. RENQ. RESt^ARCH AND 

E 0pr.AT4QNAL_ PLANNING CENTER. 

VT 016 247 34 
ADMINISTRATORS' GUIDE TO CAREER 
EDUCATION IN THE ELEMENTARY SCHOOL. 
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VT 015 600 

INTPGOUCTION TO VOCATIONS. 

AlfiAiilx 

VT 016 228 

AN INSTRUCTOR" S GUIDE FOR A 
PROGRAM IK FUEL SYST£m SERVICES, 
TRADE AND TECHNICAL FOUCATION, 
AUTOMOTIVE INHtSTRItS OCCUPATIONS, 

VT 013 ^OB 

CLOTHING SERVICES TRAINING GUIDE. 
TENTATIVE FDJTION, 

LiUa^Uk fi£MAEi2 
VT 016 B43 

VOUR fVtURE IN THE HIGH FIDELITY 

inoustrV, aoco-rosen CARFE^. 

GUIDANCE SERIES. 

VT 016 8^2 

YOUR FUTURE AS ^ SECRFTARY. ARCO- 
ROSEN CAREER GUIDANCE SERIES. 

QIUDNNELL. DESMq^p Hit 

VT 016 860 

YOUR FUTURE IN THE F^AKERY 
INDUSTRY. APCO-ROSEN CAREER 
GUIDANCE SERIES. 

VT 016 319 

THE NATIONAL ORGAN UATI ON FOR 
STUDENTS IN AGRIBUSINESS AND 
NATURAL RESOURCES. 

imij^:^STj^T£_BQAPD OF mg^ALLlBA 

VT 016 019 ED 064 51.5 

OHIO'S CAREER CDNT INUUM PROGRAM, 
CAREER ORIENTATION PROGRAM, GRADES 
?-8 FOR THE INDIVIDUAL, THE 
OCCUPATIONS, AND THE DISCIPLINES. 

QJtilQ STATF OFPT, nF,„£QUCAIiaNA 
CQLUHBiJi;. f)iv, OF VnCATTnNftl, 

VT 015 039 

TRADE AND INDUSTRI AL RESOURCE 
SUPPLEMENT TO THE CONSUMER 
EDUCATION CURRICULUM GUIDE FOR 
OHIO. 
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VT C15 040 

WANPnWEF T^/IMNG RfcSGURCE 
SUPPLEMLM Tl Jhi consumer" 

ecuCatkn cukkiculum guide for 

OHIO. 

VT 015 0^1 

iNDUSTh I AL AP.TS H ESUUKCE 
SUPPLEMENT TC Tnt CONSUMeR 
EPUCA11L.N LUK8ICULUM GUIDE FQK 

rnia. 

VT 015 C42 

OISTRIbUTI VL rUbCATIUN RESOURCE 
SUPPLE^fNT Tb Tht CONSUMER 
EDUCATUN CUr^fvICLLUM GUIDE FUR 
CHIO, 

VT 015 043 

BUSINESS aNC Of-ICf EDUCATION 
PESOUPCL SUPPLEKhNT TO THE 
CUNSUf^LH t/DUCATIl'N CURRICULUM 
GUIDE FOF Ohio. 

VT 015 C44 

GRADES K-t RbSCUhCE SUPPLEMENT TO 
THE CCNSUN.EK UUCATIQN CURRICULUM 
GUIDE FCF CHIC . 

VT 015 04 5 

• HOME CCCNCMlCS FCR FAMILIES WITH 
LIMITED IKCCMt FESOURCE SUPPLEMENT 
TC THE CL^SU^tf" LDUCATION 
CURRICULUM CUIIF FOR OHIO. 

VT 015 0^6 

HOME ECrNC'MICS JC^J TRAINING 
RESOURCE SUPPLEMENT TO THE ' 
CONSUMER EDUC^TICN CURRICULUM 
GUIDE FCP GhlC. 

VT 015 047 

OCCUPATIONAL WOFK ADJUSTMENT 
r.ESOURCE SUPPLEMENT TO THE 
CONSUMER ECtCATlCN CURRICULUM 
GUIDE FLR GhlC. 

VT 015 401 EO C62 565 

WORLD GF WCFK CA8EER MOTIVATION. 
CURRICULUM- GUUE FOR GRADES K-6. 
QHIO^S CAREER CLNTINUM PROGRAM. 

QllIILS TAT_£.i:i£L^^.£fiiJ£AIiflNx 
£QLUMJiiii^li<AiX.JtM2-.INiiii^m^ 

VT 015 088 

ELECTRONICS 2. LEARNER'S MANUAL. 

QtlJII,SlATE_UNIV.^_CQLUMflUS. rF^I££ 

£Q£-yQ£AIJiiliiAL:-AMi.I£i;il!lL£AL 

VT 015 688 . ED 065 668 

ABSTRACTS OF INSTRUCTIONAL 
MATERIALS IN VGCaTIONAL AND 
TECHNICAL EDUCATION (AIM), VOLUME 
3. 

ED 067 490 
MICROFICHE COLLECTION OF 
CLEARINGHOUSE DOCUMENTS REPORTED 
IN ABSTRACTS CF INSTRUCTIONAL^ 
MATERIALS IN VCCATIONAL" AND r 
TECHNIC;iL EDUCATION (AIM), VOLUME 
5f NUMBER 4. 
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VT 016 019 ED 064 515 25 

OHIO'S CAREER CONTINUUM PROGRAM, 
CAREER ORIENTATION PROGRAM, GRADES 
7-8 FOR THE INDIVIDUAL, THE 
GCCUPATIONSf AND THE DISCIPLINES, 

QKLAJJOMA CI Tlx 

VT 016 366 3"? 
A CURRICULUM GUIDE AEROSPACE 
EDUCATION (K-12^. 

VT 016 366 39 
A. CURRICULUM GUIDE FOR AEROSPACE 
EDUCATION CK-121. 

VT 015 580 15 
COORDINATED VOCATIONAL EDUCATION 
TRAINING. PRfiLlMlNARY DRAFT* 
INSTRUCTIONAL MATERIALS VOCATIONAL- 
RELATED MATH. 

VT 016 159 28 
COOPERATIVE OFFICE EDUCATION; A 
COURSE OF STUDY. 

QMAHA PUBL IC SCHQHI NE BR. QERJ^ _ QE . 
VfirATinNAL ANO A DULT EDiinAIia^ 
VT 015 987 23 
PROGRAM DEVELOPMENT FOP 
DISADVANtAGED STUDENTS IK 
VOCATIONAL EDUCATION. SUMMARY 
REPORT OF 1970 SUMMER PROGRAM. 



QE££QaL\T.ATiF_ ROAPr) EDUCATION, 
SAI f=M, DIV, pF CDMMUNII1^LL£££S • 
AND CARFER EOUrATIQN^ 
VT 015 A50 

STENO-SECPETARIAL CURRICULUM GUIDE. 
VT 015 880 ED 065 67^ 

HOME ECONOMICS OCCUPATIONS. AN 

EXPLORATORY UNIT. 
VT 016 225 

HEALTH OCCUPATIONS—AN EXPLORATORY 

COURSE. 
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20 



32 



OREGQN STATE BQARD QP HDUCATIQN t 
iAk£li..^NSTRUCTIQNAL SERYICiiA 
VT 016 227 

HEALTH OCCUPATIONS EXPLORATORY 
MODULE. AN INTRODUCTION TO GAIMFUL 
EMPLOYMENT IN HEALTH OCCUPATIONS 
FOR JUNIOR HIGH AND HIGH SCHOOL 
STUDENTS. 



32 



^ULUjuJU^A-^Li^U^MhUKlTY CnLlEt^£i 

VT 016 52S 

A GUIDE FLR PLANMNG CAREER 
ECUCATICN IN CPEGUN'S SECONDARY 
SCHOOLS. 

VT 016 006 

EXPLORATION IN CAREERS EOiJ^ATION. 
CAREERS CRIENTED RELEVAWT 

EDUf^ It 

Q^LHWALL^t htftA 
VT 016 25*1 

UNDERSTANDING SOILS. 

CAUFi 

VT 015 8^2 \ 
HELPING STUDENTS LEARN OECISIONA 
MAKING. A PARENT'S HANDBOOK. 
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EAEllt J&AI^ 
VT 016 856 

YOUR FUTURE AS A HCME ECONOMIST. 

ARCO-ROSEN CAfEEJi GUIDANCE SERIES. 

EARKWAY SCtiLLL-.IJH£ii:ijL 

VT 016 420 

FAMILY LIFE AND HUMAN SEXUALITY. A 
CURRICULUM GUIDE. 
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£AULx-i^iiAC£ 
VT 016 84^ 

YOUR FUTURE IN MEDICAL TECHNOLOGY. 

ARCO-ROSEN CAf'EEF. GUIDANCE SERIES. 

pAYNf:* JANIE PI. 

VT 015 196 

PEOPLE WE SEEi KNOW? LIKE. CAREER 
DEVELOPh^ENH , K I NC ERG ART EN. 

VT 015 239 

IMPLEMENTING A FUNCTIONAL 
ELEMENTARY SCHOOL GUIDANCE 
PROG?.AK. A HA.KD6C0K ON ELEMENTARY 

scHoqi Guio/fft;£. 

SLtmSllMtxlM STATE fl£PT« Qf 
£DU£AIli;iCixltJA£aiiliUfifi*JiJE£AUJi£ 
^CATIONAlx^I£CHNJXAl.i AND 

rONTINUING EOUCATIGN^ 

VT 016 361 ED 066 574 
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ERIC Document Reproduction Service (EDRS) 
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all orders of $10.00 Or less. Make all drafts payable to EDRS. 

11. Sign AUTHORIZATION and date order. 

12. Include only IS entries per form. Complete and sign - 
additional forms tf required. 

13. Quality warranty. LIPCO will replace products returned 
because of reproduction defects or incompleteness. The quality 
of the input document is not the responsibility of LIPCO. Best 
availakrie copy vwill be supplied. 
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Orders arc fiH«d only from ED accession numbers. Titles are not 
checked, A sure you hove supplied correct numbers. 
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